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DORSET    FEET    OF  FINES, 
From  EDWARD  III.  to  RICHARD  III. 

1327— 1485. 


[X.] 


INTRODUCTION. 


It  is  hardly  necessary  to  make  a  long  Preface  for  this  Volume, 
as  the  information  contained  in  that  of  Vol.  V.  of  Dorset 
Records  applies  to  the  contents  of  the  present  Volume  as  well, 
and  little  more  need  be  said  as  to  the  historical  and  genea- 
logical importance  of  Feet  of  Fines. 

Suffice  it  to  say,  then,  that  the  Editors  trust  that  searchers 
and  others  interested  in  the  elucidation  of  parish  and  family 
history  will  appreciate  the  translation  of  the  records  here  placed 
before  them,  and  that  these  Fines  will  be  the  means  of  lighten- 
ing and  accelerating  their  labours,  and  of  tracing  the  inner 
history  of  our  County  for  the  period  this  Volume  covers. 

The  translation  of  these  Fines  is  the  work  of  Mr.  A.  F. 
Heintz,  and  every  reliance  can  be  placed  on  their  accuracy. 

E.  A.  FRY. 


feet  of  fines,  for  IDorset. 


I  Edward  III.  (1327). 

(1)  At  Westminster,  in  the  octaves  of  St.  Hilary,  20  Edw.  II., 
between  William  Estok'  of  Berneston  and  Alice  his  wife,  querents,  by 
John  de  Stafford  in  their  place,  and  John  Quyntyn,  deforciant,  of  two 
messuages,  ninety  acres  of  land,  twelve  acres  of  pasture  and  seven 
shillings  rent  in  Wiresrede  juxta  Warham.  And  afterwards  from  the 
■day  of  Holy  Trinity  in  fifteen  days  1  Edw.  III.,  between  the  same 
parties,  of  the  same  tenements.  Plea  of  covenant  was  summoned. 
John  acknowledged  the  tenements  to  be  the  right  of  William  and 
rendered  them  to  William  and  Alice  in  the  court.  To  have  and  to 
hold  to  William  and  Alice  and  the  heirs  of  William  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements.  For 
this  William  and  Alice  gave  to  John  one  hundred  marcs  of  silver. 

(2)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen  days, 
between  John  de  Curzoun,  "  chivaler,"  querent,  and  John  de  Percy  and 
Agnes  his  wife,  deforciants,  of  three  messuages,  one  carucate  and 
seventy-five  acres  of  land,  and  nine  acres  of  meadow  in  Gummeresheye, 
Nywenham  and  Stapelbrugg'.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  John  de 
Curzoun  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  John  de  Curzoun  and  his  heirs  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements.  For  this  John  de  Curzoun 
gave  to  John  de  Percy,  and  Agnes  one  hundred  marcs  of  silver. 

[Endorsed.] 

The  abbot  of  Shirebourn  put  in  his  claim,  &c. 

(3)  At  Westminster,  from  the  day  of  Easter  in  three  weeks,  between 
Edmund  de  Gulden,  querent,  and  John  de  Bromhull  and  Isabella  his 
wife,  deforciants,  of  one  messuage,  forty-seven  acres  of  land  and  fifteen 
acres  of  meadow  in  Shirborn  and  Boterwyk.  Plea  of  covenant  was 
summoned.  John  and  Isabella  acknowledged  the  tenements  to  be  the 
right  of  Edmund  as  by  their  gift.  To  have  and  to  hold  to  Edmund  and 
his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements.  Moreover  John  and  Isabella  granted  for  themselves 
and  the  heirs  of  Isabella  that  they  will  warrant  the-  tenements  to 
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Edmund  and  his  heirs  against  all  men  for  ever.  For  this  Edmund 
gave  to  John  and  Isabella  one  hundred  marcs  of  silver. 

[Endorsed.] 
Roger  le  Guldene  put  in  his  claim. 

2  Edward  III.  (1328). 

(4)  At  York,  from  the  day  of  St.  Hilary  in  fifteen  days,  between 
William  de  Whitefeld,  querent,  and  John  de  Coker  and  Margery  his 
wife,  deforciants,  of  the  manor  of  Muleburn  Michelston.  Plea  of 
covenant  was  summoned.  John  and  Margery  acknowledged  the  manor 
to  be  the  right  of  William  and  remitted  the  same  for  themselves  and 
the  heirs  of  Margery  to  William  and  his  heirs  for  ever.  For  this 
William  gave  to  John  and  Margery  one  hundred  marcs  of  silver. 

(5)  At  York,  in  the  octaves  of  Holy  Trinity,  between  William 
Everard  and  Beatrice  his  wife,  querents,  and  Master  Edmund  Everard. 
parson  of  the  church  of  Colsterworth,  deforciant,  of  the  manor  of  Frome 
Belet.  Plea  of  covenant  was  summoned.  William  acknowledged  the 
manor  to  be  the  right  of  Master  Edmund  as  by  his  gift.  For  this. 
Master  Edmund  granted  the  manor  to  William  and  Beatrice  and 
rendered  it  to  them  in  the  court.  To  have  and  to  hold  to  William 
and  Beatrice  and  the  heirs  of  their  bodies,  of  the  King  and  his  heirs  by 
the  services  which  belong  to  the  manor.  With  remainder,  in  default  ol 
such  heirs  and  after  the  decease  of  William  and  Beatrice,  to  the  right 
heirs  of  William.  To  hold  of  the  King  and  his  heirs  by  the  said 
services.    This  concord  was  made  by  precept  of  the  King. 

(6)  At  York,  in  the  morrow  of  the  Purification  of  the  Blessed  Mary, 
between  John  de  la  Tour  and  Juliana  his  wife,  querents,  by  William 
Peret  in  Juliana's  place,  and  John  Mundene  de  Symondesburgh,  deforci- 
ant, of  two  messuages,  two  carucates  and  six  bovates  of  land,  twenty- 
six  acres  of  meadow,  twenty  acres  of  pasture,  fifteen  shillings  and 
sixpence  rent  in  Swyre  Berewyk  and  Modbergh  juxta  Swyre.  Plea  ot 
covenant  was  summoned.  John  de  la  Tour  acknowledged  the  tenements 
to  be  the  right  of  John  Mundene  as  by  his  gift.  For  this  John  Mundene 
granted  them  to  John  and  Juliana  and  rendered  them  to  them  in  the 
court.  To  have  and  to  hold  to  John  and  Juliana  and  the  heirs  of  their 
bodies  issuing,  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements,  with  remainder  should  they  die  without  heirs  ol 
their  bodies  issuing  to  Joan  daughter  of  John  de  la  Tour  and  the  heirs 
of  her  body  begotten.  To  hold  of  the  chief  lords,  as  aforesaid  ;  with 
remainder  should  Joan  die  without  heir  of  her  body  begotten  to  Thomas 
brother  of  the  said  Joan.  To  hold  as  aforesaid  during  his  life;  witn 
remainder  after  his  decease  to  Robert  Cyfrewast  and  the  heirs  male  < '» 
bis  body  begotten.    To  hold  as  aforesaid  for  ever ;  with  remaindci 
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should  Robert  die  without  heir  male  of  his  body  to  John  son  of  Henry 
de  Bonevill  and  his  heirs.    To  hold  as  aforesaid  for  ever. 

[E)idorsed.~\ 
Henry  de  Bonevill  put  in  his  claim. 

(7)  At  York,  from  the  day  of  St.  Hilary  in  fifteen  days,  between 
Jordan  de  Bincre,  chaplain,  querent,  and  Robert  Fitz  Payn  and  Ela  his 
wife,  deforciants,  of  the  manors  of  Wodeton,  Frome  Whitefeld,  Mersh- 
wode  and  Worthe  and  the  advowsons  of  the  churches  of  those  manors. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
manors  and  advowsons  of  Wodeton,  Frome  Whitefeld  and  Mershwode 
to  be  the  right  of  Jordan  as  of  their  gift.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Robert  that  the  manor  of  Worthe  and 
advowson  which  Matilda  who  was  the  wife  of  Robert  fitz  Payn  Le  Fitz 
held  in  dower  of  the  inheritance  of  the  said  Robert  on  the  day  this  con- 
cord was  made,  and  which  after  her  decease  ought  to  revert  to  the 
aforesaid  deforciants  should  then  remain  to  Jordan  and  his  heirs.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that 
manor  and  advowson  for  ever.  For  this  Jordan  granted  to  Robert  and 
Ela  the  aforesaid  manors  and  advowsons  of  Wodeton,  Frome  Whitefeld 
and  Mershwode  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  Robert  and  Ela  and  the  heirs  issuing  of  their  bodies,  to 
wit :  the  manor  and  advowson  of  Mershwode  of  the  King  and  his  heirs, 
and  the  manors  and  advowsons  of  Wodeton,  Frome  Whitefeld  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  manors 
and  advowsons  for  ever.  Should  Robert  and  Ela  die  without  heir  of 
their  bodies  issuing  then  the  manors  and  advowsons  of  Wodeton, 
Frome  Whitefeld  and  Marshwode  wholly  will  remain  to  John 
Mautravers  junior  and  his  heirs.  To  hold  Mershwode  of  the  King 
and  the  others  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  manors  and  advowsons  for  ever.  This  concord  so  far 
as  relates  to  the  manor  and  advowson  of  Mershwode  was  made  by 
precept  of  the  King,  Matilda  agreeing  thereto  and  doing  fealty  to  Jordan 
in  the  court. 

3  Edward  III.  (1329). 

(8)  At  York,  from  Easter  day  in  fifteen  days,  between  Richard  Lovel, 
querent,  and  John  Bonet  and  Joan  his  wife,  deforciants,  of  one  messuage 
two  carucatesof  land  and  forty  shillings  rent  in  Wynfred  Egle.  Plea  of 
covenant  was  summoned,  John  and  Joan  acknowledged  the  tenements 
to  be  the  right  of  Richard  and  rendered  them  to  him  in  the  court.  To 
have  and  to  hold  to  Richard  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements.  Moreover  John 
granted  for  himself  and  his  heirs  that  they  will  warrant  the  tenements 
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to  Richard  and  his  heirs  against  all  men  for  ever.  For  this  Richard 
gave  to  John  and  Joan  twenty  pounds  sterling. 

[Endorsed.] 

Richard  de  La  Bere  put  in  his  claim. 

(9)  At  York,  from  Easter  day  in  one  month,  between  John  de 
Wattone  and  Alice  his  wife,  querents,  and  David  Stalbrigge  vicar  of  the 
■church  of  Nithirbiry  and  John  de  Bowode,  deforciants,  of  one  messuage 
thirty  and  a  half  acres  of  land,  two  acres  of  meadow,  sixty  acres  of 
.pasture,  seven  hundred  acres  of  furze,  twenty  acres  of  wood,  eighteen 
-acres  of  alder  and  twenty  acres  of  marsh  in  Swenenetolre  and  Croxton 
juxta  Fromefoghechirche.  Plea  of  covenant  was  summoned.  The 
querents  acknowledged  the  tenements  to  be  the  right  of  David  as  those 
which  he  and  John  de  Bowode  have  of  their  gift.  For  this  David  and 
John  granted  them  to  the  querents  and  rendered  them  to  them  in  the 
court.  To  have  and  to  hold  to  them  and  the  heirs  of  their  bodies  issu- 
ing of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements  for  ever.  With  remainder  should  they  (John  de  Wattone 
and  Alice)  die  without  heir  of  their  bodies  issuing,  to  the  right  heirs  of 
Alice.    To  hold  as  aforesaid  for  ever. 

(10)  At  Westminster,  in  the  octaves  of  St.  Martin,  between  Thomas 
de  Wrockeshale  querent,  and  John  de  Wattone  and  Alice  his  wife 
deforciants,  of  one  messuage  and  land  in  Swenenetolre.  Plea  of 
covenant  was  summoned.  John  and  Alice  acknowledged  the  tenements 
to  be  the  right  of  Thomas  and  rendered  them  to  him  in  the  court.  To 
have  and  to  hold  to  Thomas  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements  for  ever.  Moreover 
John  and  Alice  granted  for  themselves  and  the  heirs  of  Alice  that  they 
will  warrant  the  tenements  to  Thomas  and  his  heirs  against  all  men 
for  ever.  For  this  Thomas  gave  to  John  and  Alice  one  hundred  pounds 
sterling. 

[Endorsed.] 
Henry  de  Bonevill  put  in  his  claim. 

(11)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  between 
Richard  Lovel,  querent,  and  Nicholas  Pik'  and  Joan  his  wife,  deforciants, 
of  the  manor  of  Wynfred  Egle.  Plea  of  covenant  was  summoned. 
Nicholas  and  Joan  acknowledged  the  manor  to  be  the  right  of  Richard, 
and  remitted  it  for  themselves  and  the  heirs  of  Joan  to  Richard  and  his 
heirs  for  ever.  For  this  Richard  gave  to  Nicholas  and  Joan  one 
hundred  marcs  of  silver. 

(12)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  John 
de  Bello  Bosco  and  Isabella  his  wife,  querents,  and  John  Asshwy  and 
William  A  urn  fray,  deforciants,  of  three  messuages,  land,  four  shilling*5 
rent,  and  a  rent  of  one  pound  of  pepper  and  one  pound  of  wax  m 
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Lestisford  Fairwod  and  Boucrigg'.  Plea  of  covenant  was  summoned. 
John  de  Bello  Bosco  acknowledged  the  tenements  to  be  the  right  of 
John  Asshwy  as  those  which  he  and  William  have  of  his  gift.  For  this 
John  and  William  granted  the  tenements  to  John  de  Bello  Bosco  and 
Isabella  and  rendered  them  to  them  in  the  court.  To  have  and  to 
hold  to  John  de  Bello  Bosco  and  Isabella  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  tenements ;  with 
remainder  after  their  deaths  to  William  de  Bello  Bosco  and  to  Gilbert 
his  brother  and  the  heirs  of  the  body  of  the  said  William,  to  hold  as 
aforesaid.  Should  William  die  without  heir  of  his  body  begotten,  then 
after  the  deaths  of  both  William  and  Gilbert  the  tenements  wholly  will 
remain  to  Nicholas  brother  of  William  and  the  heirs  of  his  body  begotten, 
to  hold  as  aforesaid  ;  with  remainder  should  Nicholas  die  without  heir 
of  his  body  begotten  to  Isabella  sister  of  Nicholas  and  the  heirs  of  her 
body  begotten,  to  hold  as  aforesaid  ;  should  Isabella  die  without  heir 
of  her  body  begotten  then  the  tenements  wholly  will  remain  to  Gilbert 
son  of  John  de  Bello  Bosco  and  the  heirs  of  his  body  begotten,  to  hold 
as  aforesaid  ;  with  remainder  should  Gilbert  die  without  heir  of  his  body 
begotten  to  the  right  heirs  of  the  aforesaid  John  de  Bello  Bosco.  To 
hold  as  aforesaid  for  ever. 

(13)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  John 
de  Sandhull  junior,  querent,  and  Richard  de  Wyke  and  Alice  his 
wife,  deforciants,  of  two  messuages  and  land  in  Gillyngham.  Plea 
of  covenant  was  summoned.  Richard  and  Alice  acknowledged  the 
tenements  to  be  the  right  of  John  as  of  their  gift.  For  this  John 
granted  the  tenements  to  Richard  and  Alice  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  Richard  and  Alice  during 
their  lives  of  the  King  and  his  heirs  by  the  services  which  belong  to 
the  tenements ;  and  after  their  deaths  the  tenements  wholly  shall 
revert  to  John  and  his  heirs  quit  of  the  heirs  of  Richard  and  Alice. 
To  hold  of  the  King,  as  aforesaid.  This  concord  was  made  by  precept 
of  the  King. 

\EndorsedJ] 

Elizabeth  daughter  of  John  Goce  put  in  her  claim. 

(14)  At  York,  in  the  octaves  of  the  Purification  of  the  Blessed 
Mary,  between  John  de  Sandehull  and  Cristina  his  wife,  querents, 
and  Adam  de  Aylesworth,  chaplain,  deforciant,  of  the  manor  of  Magna 
Kyngton  and  advowson  of  the  church.  Plea  of  covenant  was  sum- 
moned. John  and  Cristina  acknowledged  the  manor  and  advowson 
to  be  the  right  of  Adam.  For  this  Adam  granted  them  to  John  and 
Cristina  and  rendered  them  to  them  in  the  court.  To  have  and  to 
hold  to  John  and  Cristina  and  the  heirs  of  their  bodies  issuing,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  manor  and 
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advowson  for  ever;  with  the  remainder  should  John  and  Cristina  die- 
without  heir  of  their  bodies  issuing  to  John,  son  of  the  said  John,  and 
Elizabeth  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  as 
aforesaid.  Should  John  son  of  John,  and  Elizabeth  die  without  heir 
of  their  bodies  issuing  then  the  manor  and  advowson  wholly  will 
remain  to  the  right  heirs  of  the  aforesaid  John  de  Sandehull,  to  hold 
as  aforesaid. 

(15)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  Adam 
le  Gerenter  of  Cerne,  querent,  and  John  de  Auestye  and  Agnes  his  wife, 
deforciants,  of  one  messuage,  land  and  one  penny  rent  in  Helton.  Plea 
of  covenant  was  summoned.  John  and  Agnes  acknowledged  the  tene- 
ments to  be  the  right  of  Adam  and  remitted  the  same  for  themselves 
and  the  heirs  of  John  to  Adam  and  his  heirs  for  ever.  Moreover  John 
granted  for  himself  and  his  heirs  that  the)'  will  warrant  the  tenements 
to  Adam  and  his  heirs  against  all  men  for  ever.  For  this  Adam  gave 
to  John  and  Agnes  twenty  marcs  of  silver. 

4  Edward  III.  (1330). 

(16)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  Edmund 
Gacelyn  and  i\lianora  his  wife,  querents,  by  Ivo  de  Beuereston  in 
Alianora's  place,  and  John  de  Twynyng',  deforciant,  of  one  messuage, 
land  and  fifty  shillings  rent  in  Petrichesham,  and  Hyneton  Martel. 
Plea  of  covenant  was  summoned.  Edmund  acknowledged  the  tene- 
ments to  be  the  right  of  John.  For  this  John  granted  for  himself  and 
his  heirs  that  the  tenements  which  John  Gacelyn  held  for  term  of  life 
of  the  inheritance  of  the  said  of  John  de  Twynyng'  in  the  said  vills 
on  the  da)'  this  concord  was  made  and  which  after  the  decease  of  John 
Gacelyn  ought  to  revert  to  John  de  Twynyng'  and  his  heirs,  should 
wholly  remain  to  Edmund  and  Alianora,  to  hold  during  their  lives  ot 
the  chief  iords  of  that  fee  by  the  services  which  belong  to  the  tenements  ; 
with  remainder  after  their  deaths  to  John  son  of  the  said  Edmund,  to 
hold  during  his  life  as  aforesaid  ;  with  remainder  after  the  death  of  John 
son  of  Edmund  to  Geoffrey  brother  of  John  son  of  Edmund  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever;  with  remainder 
should  Geoffrey  die  without  heir  of  his  body  begotten,  to  the  right  heirs 
of  the  aforesaid  Edmund.  To  hold  as  aforesaid  for  ever.  This  concord 
was  made  in  the  presence  of  John  Gacelyn  who  agreed  thereto  and  did 
fealty  to  Edmund  and  Alianora  in  the  court. 

(17)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  the 
Abbot  of  Cerne,  querent,  and  John  de  Farendon,  deforciant,  of  one 
messuage  and  one  toft,  seventy  and  a  half  acres  of  land  and  ten  acres 
of  meadow  in  Simondesbei^h.  Plea  of  covenant  was  summoned. 
John  acknow  ledged  the  tenements  to  be  the  right  of  the  abbot  and  ins 
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church  of  St.  Edwolcl  of  Cerne,  and  granted  for  himself  and  his  heirs 
that  the  said  messuage,  toft,  sixty-seven  acres  of  land  and  six  and  a 
half  acres  of  meadow  which  Robert  de  Pauleshe  and  Cristina  his  wife 
held  as  Cristina's  dower,  and  three  and  a  half  acres  of  land  and  three 
and  a  half  acres  of  meadow  which  John  Ark'  held  for  term  of  life  of  the 
inheritance  of  the  aforesaid  John  de  Farendon  in  the  said  vill  on  the  day 
this  concord  was  made  and  which  after  the  deaths  of  Cristina  and 
John  Ark;  ought  to  revert  to  him  and  his  heirs,  should  then  wholly 
remain  to  the  abbot  and  his  successors  and  his  church.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  tenements 
for  ever.  John  de  Farendon  and  his  heirs  will  warrant  the  tenements 
as  is  aforesaid  to  the  abbot  and  his  successors  against  all  men  for 
ever.  For  this  the  abbot  gave  to  John  de  Farendon  one  hundred 
marcs  of  silver.  This  concord  was  made  by  precept  of  the  King  in  the 
presence  of  Robert  and  Cristina  and  John  Ark'  who  agreed  thereto 
and  did  fealty  to  the  abbot  in  the  court. 

(18)  At  Westminster,  in  the  octaves  of  St.  Martin,  between  Robert 
de  Pouleynston,  querent,  by  Peter  Pounzot  in  his  place,  and  Henry  de 
Wallop,  deforciant,  of  one  messuage  in  Dorcestre.  Plea  of  covenant 
was  summoned.  Henry  granted  the  messuage  to  Robert  and  rendered 
it  to  him  in  the  court.  To  have  and  to  hold  to  Robert  for  life,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  messuage  ; 
with  remainder  after  his  death  to  John  son  of  Robert,  and  Margaret  his 
wife  and  the  heirs  of  their  bodies  issuing  to  hold  as  aforesaid  ;  with 
remainder  should  John  and  Margaret  die  without  heir  of  their  bodies,  to 
the  right  heirs  of  Robert,  to  hold  as  is  aforesaid.  Henry  and  his  heirs 
will  warrant  the  messuage  against  all  men  for  ever.  For  this  Robert 
gave  to  Henry  twenty  marcs  of  silver. 

3  Edward  III.  (1329).    (Out  of  place.) 

(19)  At  Westminster,  on  the  morrow  of  Souls,  between  John  de 
Watton  and  Alice  his  wife,  querents,  and  Guv  de  Watton,  deforciant,  of 
four  messuages,  land  and  rents  of  one  halfpenny  and  two  pounds  of 
cumin  in  Xithersturtel.  Plea  of  covenant  was  summoned.  John  and 
Alice  acknowledged  the  tenements  to  be  the  right  of  Guy  as  by  their 
gift.  For  this  Guy  granted  them  to  John  and  Alice  and  rendered  them 
to  them  in  the  court.  To  have  and  to  hold  to  John  and  Alice  and  the 
heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  tenements  for  ever  ;  with  remainder  should  John 
and  Alice  die  without  heir  of  their  bodies,  to  Robert  son  of  Henry  de 
Bonevill  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  ;  with 
remainder  should  Robert  son  of  Henry  die  without  heir  of  his  body, 
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to  the  right  heirs  of  the  aforesaid  Alice,  to  hold  as  is  aforesaid,  for 
ever. 

[Endorsed.'] 
Henry  de  Bonevill  put  in  his  claim. 

3  Edward  III.  (1329).    (Out  of  place.) 

(20)  At  Westminster  in  the  octaves  of  St.  Michael,  between  John 
Crubbe  of  Kynkeston,  querent,  and  Alexander  de  Stanord,  chaplain, 
deforciant,  of  one  messuage,  land  and  thirty  shillings  of  rent  in  Kynges- 
ton  Maureward.  Plea  of  covenant  was  summoned.  John  acknowledged 
the  tenements  to  be  the  right  of  Alexander  as  by  his  gift.  For  this 
Alexander  granted  them  to  John  and  rendered  them  to  him  in  the  court. 
To  have  and  to  hold  to  John  for  life,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements ;  with  remainder  after  John's 
death  to  John,  his  son,  and  Clemencia  his  wife  and  the  heirs  of  their 
bodies  issuing,  to  hold  as  aforesaid,  for  ever.  Should  John,  son  of 
John,  and  Clemencia  die  without  heir  of  their  bodies,  the  tenements 
wholly  shall  remain  to  the  right  heirs  of  John  Crubbe.  To  hold  as 
aforesaid  for  ever. 

3  Edward  III.  (1329).    (Out  of  place.) 

(21)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days, 
between  John  de  Faryndon,  querent,  and  Richard  de  Stoke,  vicar  of  the 
church  of  Melneford,  deforciant,  of  five  messuages  land  and  thirteen 
shillings  and  fourpence  of  rent  in  Wynterburn  Germeyn,  Wynterburn 
Gauge  and  Wynterburn  Pygaz  and  the  advowson  of  the  church  of 
Wynterburn  Germeyn.  Plea  of  covenant  was  summoned.  John  ac- 
knowledged the  tenements  and  advowson  to  be  the  right  of  Richard  as 
by  his  gift.  For  this  Richard  granted  them  to  John  and  rendered  them 
to  him  in  the  court.  To  have  and  to  hold  to  John  for  life,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  and 
advowson;  with  remainder  after  John's  death  to  Robert  son  of  John, 
and  Isabella  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  of 
the  chief  lords  of  that  fee  as  aforesaid,  for  ever.  Should  Robert  and 
Isabella  die  without  heir  of  their  bodies  the  tenements  and  advowson 
will  remain  to  the  right  heirs  of  John.  To  hold  of  the  chief  lords  of 
that  fee  as  aforesaid,  for  ever. 

[Endorsed.] 

John  son  of  Thomas  de  Fremantel  put  in  his  claim. 

4  Edward  III.  (1330). 

(22)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  Henry  de 
Stapelford,  querent,  and  John  Murdene,  deforciant,  of  one  messuage,  land 
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and  rents  of  threepence,  one  clove  gillyflower  and  two  roses  in  Bilshegh 
and  Lodres.  Plea  of  covenant  was  summoned.  Henry  acknowledged 
the  tenements  to  be  the  right  of  John  as  by  his  gift.  For  this  John 
granted  them  to  Henry  and  rendered  them  to  him  in  the  court.  To 
have  and  to  hold  to  Henry  for  life,  of  the  chief  lords  of  that  fee ;  with 
remainder  after  his  decease  to  Geoffrey  Not'  and  Agnes  daughter  of  the 
aforesaid  Henry  and  the  heirs  of  the  bodies  of  Geoffrey  and  Agnes 
issuing.  To  hold  as  aforesaid  for  ever.  Should  Geoffrey  and  x\gnes 
die  without  heir  of  their  bodies  then  the  tenements  wholly  shall  remain 
to  Cristina  sister  of  Agnes  and  her  heirs,  to  hold  as  aforesaid,  for  ever. 

(23)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  John 
le  Moigne  and  Juliana  his  wife,  querents,  by  Hugh  de  Hamme  in 
Juliana's  place,  and  Robert  Selymon  and  Joan  his  wife,  deforciants,  of 
the  manor  of  Ore  and  the  advowson  of  the  church.  Plea  of  covenant 
was  summoned.  Robert  and  Joan  acknowledged  the  manor  and 
advowson  to  be  the  right  of  John,  and  remitted  the  same  for  them- 
selves and  the  heirs  of  Joan  to  John  and  Juliana  and  the  heirs  of  John 
for  ever.  For  this  John  and  Juliana  gave  to  Robert  and  Joan  one 
hundred  marcs  of  silver. 

(24)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  Thomas 
de  Fremantel,  querent,  and  William  atte  Graunge,  deforciant,  of  one 
messuage^  and  land  in  Wymbournemunstre,  Wodekesworth  and  Pytri- 
chesham.  Plea  of  covenant  was  summoned.  William  acknowledged 
the  tenements  to  be  the  right  of  Thomas,  and  rendered  them  to  him  in 
the  court.  To  have  and  to  hold  to  Thomas  and  his  heirs  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  for 
ever.  Moreover  William  granted  for  himself  and  his  heirs  that  he  will 
warrant  them  to  Thomas  and  his  heirs  against  all  men  for  ever.  For 
this  Thomas  gave  to  William  20  marcs  of  silver. 

(25)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  Thomas 
le  Hert  and  Edith  his  wife,  querents,  and  John  le  Carpenter,  deforciant, 
of  three  messuages  and  one  acre  of  land  in  Chepyngblaneford  and 
Longeblaneford.  Plea  of  convenant  was  summoned.  Thomas  and 
Edith  acknowledged  the  tenements  to  be  the  right  of  John,  as  by  their 
gift.  For  this  John  granted  them  to  Thomas  and  Edith  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  Thomas  and 
Edith  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements  for  ever ;  with  re- 
mainder should  Thomas  and  Edith  die  without  heir  of  their  bodies, 
to  the  right  heirs  of  Thomas,  to  hold  as  aforesaid,  for  ever. 

(26)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  between  John  Cole  of  Estshylshampton  and  Cristina 
his  wife,  querents,  by  John  Pacok'  in  their  place,  and  Richard,  parson 
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of  the  church  of  Upwaye,  deforciant,  of  one  messuage,  land  and  four 
shillings  of  rent  in  Estshylshampton.  Plea  of  covenant  was  summoned. 
Richard  granted  the  tenements  to  John  and  Cristina  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  John  and  Cristina 
during  their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  ;  with  remainder  after  their  deaths  to  John 
de  Okie  and  Hillary  his  wife  and  the  heirs  of  their  bodies  issuing,  to 
hold  as  aforesaid  for  ever.  Should  John  and  Hillary  die  without  heir 
of  their  bodies  issuing  then  the  tenements  wholly  shall  remain  to 
the  right  heirs  of  John  Cole,  to  hold  as  aforesaid  for  ever. 

(27)  At  Westminster,  from  the  day  of  St.  Hilary  in  fifteen  days, 
between  Stephen  Godwyne,  querent,  and  Thomas  Basket  and  Cristina 
his  wife,  deforciants,  of  one  messuage  and  land  in  Magna  Cranford. 
Plea  of  covenant  was  summoned.  Thomas  and  Cristina  acknow- 
ledged the  tenements  to  be  the  right  of  Stephen  as  by  their  gift.  For 
this  Stephen  granted  them  to  Thomas  and  Cristina  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  Thomas  and 
Cristina  during  their  lives,  of  Stephen  and  his  heirs,  rendering  there- 
for yearly  one  penny  at  Easter  for  all  service  and  doing  therefor, 
during  their  lives,  to  the  chief  lords  of  that  fee  for  Stephen  and  his 
heirs  all  other  services  which  belong  to  the  tenements.  After  the 
deaths  of  Thomas  and  Cristina  the  tenements  wholly  shall  revert  to 
Stephen  and  his  heirs  quit  of  the  heirs  of  Thomas  and  Cristina,  to 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements,  for  ever. 

(28)  At  Westminster,  from  the  day  of  St.  Hilary  in  fifteen  days, 
between  Isabella  Tonere,  querent,  and  Gilbert  le  Deneys,  deforciant, 
of  five  messuages,  one  carucate,  and  one  and  a  half  virgates  of  land, 
six  acres  of  meadow,  twelve  acres  of  wood  and  twelve  pence  of  rent 
in  Caundel  Haddone.  Plea  of  covenant  was  summoned.  Isabella 
acknowledged  the  tenements  to  be  the  right  of  Gilbert.  Of  which 
Gilbert  has  one  messuage,  one  carucate  and  the  fourth  part  of  one 
virgate  of  land,  the  meadow,  wood  and  rent  as  of  Isabella's  gift.  For 
this  Gilbert  granted  the  same  tenements  to  Isabella  and  rendered  then, 
to  her  in  the  court.  To  have  and  to  hold  to  Isabella  during  her  life,  ol 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  tene- 
ments. And  he  granted  for  himself  and  his  heirs  that  one  messuage 
and  the  fourth  part  of  one  virgate  of  land  which  Roger  Pedeleure  and 
Matilda  his  wife  held  for  term  of  life,  and  one  messuage  and  the  fourth 
part  of  one  virgate  of  land  which  Ralph  de  Asshewell  and  Anastasia 
his  wife  and  Alice  their  daughter  held  for  term  of  life,  and  one  messuage 
and  the  fourth  part  of  one  virgate  of  land  which  William  Flemniynj* 
and  Emma  his  wife  held  for  term  of  life,  and  also  1  messuage  and  the 
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moiety  of  one  virgate  of  land  which  Roger  Grey  and  Joan  his  wife  held 
for  term  of  life  of  the  inheritance  of  the  said  Gilbert  in  the  aforesaid 
vill  on  the  day  this  concord  was  made  and  which,  after  the  decease  of 
Roger  and  Matilda,  Ralph  and  Anastasia  and  Alice,  William  and  Emma, 
Roger  and  Joan  ought  to  revert  to  him,  should  wholly  remain  to  Isa- 
bella. To  hold  together  with  the  tenements  which  remain  to  her  by 
this  fine  during  her  life,  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  ;  with  remainder  after  her  decease  to 
Walkelinus  Tonere  and  his  heirs,  to  hold  as  aforesaid  for  ever.  Gilbert 
and  his  heirs  will  warrant  the  tenements  to  Isabella  for  life  and  to 
Walkelinus  and  his  heirs  against  all  men  for  ever. 

(29)  At  Westminster,  from  the  day  of  St.  Hilary  in  fifteen  days, 
between  Richard  Alewy,  querent,  and  Edward  son  of  Robert  Golde  of 
Warham,  deforciant,  of  ten  messuages  one  water  mill  and  land  in 
Swanewych.  Plea  of  covenant  was  summoned.  Richard  acknow- 
ledged the  tenements  to  be  the  right  of  Edward  as  by  his  gift.  For 
this  Edward  granted  them  to  Richard  and  rendered  them  to  him  in  the 
court.  To  have  and  to  hold  to  Richard  for  life,  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  those  tenements  ;  with  re- 
mainder after  his  decease  to  Richard  his  son  and  the  heirs  of  his  body 
begotten,  to  hold  as  aforesaid  for  ever.  Should  Richard  son  of  Richard 
die  without  heir  of  his  body  begotten,  then  the  tenements  wholly  will 
remain  to  Matthew  his  brother  and  the  heirs  of  his  body  begotten,  to 
hold  as  aforesaid  ;  with  remainder  after  his  decease  in  default  of  such 
heir,  to  Richard  Prowet  and  Agnes  his  wife  and  the  heirs  of  their  bodies 
begotten,  to  hold  as  aforesaid  and  with  remainder  after  the  death  of 
Richard  and  Agnes  in  default  of  heir  of  their  body  issuing,  to  the  right 
heirs  of  Richard  Alewy,  to  hold  as  aforesaid,  for  ever. 

[Endorsed.] 
William  Pounsond  puts  in  his  claim. 

(30)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  between  William  de  Keynes  and  Margaret  his  wife, 
querents,  and  Geoffrey  de  Dounechirche,  deforciant,  of  the  manor  of 
Coumbe  Keynes.  Plea  of  covenant  was  summoned.  William  acknow- 
ledged the  manor  to  be  the  right  of  Geoffrey  as  by  his  gift.  For  this 
Geoffrey  granted  the  manor  to  William  and  Margaret  and  rendered  the 
same  to  them  in  the  court.  To  have  and  to  hold  to  William  and 
Margaret  and  the  heirs  of  William  of  the  King  and  his  heirs  by  the 
services  which  belong  to  the  manor  for  ever.  This  concord  was  made 
by  precept  of  the  King. 

(31)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Walter  de  Percy  and  Joan  his  wife,  querents,  and  Thomas  de  Marle- 
bergh,  deforciant,  of  the  manor  of  Upcernc  and  kind  and  thirty  shillings 
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of  rent  in  Caundelhaddone,  Chermunstre,  Yateministre  and  the  advowson 
of  the  church  of  Upcerne.  Plea  of  covenant  was  summoned.  Walter 
''acknowledged  the  manor  and  tenements  and  advowson  to  be  the  right 
of  Thomas  as  by  his  gift.  For  this  Thomas  granted  them  to  Walter 
and  Joan  and  rendered  them  to  them  in  the  court.  To  have  and  to 
hold  to  Walter  and  Joan  and  the  heirs  of  their  bodies  issuing  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  'said  manor 
tenements  and  advowson  for  ever.  Should  Walter  and  Joan  die  without 
heir  of  their  bodies  issuing  then  the  remainder  is  to  Henry  de  Haddon 
and  Alianora  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  as 
aforesaid.  Should  Henry  and  Alianora  die  without  heir  of  their  bodies 
issuing  the  remainder  is  to  John  de  Haddon  and  Joan  his  wife  and  the 
heirs  of  their  bodies  issuing,  to  hold  as  aforesaid  ;  with  remainder  after 
the  deaths  of  John  and  Joan  in  default  of  such  heir,  to  the  right  heirs  of 
the  said  John  de  Haddon,  to  hold  as  aforesaid  for  ever. 

(32)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Thomas  le  Botiller  and  Isabella  his  wife,  querents,  and  Edward  de 
Borysdych  and  Peter  de  Terstewode,  deforciants,  of  one  messuage,  two 
virgates,  one  and  a  half  carucate  of  land  and  the  moiety  of  one  messuage 
in  Knolle,  Knolton  and  Brokhampton.    Plea  of  covenant  was  summoned. 
Thomas  and  Isabella  acknowledged  the  tenements  to  be  the  right  of 
Edward.    Of  which  Edward  and  Peter  have  the  aforesaid  one  and  a 
half  carucate  and  moiety  of  one  messuage  as  of  the  gift  of  Thomas  and 
Isabella.    For  this  Edward  and  Peter  granted  the  same  tenements  to 
Thomas  and  Isabella  and  rendered  them  to  them  in  the  court.  To 
have  and  to  hold  to  Thomas  and  Isabella  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements. 
Moreover  Edward  and  Peter  granted  for  themselves  and  the  heirs  of 
Edward  that  the  said  messuage  and  one  virgate  of  land  in  Brokhampton 
which  Roger  Elys  held  for  term  of  life,  and  also  the  one  virgate  of  land 
in  the  same  vill  which  John  de  Berewyk  held  for  term  of  life  of  the  in- 
heritance of  Edward  on  the  day  this  concord  was  made  and  which  after 
the  deaths  of  Roger  and  John  should  revert  to  Edward  and  Peter  and 
the  heirs  of  Edward,  should  then  wholly  remain  to  Thomas  and  Isabella. 
To  hold  together  with  the  tenements  which  remain  to  them  by  this  fine 
during  their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements ;  with  remainder  after  their  deaths  to  John  their 
son  and  Margaret  his  wife  and  the  heirs  of  their  bodies  begotten,  to  hold 
as  aforesaid  for  ever.    Should  John  die  without  heir  of  his  body  begotten, 
then  after  the  deaths  of  both  John  and  Margaret  the  tenements  wholly  will 
remain  to  the  right  heirs  of  Thomas.    To  hold  as  aforesaid,  for  ever. 

(33)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  between 
Richard  de  Maneston  and  Margaret  his  wife,  querents,  and  John  de 
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Hacche,  parson  of  the  church  of  Maneston,  deforciant,  of  the  manor  of 
Maneston  and  the  advowson  of  the  church.  Plea  of  covenant  was 
summoned.  Richard  acknowledged  the  manor  and  advowson  to  be 
the  right  of  John,  as  by  his  gift.  For  this,  John  granted  the  manor 
and  advowson  to  Richard  and  Margaret  and  rendered  them  to  them  in 
the  court.  To  have  and  to  hold  to  Richard  and  Margaret  and  the 
heirs  of  Richard,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  manor  and  advowson,  for  ever. 

(34)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  between 
John  le  Bedel  and  Alice  his  wife,  querents,  and  Alexander  de  Stanorde, 
chaplain,  deforciant,  of  one  messuage,  land  and  ten  shillings  of  rent,  in 
Wolueton  juxta  Dorcestre.  Plea  of  covenant  was  summoned.  John 
and  Alice  acknowledged  the  tenements  to  be  the  right  of  Alexander,  as 
by  their  gift.  For  this  Alexander  granted  the  tenements  to  John  and 
Alice  and  rendered  them  to  them  in  the  court.  To  have  and  to  hold 
to  John  and  Alice  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements  for  ever ; 
with  remainder  should  John  and  Alice  die  without  heir  of  their  bodies 
issuing,  to  John  son  of  Reginald  son  of  Reginald  and  the  heirs  of  his 
body  begotten,  to  hold  as  aforesaid,  with  remainder  should  he  die  with- 
out heir  of  his  body  begotten,  to  the  right  heirs  of  the  aforesaid  Alice, 
to  hold  as  aforesaid  for  ever. 

(35)  At  Westminster  in  the  octaves  of  Holy  Trinity,  between  Robert 
de  Novo  Burgo  and  Margaret  his  wife  and  William  their  son,  querents, 
and  William  Posh,  chaplain,  deforciant,  of  one  messuage,  one  mill  and 
land  in  Bromhull.  Plea  of  covenant  was  summoned.  Robert  de  Novo 
Burgo  acknowledged  the  tenements  to  be  the  right  of  William  as  by  his 
gift.  For  this  William  Posh  granted  them  to  the  querents  and  rendered 
them  to  them  in  the  same  court.  To  have  and  to  hold  to  them  during 
their  lives  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements,  with  remainder  after  their  deaths  to  the  right  heirs  of 
Robert  de  Novo  Burgo,  to  hold  as  aforesaid  for  ever. 

(36)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days, 
between  Robert  Sifrewast  and  Joan  his  wife,  querents,  by  Thomas  de 
Lutteswell  in  Joan's  place,  and  Simon  Sifrewast,  deforciant,  of  two 
messuages,  two  mills,  land,  and  seventeen  shillings  and  sixpence  of 
rent  in  La  Hoke,  Ernele  and  Charleton  and  the  advowson  of  the  chapel 
of  Hoke.  Plea  of  covenant  was  summoned.  Robert  acknowledged 
the  tenements  and  advowson  to  be  the  right  of  Simon  as  by  his  gift. 
For  this,  Simon  granted  them  to  Robert  and  Joan  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  Robert  and  Joan  and  the 
heirs  of  Robert  of  the  chief  lords  of  that  fee  by  the  services  which  belong- 
to  the  tenements  and  advowson  for  ever. 
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(37)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days,  i  Edward  III.  between  Robert  de  Hulle  and  Clarice  his  wife, 
querents,  by  Robert  de  Clerebek  in  the  place  of  Clarice,  and  William 
Quaril  and  Robert  de  Bannebury,  deforciants,  of  the  manor  of  Hulle. 
And  afterwards  from  the  day  of  Easter  in  fifteen  days,  4  Edward  III., 
between  the  same  parties,  of  the  same  manor.  Plea  of  covenant  was 
summoned.  Robert  de  Hulle  acknowledged  the  manor  to  be  the  right 
of  William  Quaril  as  by  his  gift.  For  this  the  deforciants  granted  the 
manor  to  Robert  and  Clarice  and  rendered  it  to  them  in  the  court.  To 
have  and  to  hold  to  Robert  and  Clarice  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  manor ;  with 
remainder  after  their  deaths  to  Thomas  de  Farendon  and  Cristina  his 
wife  and  the  heirs  of  Thomas,  to  hold  as  aforesaid,  for  ever. 

5  Edward  III.  (1331). 

(38)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  John  de 
Farndon  and  Amicia  his  wife,  querents,  by  William  de  Perret  in  Amicia's 
place,  and  Walter  Belet  and  Lucas  Chipman,  deforciants,  of  thirteen 
messuages,  land  and  twenty  shillings  of  rent  and  the  moiety  of  one  mill 
in  Esttynkelden,  Westtynkelden  and  Ilsyngton.  Plea  of  covenant  was 
summoned.  John  acknowledged  the  tenements  to  be  the  right  ot 
Walter,  as  those  which  Walter  and  Lucas  had  by  his  gift.  For  this 
they  granted  them  to  John  and  Amicia  and  rendered  them  to  them  in  the 
court.  To  have  and  to  hold  to  John  and  Amicia  and  the  heirs  of  John 
of  the  chief  lords  of  that  fee  by.  the  services  which  belong  to  the  said 
tenements  for  ever. 

[Endorsed.] 

Robert  son  and  heir  of  John  de  Farndon  put  in  his  claim. 

4  Edward  III.  (1330).    {Out  of  place.) 

(39)  At  Westminster,  in  the  octaves  of  St.  Michael,  20  Edward  II., 
between  Robert  de  Byngham  and  Katherine  his  wife,  querents,  by 
William  de  Cristesehurch  in  Katherine's  place,  and  Thomas  de  Aston, 
deforciant,  of  two  messuages  and  land  in  Nuthermelcombe  and  Staford. 
And  afterwards  in  the  octaves  of  St.  Hilary,  4  Edward  III.,  between  the 
same  parties,  of  the  aforesaid  tenements.  Plea  of  covenant  was  sum- 
moned. Robert  acknowledged  the  tenements  to  be  the  right  of  Thomas 
as  by  his  gift.  For  this  Thomas  granted  them  to  Robert  and  Katherine 
and  rendered  them  to  them  in  the  court.  To  have  and  to  hold  to 
Robert  and  Katherine  and  the  heirs  of  their  bodies  issuing  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  for 
ever;  with  remainder  should  Robert  and  Katherine  die  without  heir  oi 
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their  bodies  issuing  to  the  right  heirs  of  Robert.  To  hold  as  aforesaid 
for  ever. 

4  Edward  III.  (1330).    (Out  of  place.) 

(40)  At  Westminster,  in  the  octaves  of  St.  Hilary,  4  Edward  III., 
between  John  le  Moigne  and  Juliana  his  wife,  querents,  by  Hugh  de 
Hamme  in  Juliana's  place,  and  Geoffrey  de  Castelton,  deforciant,  of 
the  manor  of  Ore  and  advowson  of  the  church.  Plea  of  covenant  was 
summoned.  John  acknowledged  the  manor  and  advowson  to  be  the 
right  of  Geoffrey  as  by  his  gift.  For  this  Geoffrey  granted  them  to 
John  and  Juliana  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  John  and  Juliana  and  the  heirs  of  their  bodies  issuing  of 
the  King  and  his  heirs  by  the  services  which  belong  to  the  manor  and 
advowson  for  ever;  with  remainder  should  John  and  Juliana  die  with- 
out heir  of  their  bodies  issuing,  to  the  right  heirs  of  John.  To  hold  as 
aforesaid,  for  ever.    This  concord  was  made  by  precept  of  the  King. 

5  Edward  III.  (1331). 

(41)  At  Westminster,  from  the  day  of  Easter  in  fifteen  days,  between 
Brian  de  Turberville  and  Alice  his  wife,  querents,  by  Stephen  Percehay 
in  Alice's  place,  and  William  le  Frere  and  Thomas  de  Fremantel,  defor- 
ciants, of  three  messuages,  land  and  pasture  for  five  horses,  fourteen 
oxen,  twelve  cows,  five  hundred  sheep,  thirty-two  pigs  in  Okford  Skyl- 
lyng.  Plea  of  covenant  was  summoned.  Brian  acknowledged  the 
tenements  and  pasture  to  be  the  right  of  William,  as  those  which 
WiUiam  and  Thomas  had  of  his  gift.  For  this  William  and  Thomas 
granted  them  to  Brian  and  Alice  and  rendered  them  to  them  in  the 
court.  To  have  and  to  hold  to  Brian  and  Alice  and  the  heirs  of  their 
bodies  issuing,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements  and  pasture,  for  ever ;  with  remainder, 
should  Brian  and  Alice  die  without  heir  of  their  bodies  issuing,  to  the 
right  heirs  of  Brian.    To  hold  as  aforesaid  for  ever. 

4  Edward  III.  (1330).    (Out  of  place.) 

(42)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days,  between  Andrew  son  of  Brian  de  Turbervill  and  Joan  his  wife, 
querents,  by  Thomas  de  Lutteswell  in  Andrew's  and  Richard  de 
H  .  .  ton  in  Joan's  place,  and  John  Page  and  Alice  his  wife  and  Joan 
sister  of  Alice,  deforciants,  of  one  messuage,  land,  and  pasture  for  two 
mares,  two  oxen,  one  hundred  sheep  and  four  pigs  in  Acford  Skyllyng. 
Plea  of  covenant  was  summoned.  John  and  Alice  and  Joan  acknow- 
ledged the  tenements  and  pasture  to  be  the  right  of  Andrew,  as  those 
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-which  he  and  Joan  had  of  their  gift.  To  have  and  to  hold  to  Andrew 
and  Joan  and  the  heirs  of  Andrew  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements  and  pasture  for  ever.  For 
this,  Andrew  and  Joan  gave  to  John  and  Alice  and  Joan  twenty  pounds 
sterling. 

5  Edward  III.  (1331). 

(43)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days,  between  William  son  of  William  de  Stokes  Byestewalle  and 
Alice  his  wife,  querents,  and  John  de  Caldecote,  chaplain,  and  Roger 
de  Ware,  vicar  of  the  church  of  Seppele,  deforciants,  of  five  messuages, 
one  mill,  land,  and  twelve  librates  of  rent  in  Wynterborn  Fithassh, 
Andreweston,  Kyngeston,  Musterton,  Stokes  and  Seynt  Andrewes- 
church  and  the  advowsons  of  the  churches  of  the  vills  of  Wynterborn, 
Fifhassh  and  Stokes.  Plea  of  covenant  was  summoned.  William 
acknowledged  the  tenements  and  advowsons  to  be  the  right  of  Roger, 
as  those  which  Roger  and  John  have  of  his  gift.  For  this  John  and 
Roger  granted  the  tenements  and  advowsons  to  William  and  Alice 
and  rendered  them  to  them  in  the  court.  To  have  and  to  hold  to 
William  and  Alice  and  the  heirs  of  their  bodies  issuing,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  tenements  and 
advowsons  for  ever.  Should  William  and  Alice  die  without  heir  of 
their  bodies  issuing,  then  the  tenements  and  advowsons  aforesaid 
wholly  will  remain  to  the  right  heirs  of  WTilliam,  to  hold  as  aforesaid, 
for  ever. 

s  (44)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Clement  de  Derneford,  querent,  and  John  le  Moigne  of  Radeslo, 
deforciant,  of  one  messuage  and  land  in  Radeslo.  Plea  of  covenant 
was  summoned.  John  acknowledged  the  tenements  to  be  the  right  ol 
Clement  as  by  his  gift.  F'or  this,  Clement  granted  the  tenements  to 
John  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  John  during  his  life,  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements;  with  remainder  after  his  death  to 
Thomas  his  son,  and  Alice  his  wife,  and  the  heirs  of  their  bodies 
issuing.  To  hold  as  aforesaid  for  ever.  Should  Thomas  and  Alice 
die  without  heir  of  their  bodies  issuing  then  the  tenements  wholly 
remain  to  the  right  heirs  of  John,  to  hold  as  aforesaid  for  ever. 

(45)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen  days, 
between  John  Everard  and  Alice  his  wife,  querents,  and  Hugh  de 
Courtenaye  senior,  deforciant,  of  the  manor  of  Brodewyndesore.  Plea 
of  covenant  was  summoned.  John  and  Alice  acknowledged  the  manor 
to  be  the  right  of  Hugh  as  by  their  gift.  I7or  this  Hugh  granted  it  to 
them,  and  rendered  it  to  them  in  the  court.    To  have  and  to  hold  to 
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John  and  Alice  during  their  lives,  of  the  King  and  his  heirs,  by  the 
services  which  belong  to  the  said  manor ;  with  reversion  after  the 
deaths  of  John  and  Alice  to  Hugh  and  his  heirs  quit  of  the  heirs  of 
John  and  Alice,  to  hold  of  the  King  as  aforesaid  for  ever.  This  con-- 
cord  was  made  by  precept  of  the  King. 

[Endorsed.'] 

Thomas  son  of  John  de  Alneto  put  in  his  claim. 

(46)  At  Westminster,  in  the.  octaves  of  Holy  Trinity,  between 
Robert  de  Neuburgh  and  Margaret  his  wife,  querents,  and  William 
Brekenat  of  Craneburn  and  Margaret  his  wife  and  Adam  le  Bakere  and 
Joan  his  wife,  deforciants,  of  one  messuage,  land,  and  ten  shillings  of 
rent  in  Horsyth.  Plea  of  covenant  was  summoned.  William  and 
Margaret  and  Adam  and  Joan  acknowledged  the  tenements  to  be  the 
right  of  Robert  and  remitted  the  same  for  themselves  and  the  heirs  of 
Margaret  and  Joan  to  Robert  and  Margaret  and  the  heirs  of  Robert  for 
ever.  Moreover  William  and  Margaret  and  Adam  and  Joan  granted 
that  they  would  warrant  the  tenements  to  Robert  and  Margaret  and  the 
heirs  of  Robert  against  all  men  for  ever.  For  this  Robert  and  Margaret 
gave  to  William  and  Margaret  and  Adam  and  Joan  twenty  marcs  of 
silver. 

6  Edward  III.  (1332). 

(47)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days,  and  afterwards  in  the  octaves  of  St.  Michael,  6  Edward  III.,  be- 
tween John  de  Bydyk  and  Margaret  his  wife,  querents,  and  John  son 
of  William  Haym  senior,  deforciant,  of  one  third  part  of  the  manor 
of  Selton  and  the  advowson  of  the  church.  Plea  of  covenant  was 
summoned.  John  de  Bydyk  acknowledged  the  third  part  and  advowson 
to  be  the  right  of  John  son  of  William  as  by  his  gift.  For  this  John 
son  of  William  granted  them  to  John  and  Margaret  and  rendered  the 
same  to  them  in  the  court.  To  have  and  to  hold  to  John  and  Margaret 
and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  that  third  part  and  advowson  for  ever.  Should 
John  de  Bydyk  and  Margaret  die  without  heir  of  their  bodies  issuing 
then  the  third  part  and  advowson  wholly  will  remain  to  the  right  heirs 
of  John  de  Bydyk,  to  hold  as  aforesaid  for  ever. 

(48)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days,, 
and  afterwards  on  the  morrow  of  Souls,  between  John  de  Whytefeld 
and  Emma  his  wife  and  John  their  son,  querents,  and  William  Maunde- 
ware,  deforciant,  of  one  mill  in  Poncknolle  and  a  moiety  of  the  manors 
of  Poncknolle  and  Loueford  and  the  advowson  of  the  church  of  the 
manor  of  Poncknolle.  Plea  of  covenant  was  summoned.  John  de 
Whytefeld  acknowledged  the  mill,  moiety  and  advowson  to  be  the  right 
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of  William  as  by  his  gift.  For  this  William  granted  them  to  John 
Emma  and  John  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  John,  Emma  and  John  and  the  heirs  of  the  body  of  John 
the  son  begotten,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  mill,  moiety  and  advowson  for  ever ;  with  remainder 
after  their  deaths  should  John  the  son  die  without  heir  of  his  body  be- 
gotten to  Joan  and  Avicia  daughters  of  John  de  Whitefeld  and  the  heirs 
of  the  body  of  Joan  begotten,  to  hold  as  aforesaid  for  ever.  Should 
Joan  die  without  heir  of  her  body  begotten  then  after  the  deaths  of 
Joan  and  Avicia  the  remainder  will  be  to  William  de  Whitefeld  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder, 
should  he  die  without  heir  of  his  body  begotten,  to  Thomas  brother  of 
the  said  William,  and  the  heirs  of  his  body  begotten,  to  hold  as  afore- 
said for  ever  ;  with  remainder  should  Thomas  die  without  heir  of  his 
body  begotten  to  the  right  heirs  of  John  de  Whitefeld.  To  hold  as 
aforesaid  for  ever. 

(49)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  and  after- 
wards in  the  octaves  of  St.  Michael,  between  John  le  Walshe  of 
Estchykerel,  querent,  and  Nicholas  de  Chuseldene,  deforciant,  of  two 
messuages,  land  and  four  shillings  of  rent  in  Estchykerel,  Stokke 
Coillard  and  the  advowson  of  the  church  of  Stokke  Coillard.  Plea  of 
covenant  was  summoned.  John  acknowledged  the  tenements  and 
advowson  to  be  the  right  of  Nicholas  as  by  his  gift.  For  this  Nicholas 
granted  them  to  John  and  rendered  them  to  him  in  the  court.  To  have 
and  to  hold  to  John  for  life,  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  tenements  and  advowson  ;  with  remainder  after 
John's  death  to  Roger,  his  son,  and  Joan  daughter  of  Richard  de 
Chisilden  and  the  heirs  of  the  bodies  of  Roger  and  Joan  issuing,  to 
hold  as  aforesaid  for  ever.  Should  Roger  and  Joan  die  without  heir 
of  their  bodies  issuing  then  the  remainder  will  be  to  Margaret  sister  ol 
Roger  and  the  heirs  of  her  body  begotten,  to  hold  as  aforesaid  for  ever; 
with  remainder  should  Margaret  die  without  heir  of  her  body  begotten, 
to  the  right  heirs  of  the  aforesaid  John  le  Walshe,  to  hold  as  aforesaid 
for  ever. 

(50)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  and  afterwards 
in  the  octaves  of  St.  Michael,  between  Roger  son  of  John  le  Walshe  de 
Chykerel  and  Joan  his  wife,  querents,  and  John  le  Walshe  de  Chykerel. 
deforciant,  of  the  manor  of  Langeton.  Plea  of  covenant  was  summoned. 
John  granted  to  Roger  and  Joan  the  said  manor  and  rendered  it  to  then, 
in  the  court.  To  have  and  to  hold  to  Roger  and  Joan  and  the  heirs  )l 
their  bodies  issuing  of  the  King  and  his  heirs  by  the  services  which 
belong  to  the  manor  for  ever.     John  and  his  heirs  will  warrant  the 

.manor  to  Roger  and  Joan  and  their  heirs  against  all  men.  Should 
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Roger  and  Joan  die  without  heir  of  their  bodies  issuing  then  the  manor 
shall  wholly  revert  to  John  and  his  heirs  quit  of  the  heirs  of  Roger  and 
Joan.  To  hold  of  the  King  and  his  heirs  as  aforesaid  for  ever.  For 
this  Roger  and  Joan  gave  to  John  one  hundred  marcs  of  silver.  This 
concord  was  made  by  precept  of  the  King. 

(51)  At  Westminster,  on  the  morrow  of  St.  Martin,  5  Edward  III., 
between  John  de  Brewosa  and  Sarra  his  wife,  querents,  by  William  de 
Breggeham  in  Sarra's  place,  and  Henry  de  Cobelyngton,  parson  of  the 
■church  of  Badelesdon,  deforciant,  of  the  manor  of  Knolton.  And  after- 
wards from  the  day  of  St.  Hilary  in  fifteen  days,  6  Edward  III.,  between 
the  same  parties,  of  the  same  manor.  Plea  of  covenant  was  summoned. 
John  acknowledged  the  manor  to  be  the  right  of  Henry  as  by  his  gift. 
For  this  Henry  granted  the  manor  to  John  and  Sarra  and  rendered  the 
same  to  them  in  the  court.  To  have  and  to  hold  to  John  and  Sarra 
and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  said  manor  for  ever.  Should  John  and 
Sarra  die  without  heir  of  their  bodies  issuing  then  the  manor  wholly  will 
remain  to  the  right  heirs  of  John  to  hold  as  aforesaid  for  ever. 

5  Edward  III.  (1331).    {Out  of  place.) 

(52)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between  John  de 
Horthurne  of  Somerton,  querent,  and  John  atte  Purye,  deforciant,  of 
one  messuage,  land  and  a  rent  of  one  pound  of  cumin  in  Bakebere  and 
Sturmynstre.  Plea  of  covenant  was  summoned.  John  att  Purye 
acknowledged  the  tenements  to  be  the  right  of  the  querent  as  by  his 
gift.  For  this  the  querent  granted  the  tenements  to  John  atte  Purye 
and  rendered  them  to  him  in  the  court.  To  have  and  to  hold  to  John 
atte  Purye  for  life,  of  the  querent  and  his  heirs,  rendering  therefor 
yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all 
service,  &c.  The  querent  and  his  heirs  will  warrant  and  acquit  to  the 
said  John  atte  Purye  during  his  life  the  said  tenements  by  the  said 
service  against  all  men.  After  the  decease  of  John  atte  Purye  the 
tenements  wholly  will  revert  to  John  de  Horthurne  and  his  heirs  quit 
of  the  heirs  of  John  atte  Purye,  to  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  said  tenements  for  ever. 

5  Edward  III.  (1331).    {Out  of  place.) 

(53)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  William 
Jusvel,  querent,  and  Robert  Rynel  and  Joan  his  wife,  deforciants,  of  one 
messuage  and  land  in  Duntyssh,  and  afterwards  in  the  octaves  of  St. 
Hilary  in  the  same  year,  between  the  same  parties,  of  the  same  tene- 
ments.   Plea  of  covenant  was  summoned.    Robert  and  Joan  acknow- 
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ledged  the  tenements  to  be  the  right  of  William  as  by  their  gift.  To. 
have  and  to  hold  to  William  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements  for  ever.  Moreover 
Robert  and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that  they 
will  warrant  the  tenements  to  William  and  his  heirs  against  all  men 
for  ever.  For  this  William  gave  to  Robert  and  Joan  twenty  marcs  of 
silver. 

6  Edward  III.  (1332). 

(54)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  from  Easter  day  in  one  month  in  the 
same  year,  between  Robert  Selyman,  querent,  and  John  Keyne  and 
Joan  his  wife,  deforciants,  of  two  messuages,  land  and  three  shillings, 
of  rent  in  Gissych  Monek  Hampton.  Plea  of  covenant  was  summoned. 
John  and  Joan  acknowledged  the  tenements  to  be  the  right  of  Robert 
as  by  their  gift.  For  this  Robert  granted  them  to  John  and  Joan  and 
rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  John 
and  Joan  during  their  lives,  of  Robert  and  his  heirs,  rendering  therefor 
yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all 
service,  &c,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  Robert 
and  his  heirs  all  other  services  which  belong  to  the  tenements.  After 
the  death  of  John  and  Joan  the  tenements  wholly  shall  revert  to  Robert 
and  his  heirs  quit  of  the  heirs  of  John  and  Joan.  To  hold  of  the  chief 
lords  by  the  services  aforesaid  for  ever. 

(55)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  from  Easter  day  in  five  weeks  in  the 
same  year,  between  John  de  Pyrcombe  and  Joan  his  wife,  querents,  by 
John  in  Joan's  place,  and  John  de  Lekesworth,  deforciant,  of  one  mes- 
suage, land,  and  five  shillings  of  rent  in  Merswode.  Plea  of  covenant 
was  summoned.  John  de  Pyrcombe  acknowledged  the  tenements  to 
be  the  right  of  John  de  Lekesworth  as  by  his  gift.  For  this  John  de 
Lekesworth  granted  the  tenements  to  John  de  Pyrcombe  and  rendered 
them  to  him  in  the  court.  To  have  and  to  hold  to  John  de  Pyrcombe 
and  Joan,  and  the  heirs  of  John,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements,  for  ever. 

(56)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days, 
5  Edward  III.,  and  afterwards  from  Easter  day  in  fifteen  days,  6 
Edward  III.,  between  Roger  de  Ryneres,  querent,  and  Thomas  de 
Shadewelle,  deforciant,  of  seven  messuages,  land  and  pasture  for  two 
horses,  six  oxen,  and  two  hundred  sheep  in  Gussich  St.  Michael,  which 
Henry  Gussich  and  Laurencia  his  wife  hold  for  term  of  life.  Plea  ot 
covenant  was  summoned.  Thomas  granted  for  himself  and  his  heirs 
that  the  tenements  and  pasture  which  Henry  and  Laurencia  held  tor 
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term  of  life  of  the  inheritance  of  the  said  Thomas  in  the  said  vill  on 
the  day  this  concord  was  made  and  which  after  their  deaths  should 
revert  to  Thomas  and  his  heirs  should  then  wholly  remain  to  Roger 
and  the  heirs  of  his  body  begotten,  to  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  and  pasture  for 
ever.  Should  Roger  die  without  heir  of  his  body  begotten  then  the 
tenements  and  pasture  wholly  shall  remain  to  Edmund  de  Bohun  and 
his  heirs.  To  hold  as  aforesaid  for  ever,  Thomas  and  his  heirs  will 
warrant  the  tenements  and  pasture  to  Roger  and  his  heirs  and  also  to 
Edmund  and  his  heirs  against  all  men  for  ever.  For  this  Roger  gave 
to  Thomas  one  hundred  marcs  of  silver.  This  concord  was  made  in 
the  presence  of  Henry  and  Laurencia  who  agreed  thereto  and  did  fealty 
to  Roger  in  the  court. 

(57)  At  Westminster,  from  Easter  day  in  fifteen  days,  between  John 
Gerveys  and  Cristina  his  wife,  querents,  and  Henry  Fry  day  and  William 
Parys,  deforciants,  of  seven  messuages,  two  mills,  land,  and  one  half- 
penny of  rent  and  half  a  pound  of  cumin  in  Myddelton  Abbots  and 
Wynterbourne  Whytecherch.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  tenements  to  be  the  right  of  William  as  those  which 
William  and  Henry  had  by  his  gift.  For  this  Henry  and  William 
granted  the  tenements  to  John  and  Cristina  and  rendered  the  same  to 
them  in  the  court.  To  have  and  to  hold  to  John  and  Cristina  during 
their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements,  with  remainder  after  their  deaths  to  John  their  son  and 
the  heirs  of  his  body  begotten.  To  hold  as  aforesaid  for  ever.  Should 
John  the  son  die  without  heir  of  his  body  begotten,  then  the  remainder 
will  be  to  Walter  Gerueys,  chaplain,  to  hold  as  aforesaid,  for  his  life; 
with  remainder  after  his  death  to  John  son  of  John  Brunyng  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever;  with  remainder  after 
his  death  in  default  of  such  heir,  to  the  right  heirs  of  the  aforesaid  John 
Gerueys.    To  hold  as  aforesaid  for  ever. 

(58)  At  Westminster,  from  Easter  day  in  fifteen  days,  and  afterwards 
in  the  octaves  of  Holy  Trinity  in  the  same  year,  between  John  de 
Chauntemerle  and  Alice  his  wife,  querents,  and  John  de  Caldecote, 
chaplain,  deforciant,  of  six  messuages  land  and  four  shillings  of  rent  in 
Chauntemerle  and  Heuedon.  Plea  of  covenant  was  summoned.  John 
de  Chauntemerle  acknowledged  the  tenements  to  be  the  right  of  John  de 
Caldecote  as  by  his  gift.  For  this  John  de  Caldecote  granted  them  to 
John  de  Chauntemerle  and  Alice  his  wife  and  rendered  them  to  them  in 
the  court.  To  have  and  to  hold  to  John  de  Chauntemerle  and  Alice 
and  the  heirs  of  their  bodies  issuing,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements  for  ever.  Should  John  and 
Alice  die  without  heir  of  their  bodies  issuing  then  the  tenements  will 
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remain  to  the  right  heirs  of  John  de  Chauntemerle.  To  hold  as  afore- 
said for  ever. 

[Endorsed.] 

William  son  of  John  Chauntemerle  put  in  his  claim. 

(59)  At  Westminster,  from  Easter  day  in  fifteen  days,  and  after- 
wards in  the  octaves  of  Holy  Trinity  in  the  same  year,  between  John 
de  Pylisdon  and  Margery  his  wife,  querents,  by  John  de  Colyford  in 
Margery's  place,  and  Master  William  atte  Bere,  deforciant,  of  one 
messuage,  land,  and  fifty  shillings  of  rent  in  Pylisdon,  Stondlegh  and 
Wytchurche.  Plea  of  covenant  was  summoned.  John  acknowledged 
the  tenements  to  be  the  right  of  William  as  by  his  gift.  For  this, 
William  granted  them  to  John  and  Margery  and  rendered  them  to  them 
in  the  court.  To  have  and  to  hold  to  John  and  Margery  during  their 
lives,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements,  with  remainder  after  their  deaths  to  John  son  of  the  said  John 
and  the  heirs  of  his  body  begotten  to  hold  as  aforesaid  for  ever.  Should 
John  son  of  John  die  without  heir  of  his  body  begotten  then  the  remainder 
will  be  to  Thomas  his  brother  and  the  heirs  of  his  body  begotten,  to 
hold  as  aforesaid  for  ever ;  after  his  death  in  default  of  such  heir  re- 
mainder to  Nicholas  brother  of  Thomas  and  the  heirs  of  his  body 
begotten,  &c.  ;  after  his  death  in  default  of  such  heir  remainder  to 
William  brother  of  Nicholas  and  the  heirs  of  his  body  begotten,  &c.  ; 
after  his  death  in  default  of  such  heir,  &c,  remainder  to  Robert  brother 
of  William  and  the  heirs  of  his  body  begotten,  &c. ;  after  his  death  in 
default  of  such  heir  remainder  to  Stephen  brother  of  Robert  and  the 
heirs  of  his  body  begotten,  &c.  ;  after  his  death  in  default  of  such  heir  to 
the  right  heirs  of  John  de  Pylisdon,  to  hold  as  aforesaid  for  ever. 

7  Edward  III.  (1333). 

(60)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
William  Everard  and  Elizabeth  his  wife,  querents,  and  Hugh  de 
Meleplesh,  parson  of  the  church  of  Cory  Malet  and  Edmund  Everard 
parson  of  the  church  of  Tychemersh,  deforciants,  of  one  messuage  one 
mill,  land,  and  twenty  shillings  of  rent  and  one  pound  of  pepper,  one 
pound  of  cumin  and  one  pair  of  gloves  in  Maugerton,  Bowode  and  Pourton. 
Plea  of  covenant  was  summoned.  William  and  Elizabeth  acknowledged 
the  tenements  to  be  the  right  of  Edmund,  as  those  which  he  and  Hugh 
have  by  their  gift.  For  this  Hugh  and  Edmund  granted  the  tenements 
to  William  and  Elizabeth  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold  to  William  and  Elizabeth  and  the  heirs  of  their 
bodies  issuing,  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements  for  ever.  Should  William  and  Elizabeth  die  without 
heir  of  their  bodies  issuing  then  the  tenements  will  remain  to  Walter 
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de  Remmesbyry.  To  hold  during  his  life,  of  the  chief  lords  as  afore- 
said ;  with  remainder  after  his  death  to  Thomas  son  of  Simon  de 
Remmesbyry  and  Margaret  daughter  of  Sir  William  Everard,  Knight, 
and  the  heirs  of  the  bodies  of  Thomas  and  Margaret  issuing,  to  hold  as 
aforesaid,  for  ever.  Should  Thomas  and  Margaret  die  without  heir  of 
their  bodies  the  tenements  wholly  will  remain  to  the  right  heirs  of  the 
aforesaid  Elizabeth,  to  hold  as  aforesaid,  for  ever. 

(61)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days  and  afterwards  at  York  in  the  octaves  of  St.  Michael  in  the  same 
year,  between  Richard  de  Hauerynges  and  Agnes  his  wife,  querents,  by 
Richard  in  place  of  Agnes,  and  John  de  Acton  of  Kentelesworth,  deforci- 
ant, of  one  messuage,  land,  pasture  for  four  horses,  twelve  oxen,  six 
cows,  six  steers,  three  hundred  sheep  and  thirty  pigs  and  forty  shillings 
of  rent  in  Shapewyke.  Plea  of  covenant  was  summoned.  Richard 
acknowledged  the  tenements  and  pasture  to  be  the  right  of  John  as  by 
his  gift.  For  this  John  granted  them  to  Richard  and  Agnes  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  Richard  and  Agnes 
and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements  and  pasture,  for  ever. 
Should  Richard  and  Agnes  die  without  heir  of  their  bodies  issuing,  then 
the  tenements  and  pasture  will  remain  to  the  right  heirs  of  Richard. 
To  hold  as  aforesaid,  for  ever. 

6  Edward  III.  (1332).    {Out  of  place.) 

(62)  At  Westminster,  from  Easter  day  in  three  weeks  4  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Hilary  6  Edward  III.,  between  Henry 
de  Blockesworth  and  Emma  his  wife,  querents,  by  Clement  de  Durneford 
in  Emma's  place,  and  Thomas  Le  Yonge,  deforciant,  of  sixty-six  and  a 
half  acres  of  land,  five  acres  and  three  roods  of  meadow  and  sixpence 
halfpenny  of  rent  in  Wynterbourne  Maureward.  Plea  of  covenant  was 
summoned.  Thomas  acknowledged  the  tenements,  together  with  the 
homages  and  whole  services  of  James  Hoese  and  Joan  his  wife,  Philip 
Thomelyn  and  their  heirs  in  respect  of  all  the  tenements  which  they 
before  held  of  the  aforesaid  Thomas  in  the  vill  aforesaid,  to  be  the  right 
of  Henry,  and  granted  for  himself  and  his  heirs  that  fifty-one  acres  of 
land  and  four  and  a  half  acres  of  meadow  which  Alice  who  was  wife  of 
Robert  Le  Yonge  held  for  term  of  life,  and  also  fifteen  and  a  half  acres 
of  land  and  one  acre  and  one  rood  of  meadow  which  Philip  son  of 
Robert  de  Wynterbourne  held  for  term  of  life  of  the  inheritance  of  the 
aforesaid  Thomas  in  the  vill  aforesaid  on  the  day  this  concord  was 
made  and  which  after  the  death  of  Alice  and  Philip  ought  to  revert  to 
Thomas  and  his  heirs,  should  then  wholly  remain  to  Henry  and  Emma 
and  the  heirs  of  Henry.    To  hold  of  the  chief  lords  of  that  fee  by  the 
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services  which  belong  to  the  said  tenements  and  rent  for  ever.  And 
Thomas  and  his  heirs  will  warrant  the  tenements  and  rent  to  Henrv 
and  Emma  and  the  heirs  of  Henry  as  is  aforesaid  against  all  men  for 
ever.  For  this  Henry  and  Emma  gave  to  Thomas  one  hundred  marcs 
of  silver. 

6  Edward  III.  (1332).    (Out  of  place.) 

(63)  At  Westminster,  in  the  octaves  of  St.  Michael,  and  afterwards 
in  the  octaves  of  St.  Hilary,  in  the  same  year,  between  Ralph  de 
Wylyngton,  querent,  and  William  de  Monte  Acuto,  deforciant,  of  forty 
librates  of  rent  in  Lulleworth  and  Pudeletoune.  Plea  of  covenant  was 
summoned.  William  acknowledged  the  rent  to  be  the  right  of  Ralph, 
and  granted  the  same  to  him  together  with  the  hommages  and  whole 
services  of  the  Abbot  of  Bynedon  and  the  Prior  of  Christeschurche  and 
their  successors  in  respect  of  all  the  tenements  which  they  hold  of  the 
aforesaid  William  in  the  vills  aforesaid.  To  have  and  to  hold  to  Ralph 
and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  said  rent  for  ever.  And  William  and  his  heirs  will  warrant  the 
rent  to  Ralph  and  his  heirs  as  is  aforesaid  against  all  men  for  ever. 
For  this,  Ralph  gave  to  William  one  hundred  marcs  of  silver. 

7  Edward  III.  (1333). 

(64)  At  Westminster,  from  the  day  of  St.  Michael  in  one  month,  6 
Edward  III.,  and  afterwards  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  7  Edward  III.,  between  Richard  de  Derneford,  querent, 
and  Clement  de  Derneford,  deforciant,  of  two  messuages  and  land  in 
Langeton  and  Wourth.  Plea  of  covenant  was  summoned.  Richard 
acknowledged  the  tenements  to  be  the  right  of  Clement  as  by  his  gift. 
For  this  Clement  granted  the  tenements  to  Richard  and  rendered  them 
to  him  in  the  court.  To  have  and  to  hold  to  Richard  during  his  life, 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  tene- 
ments; with  remainder  after  his  decease  to  John,  his  son,  and  Margaret 
his  wife  and  the  heirs  of  the  body  of  John  and  Margaret  issuing.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  tenements  for  ever.  Should  John  and  Margaret  die  without  heir 
of  their  bodies  issuing  then  the  tenements  will  remain  to  the  right  heirs 
of  Richard.    To  hold  as  aforesaid,  for  ever. 

(65)  At  Westminster,  from  Easter  day  in  fifteen  days,  between  John 
de  Salesbury  and  Joan  his  wife,  querents,  and  John  Glaunvill,  deforciant, 
of  one  messuage,  land  and  pasture  for  one  beast  of  burden  and  eight 
oxen  in  Litlebridie.  Plea  of  covenant  was  summoned.  John  de  Sales- 
bury  acknowledged  the  tenements  and  pasture  to  be  the  right  of  John 
Glaunvill  as  by  his  gift.    For  this  John  de  Glaunvill  granted  them  to 
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John  de  Salesbury  and  Joan  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold  to  John  de  Salesbury  and  Joan  and  the  heirs  of 
their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  tenements  and  pasture  for  ever.  Should  John  and  Joan 
die  without  heir  of  their  bodies  issuing,  then  the  tenements  and  pasture 
wholly  shall  remain  to  the  right  heirs  of  John  de  Salesbury.  To  hold 
as  aforesaid,  for  ever. 

(66)  At  Westminster,  from  the  day  of  St.  John  Baptist  in  fifteen 
days,  between  William  de  Kaynes  and  Margaret  his  wife,  querents,  and 
Geoffrey  de  Donechirche,  deforciant,  of  the  manor  of  Tarent  Kaynes. 
Plea  of  covenant  was  summoned.  William  acknowledged  the  manor 
to  be  the  right  of  Geoffrey  as  by  his  gift.  For  this  Geoffrey  granted 
the  manor  to  William  and  Margaret  and  rendered  it  to  them  in  the 
court.  To  have  and  to  hold  to  William  and  Margaret  and  the  heirs 
of  William  of  the  lord  the  King  and  his  heirs  by  the  services  which 
belong  to  the  said  manor  for  ever.  This  concord  was  made  by  precept 
of  the  King. 

(67)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen  days, 
between  Richard  Scammel  and  Nichola  his  wife,  querents,  by  Peter 
Pounzot  in  Nichola's  place,  and  John  son  of  John  de  Seles,  deforciant,  of 
two  messuages  and  two  carucates  of  land  in  Powerston  and  Wyldenham. 
Plea  of  covenant  was  summoned.  Richard  acknowledged  the  tenements 
to  be  the  right  of  John.  Of  which  John  has  one  messuage  and  two 
parts  of  one  carucate  of  land  as  by  Richard's  gift.  For  this  John  granted 
the  same  tenement  to  Richard  and  Nichola  and  rendered  it  to  them  in 
the  court.  To  have  and  to  hold  to  Richard  and  Nichola  during  their 
lives,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that 
tenement.  Moreover  John  granted  for  himself  and  his  heirs  that  the 
third  part  of  one  carucate  of  land  which  Edith  who  was  the  wife  of 
Walter  Scammel  held  in  dower,  and  also  that  one  messuage  and  one 
•  carucate  of  land  which  the  same  Edith  held  for  term  of  life  of  the 

inheritance  of  the  aforesaid  John  in  the  aforesaid  vills  on  the  day  this 
concord  was  made,  and  which  after  her  death  ought  to  revert  to  John 
and  his  heirs  should  then  wholly  remain  to  Richard  and  Nichola.  To 
hold  during  their  lives  together  with  the  aforesaid  tenements  which 
remain  to  them  by  this  fine,  of  the  chief  lords  as  aforesaid,  with  re- 
mainder after  their  deaths  to  Philip  son  of  the  said  Richard  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever.  Should  Philip 
die  without  heir  of  his  body  begotten  then  the  remainder  will  be  to  William 
brother  of  Philip  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid, 
for  ever  •  with  remainder  should  William  die  without  heir  of  his  property 
to  Cristina  sister  of  William  and  the  heirs  of  her  body  begotten,  to  hold 
as  aforesaid,  for  ever ;  with  remainder  should  she  die  without  heir  of 
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her  body  to  the  right  heirs  of  the  aforesaid  Richard,  to  hold  as  aforesaid 
for  ever. 

(68)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Richard  James  and  Matilda  his  wife,  querents,  by  Clement  de  Derneford 
in  Matilda's  place,  and  John  Le  Latimer  "  chivaler  "  and  Joan  his  wife, 
deforciants,  of  one  messuage,  one  virgate  of  land  and  pasture  for  one 
plough  beast,  four  oxen,  fifty-one  sheep  and  five  pigs  in  Deuelissh. 
Plea  of  covenant  was  summoned.  John  and  Joan  acknowledged  the  tene- 
ments and  pasture  to  be  the  right  of  Richard  and  rendered  the  same  to 
him  in  the  court.  To  have  and  to  hold  to  Richard  and  Matilda  and 
the  heirs  of  Richard  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements  and  pasture.  Moreover  John  granted  for 
himself  and  his  heirs  that  they  will  warrant  the  tenements  and  pasture 
to  Richard  and  Matilda  and  the  heirs  of  Richard  against  all  men  for 
ever.  For  this  Richard  and  Matilda  gave  to  John  and  Joan  one  hundred 
marcs  of  silver. 

(69)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Richard  Pyk  senior,  querent,  and  Peter  Pyk  parson  of  the  church  of 
Kyngesdon,  deforciant,  of  the  manor  of  Staunton,  except  one  messuage 
and  a  moiety  of  one  virgate  of  land  in  the  said  manor.  Plea  of  cove- 
nant was  summoned.  Richard  acknowledged  the  manor,  as  is  aforesaid, 
to  be  the  right  of  Peter,  as  by  his  gift.  For  this  Peter  granted  it  to 
Richard  and  rendered  it  to  him  in  the  court.  To  have  and  to  hold  to 
Richard  and  the  heirs  of  his  body  begotten  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  manor,  as  is  aforesaid,  for  ever  ; 
with  remainder  should  Richard  die  without  heir  of  his  body  begotten, 
to  Richard  Pyk  junior  and  the  heirs  of  his  body  begotten,  to  hold  as 
aforesaid  for  ever :  with  remainder  should  Richard  junior  die  without 
heir  of  his  body  begotten,  to  John  his  brother  and  the  heirs  of  his  body 
begotten,  to  hold  as  aforesaid  for  ever;  with  remainder  should  John  die 
without  heir  of  his  body  begotten  to  Thomas  his  brother  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder 
should  Thomas  die  without  heir  of  his  body  begotten  to  the  right  heirs 
of  Richard  Pyk  senior,  to  hold  as  aforesaid  for  ever. 

8  Edward  III.  (1334). 

(70)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  7  Edward 
III.  and  afterwards  at  York,  from  the  day  of  St.  Michael  in  fifteen  days, 
8  Edward  III.,  between  Henry  de  Haddone,  and  Alianora  his  wife, 
querents,  by  John  de  Alvynton  in  Alianora's  place,  and  Thomas  de 
Marleberge  and  John  de  Haddone,  deforciants,  of  one  messuage  one 
mill,  two  ferlings  and  one  hundred  acres  of  land,  thirty  acres  of  meadow, 
fifty  acres  of  pasture,  twenty  acres  of  wood  in  Caundelhaddone,  Stapel- 
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brigg,  Weston  Abbots  and  Caundelmersh  and  a  third  part  of  the  manor 
of  Caundelhaddone  and  advowson  of  the  chapel  of  the  vill  of  Caundel- 
mersh. Plea  of  covenant  was  summoned.  Henry  acknowledged  the 
tenements,  one  third  part  and  advowson  to  be  the  right  of  Thomas.  Of 
which  Thomas  and  John  have  two  ferlings  and  fourteen  acres  of  land, 
four  acres  of  meadow,  the  pasture,  wood,  one  third  part  and  advowson 
by  Henry's  gift.  For  this  Thomas  and  John  granted  the  tenements,  third 
part  and  advowson  to  Henry  and  Alianora  and  rendered  them  to  them 
in  the  court.  To  have  and  to  hold  to  Henry  and  Alianora  and  the  heirs 
of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements,  third  part  and  advowson  for  ever.  Moreover 
Thomas  and  John  granted  for  themselves  and  the  heirs  of  Thomas  that 
the  mill  and  five  acres  of  land  in  Stapelbrigg  which  Andrew  le  Bakere 
held  for  term  of  life,  and  one  acre  of  land,  three  acres  of  meadow  in  the 
same  vill  which  John  Wymel  held  for  term  of  life,  and  one  messuage,  sixty 
acres  of  land,  nine  acres  of  meadow  in  Caundelmersh  which  John  de 
Lude  and  Richard  de  Lude  held  for  term  of  life,  and  also  twenty  acres 
of  land,  four  acres  of  meadow  in  Caundelhaddone,  which  John  Le  Mazon 
held  for  term  of  life  of  the  inheritance  of  the  said  Thomas  on  the  day 
this  concord  was  made  and  which  after  the  deaths  of  the  aforesaid 
Andrew,  John  Wymel,  John  de  Lude  and  Richard  de  Lude  and  John 
le  Mazon  ought  to  revert  to  the  said  Thomas  and  John  de  Haddone 
and  the  heirs  of  Thomas,  should  then  wholly  remain  to  Henry  and 
Alianora  and  their  heirs.  To  hold  together  with  the  tenements  and 
third  part  and  advowson  which  remain  to  them  by  this  fine  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  for 
ever.  Should  Henry  and  Alianora  die  without  heir  of  their  bodies 
issuing  then  all  the  tenements,  third  part  and  advowson  as  is  aforesaid 
wholly  will  remain  to  the  right  heirs  of  Henry,  to  hold  as  aforesaid 
for  ever. 

(71)  At  York,  from  Easter  day  in  fifteen  days,  S  Edward  III.,  and  after- 
wards in  the  octaves  of  Holy  Trinity  in  the  same  year,  between  William 
son  of  WTilliam  de  Bello  Campo  and  Elizabeth  daughter  of  Thomas  de 
Brodeston,  querents,  and  William  de  Bello  Campo  "  chivaler,"  deforci- 
ant, of  the  manor  of  Asshemere  and  the  advowson  of  the  church  of 
Asshemere.  Plea  of  covenant  was  summoned.  The  deforciant  granted 
the  manor  and  advowson  to  William  and  Elizabeth  and  rendered  them 
to  them  in  the  court.  To  have  and  to  hold  to  William  and  Elizabeth 
and  the  heirs  of  their  bodies  issuing  of  the  deforciant  and  his  heirs  for 
ever,  rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of 
St.  John  Baptist  for  all  service,  &c,  belonging  to  the  deforciant  and 
his  heirs,  and  doing  therefor  to  the  chief  lords  of  that  fee,  for  the  defor- 
ciant and  his  heirs,  all  other  services  which  belong  to  the  said  manor 
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and  advowson  for  ever.  The  deforciant  and  his  heirs  will  warrant  the 
manor  and  advowson  to  William  and  Elizabeth  and  their  heirs  against 
all  men  for  ever.  Should  William  and  Elizabeth  die  without  heir  of 
their  bodies  issuing  then  the  manor  and  advowson  wholly  will  revert 
to  the  deforciant  and  his  heirs  quit  of  the  other  heirs  of  William  and 
Elizabeth,  to  hold  as  aforesaid  for  ever.  For  this  William  and  Eliza- 
beth gave  to  the  deforciant  one  hundred  marcs  of  silver. 

(72)  At  York,  from  Easter  day  in  three  weeks,  8  Edward  III.,  and 
afterwards  from  the  day  of  Holy  Trinity  in  fifteen  days  in  the  same 
year,  between  John  son  of  John  de  Chidiok,  chivaler,  and  Isabella  his 
wife,  querents,  by  John  de  Somerton  in  Isabella's  place,  and  Richard 
de  Chidiok,  chaplain  and  Ralph  Botz,  deforciants,  of  the  manors  of 
Chidiok  and  Hakerigg.  Plea  of  covenant  was  summoned.  John  ac- 
knowledged the  manors  to  be  the  right  of  Richard.  Of  which  Richard 
and  Ralph  have  the  manor  of  Chidiok  except  one  messuage  and  one 
virgate  of  land  in  the  said  manor,  by  gift  of  John.  For  this  Richard 
and  Ralph  granted  the  said  manor  as  is  aforesaid  to  John  and  Isabella, 
and  rendered  it  to  them  in  the  court.  To  have  and  to  hold  to  John 
and  Isabella  and  the  heirs  of  their  bodies  issuing,  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  that  manor,  as  is  aforesaid, 
for  ever.  Moreover  Richard  and  Ralph  granted  for  themselves  and 
the  heirs  of  Richard  that  the  manor  of  Hakerigg  which  Lucia  who  was 
the  wife  of  John  de  Chidiok  "  chivaler,"  held  in  dower,  and  also  that  the 
aforesaid  one  messuage  and  one  virgate  above  excepted  which  Nicholas 
de  Chidiok  held  for  term  of  life  of  the  inheritance  of  the  aforesaid 
Richard  on  the  day  this  concord  was  made,  and  which  after  the  deaths 
of  Lucia  and  Nicholas  ought  to  revert  to  Richard  and  Ralph,  should 
then  remain  to  John  and  Isabella  and  their  heirs,  to  hold  together  with 
the  manor  of  Chidiok  which  remains  to  them  by  this  fine,  of  the  chief 
lords  as  aforesaid  for  ever.  Should  John  and  Isabella  die  without  heir 
of  their  bodies  issuing,  then  the  manors  will  remain  to  the  right  heirs 
of  John,  to  hold  as  aforesaid,  for  ever. 

(73)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
Henry  Friday  and  Joan  his  wife,  querents,  and  William  Parys,  deforci- 
ant, of  four  messuages,  one  carucate  and  two  virgates  of  land,  six  acres 
of  meadow,  ten  shillings  of  rent  in  Deuelissh  Muleburne  and  Halghe- 
west.  Plea  of  covenant  was  summoned.  Henry  acknowledged  the 
tenements  to  be  the  right  of  William.  For  this  William  granted  them 
to  Henry  and  Joan  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  Henry  and  Joan  during  their  lives,  of  William  and  his 
heirs,  rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity 
of  St.  John  Baptist  for  all  service,  &c.,  due  to  William  and  his  heirs 
and  doing  therefor  to  the  chief  lords  of  that  fee  for  William  and 
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his  heirs  all  other  services  which  belong  to  the  tenements,  with  re- 
mainder after  their  deaths  to  Alice  their  daughter  and  the  heirs  of  her 
body  begotten,  to  hold  of  William  and  his  heirs  by  the  said  services  as 
is  aforesaid  for  ever.  Should  Alice  die  without  heir  of  her  body  be- 
gotten then  the  tenements  wholly  remain  to  Katherine  sister  of  Alice, 
to  hold  as  aforesaid  for  ever ;  should  Katherine  die  without  heir 
of  her  body  begotten,  the  messuages,  carucate  of  land,  two  acres  of 
meadow  and  the  rent  will  remain  to  William  and  his  heirs  quit  of  the 
heirs  of  Henry  and  Joan  and  also  of  the  other  heirs  of  Alice  and 
Katherine,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever.  And  the  whole  residue  of  the 
aforesaid  tenements,  to  wit :  two  virgates  of  land  and  four  acres  of 
meadow  in  Halghewell,  wholly  shall  remain  to  Thomas  son  of  John  le 
Brie  and  the  heirs  of  his  body  begotten  to  hold  of  William  and  his 
heirs  by  the  services  as  is  aforesaid  for  ever.  Should  Thomas  die 
without  heir  of  his  body  begotten  then  the  tenements  wholly  shall 
revert  to  William  and  his  heirs  quit  of  the  heirs  of  Henry  and  Joan 
and  also  of  the  other  heirs  of  Alice  and  Katherine  and  Thomas,  to  hold 
of  the  chief  lords  as  aforesaid  for  ever. 

(74)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
John  Caule,  querent,  and  Walter  Fouke  and  Joan  his  wife,  deforciants, 
of  one  messuage,  seventeen  acres  of  land  in  Abbodestok.  Plea  of 
covenant  was  summoned.  Walter  and  Joan  acknowledged  the  tene- 
ments to  be  the  right  of  John  and  remitted  the  same  for  themselves 
and  the  heirs  of  Joan  to  John  and  his  heirs  for  ever.  Moreover  Walter 
and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that  they  will 
warrant  the  tenements  to  John  and  his  heirs  against  all  men,  for  ever. 
For  this  John  gave  to  Walter  and  Joan  twenty  marcs  of  silver. 

(75)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
John  de  Wroxhale,  querent,  and  John  Streeche,  deforciant,  of  the  manor 
of  North  Maperton  and  rent  of  forty  shillings,  one  pound  of  pepper,  one 
pound  of  cumin,  one  pair  of  gloves  and  one  rose,  in  Waldich,  Nether- 
esturtele,  Westchikerel,  Southpourton,  Loscombe,  Overekentecombe 
and  Tolreewelme  and  the  advowsons  of  the  churches  of  Netheresturtel 
and  Westchikerel.  Plea  of  covenant  was  summoned.  The  querent 
acknowledged  the  manor,  tenements  and  advowsons  to  be  the  right  of 
John  Streeche  as  by  his  gift.  For  this  John  Streeche  granted  them  to 
the  querent  and  rendered  them  to  him  in  the  court.  To  have  and 
to  hold  to  John  de  Wroxhale  for  life,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  said  manor  tenements  and  advowsons, 
with  remainder  after  his  death  to  John,  his  son,  and  Juliana  his  wife 
and  the  heirs  of  the  body  of  the  said  John  and  Juliana  issuing,  to  hold 
as  aforesaid  for  ever.     Should  John  and  Juliana  die  without  heir  of 
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their  bodies  issuing  then  the  manor  tenements  and  advowsons  will 
remain  to  the  right  heirs  of  the  aforesaid  John  de  Wroxhaie,  to  hold  as 
aforesaid,  for  ever. 

(76)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
John  de  Watton  and  Alice  his  wife,  querents,  and  John  de  Mundene 
and  Andreas  de  Watton,  deforciants,  of  the  manor  of  Crokestone.  Plea 
of  covenant  was  summoned.  John  and  Alice  acknowledged  the  manor 
to  be  the  right  of  John  de  Mundene  as  that  which  he  and  Andreas  had 
of  their  gift.  For  this,  John  and  Andreas  granted  the  manor  to  John  de 
Watton  and  Alice  and  rendered  it  to  them  in  the  court.  To  have  and 
to  hold  to  John  de  WTatton  and  Alice  and  the  heirs  of  their  bodies 
issuing  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manor,  for  ever  ;  with  remainder  should  they  die  without  heir  of  their 
bodies  issuing,  to  the  right  heirs  of  Alice.    To  hold  as  aforesaid  for  ever. 

(77)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
John  de  Whitefeld  senior,  querent,  and  William  de  Thorneford,  vicar 
of  the  church  of  Abbdesbury,  deforciant,  of  a  moiety  of  the  manors  of 
Poncknolle  and  Loueford.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  moiety  to  be  the  right  of  William  as  by  his  gift. 
For  this  William  granted  it  to  John  and  rendered  it  to  him  in  the  court. 
To  have  and  to  hold  to  John  for  life,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  said  moiety ;  with  remainder  after 
his  death  to  Robert  de  Panes  and  Joan  his  wife  and  the  heirs  male  of 
their  bodies  issuing,  to  hold  as  aforesaid  for  ever.  Should  Robert  and 
Joan  die  without  heir  male  of  their  body  issuing  then  the  moiety  wholly 
will  remain  to  John  son  of  the  aforesaid  John  and  the  heirs  of  his  body 
begotten  to  hold  as  aforesaid  for  ever;  with  remainder  should  John  son 
of  John  die  without  heir  of  his  body  begotten  to  the  right  heirs  of  the 
aforesaid  John  de  Whitefeld,  to  hold  as  aforesaid,  for  ever. 

9  Edward  III.  (1335). 

.  (78)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
Henry  de  Haddon  "  chivaler "  and  Alianora  his  wife,  querents,  and 
Thomas  de  Marlebergh  and  John  de  Haddon,  deforciants,  of  six  messu- 
ages and  land  in  Stokk'  Coillard  and  Caundel  Pyle.  Plea  of  covenant 
was  summoned.  Henry  acknowledged  the  tenements  to  be  the  right  of 
Thomas  as  those  which  Thomas  and  John  had  by  his  gift.  For  this 
Thomas  and  John  granted  the  tenements  to  Henry  and  Alianora  and 
rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  Henry 
and  Alianora  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  ot 
that  fee  by  the  services  which  belong  to  those  tenements  for  ever  ;  with 
remainder  should  Henry  and  Alianora  die  without  heir  of  their  bodies 
issuing  to  the  right  heirs  of  Henry,  to  hold  as  aforesaid  for  ever. 
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(79)  At  York,  in  the  octaves  of  St.  Hilary,  8  Edward  III.,  between 
John  de  Sevenhamton,  querent,  and  Juliana  de  Paunton,  deforciant,  of  the 
manor  of  Cherbergh  and  one  messuage  and  land  in  Wotton  Glaunvyle. 
Plea  of  covenant  was  summoned.  Juliana  acknowledged  the  manor 
and  tenements  to  be  the  right  of  John  as  by  her  gift.  For  this,  John 
granted  them  to  Juliana  and  rendered  them  to  her  in  the  court.  To 
have  and  to  hold  to  Juliana  for  life  to  wit :  the  manor  of  the  King  and 
his  heirs  and  all  the  other  tenements  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  manor  and  tenements  ;  with  remainder 
after  her  death  to  Nicholas  de  Jevelton  and  the  heirs  of  his  body  be- 
gotten. To  hold  as  aforesaid  for  ever.  Should  Nicholas  die  without 
heir  of  his  body  begotten  the  manor  and  tenements  wholly  will  remain 
to  the  right  heirs  of  Juliana,  to  hold  as  aforesaid  for  ever.  This  con- 
cord was  made  by  precept  of  the  King. 

10  Edward  III.  (1336). 

(80)  At  Westminster,  in  the  octaves  of  St.  Michael,  5  Edward  III.,  and 
afterwards  at  York  from  the  day  of  St.  Michael  in  fifteen  days,  10  Edward 
III.,  between  Hugh  de  Courtenay  senior,  querent,  and  John  de  Farendone, 
deforciant,  of  the  manor  of  Hulle  juxta  Ywerneministre  which  Robert 
de  Hill  and  Claricia  his  wife  hold  for  term  of  life.  Plea  Of  covenant 
was  summoned.  John  acknowledged  the  manor  to  be  the  right  of 
Hugh  and  granted  for  himself  and  his  heirs  that  the  same  manor,  which 
Robert  and  Claricia  held  for  term  of  life  of  the  inheritance  of  the  afore- 
said John  on  the  day  this  concord  was  made  and  which  after  their 
deaths  ought  to  remain  to  Cristina  wife  of  Robert  de  Pouleshegh  to 
hold  for  her  life  if  she  survived  them  and  after  the  deaths  of  Robert 
and  Claricia  and  also  of  Cristina  ought  to  revert  to  John  and  his  heirs, 
should  after  their  deaths  wholly  remain  to  Hugh  and  his  heirs  to  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  manor  for  ever.  And  John  and  his  heirs  will  warrant  the  manor 
as  is  aforesaid  to  Hugh  and  his  heirs  against  all  men  for  ever.  For 
this  Hugh  gave  to  John  one  hundred  marcs  of  silver.  This  concord 
was  made  in  the  presence  of  Robert  and  Claricia  who  agreed  thereto 
and  did  fealty  to  Hugh  at  the  court. 

(81)  At  York,  from  the  day  of  St.  Michael  in  three  weeks,  9  Edward 
III.,  and  afterwards  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary,  10  Edward  III.,  between  John  de  Brudeport  of  Curthil  and 
Cecilia  his  wife,  querents,  and  George  de  Caneford  and  Alice  his  wife, 
deforciants,  of  twelve  and  a  half  acres  of  meadow  in  Parva  Caneford. 
Plea  of  covenant  was  summoned.    George  and  Alice  acknowledged 
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the  meadow  to  be  the  right  of  John  as  that  which  he  and  Cecilia  had 
by  their  gift.  To  have  and  to  hold  to  John  and  Cecilia  and  the  heirs 
of  John  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
that  meadow  for  ever.  Moreover  George  and  Alice  and  the  heirs  of 
Alice  will  warrant  the  same  to  John  and  Cecilia  and  the  heirs  of  John 
against  all  men  for  ever.  For  this  John  and  Cecilia  gave  to  George 
and  Alice  twenty  marcs  of  silver. 

ii  Edward  III.  (1337). 

(82)  At  York,  in  the  octaves  of  St.  Michael,  between  Geoffrey  de 
la  Lynde  and  John  le  Keu  of  Cherbergh,  chaplain,  querents,  and 
Juliana  de  Paunton,  deforciant,  of  the  manor  of  Cherbergh  and 
advowson  of  the  church.  Plea  of  covenant  was  summoned.  Juliana 
acknowledged  the  manor  and  advowson  to  be  the  right  of  Geoffrey  and 
John  as  by  her  gift.  For  this  Geoffrey  and  John  granted  the  manor 
and  advowson  to  Juliana,  and  rendered  them  to  her  in  the  court.  To 
have  and  to  hold  to  Juliana  for  life,  of  the  King  and  his  heirs  by  the 
services  which  belong  to  the  said  manor  and  advowson  ;  with  remainder 
after  her  death  to  Nicholas  de  Jeuelton  and  his  heirs,  to  hold  as  afore- 
said for  ever.    This  concord  was  made  by  precept  of  the  King. 

(83)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
Robert  de  Neuburgh,  querent,  and  Nicholas  de  Neuburgh,  clerk,  and 
Adam  de  Tettebourne,  clerk,  deforciants,  of  the  manor  of  Wynfred 
Neuburgh.  Plea  of  covenant  was  summoned.  Robert  acknowledged 
the  manor  to  be  the  right  of  Nicholas  and  Adam  as  by  his  gift.  For 
this  they  granted  the  manor  to  him  and  rendered  it  to  him  in  the  court. 
To  have  and  to  hold  to  Robert  for  life,  of  the  King  and  his  heirs  by  the 
services  which  belong  to  the  said  manor,  with  remainder  after  his  death 
to  Thomas,  his  son  and  heir,  and  Hawisia  his  wife  and  the  heirs  of  the 
bodies  of  Thomas  and  Hawisia  issuing.  To  hold  as  aforesaid  for  ever. 
Should  Thomas  and  Hawisia  die  without  heir  of  their  bodies  issuing 
the  manor  wholly  will  remain  to  the  right  heirs  of  Robert,  to  hold  as 
aforesaid  for  ever.    This  concord  was  made  by  precept  of  the  King. 

[Endorsed.] 

John  le  Moigne  of  Ore,  "  chivaler,"  put  in  his  claim. 

(84)  At  York,  from  the  day  of  St.  Michael  in  three  weeks,  between 
Robert  de  Gouyz,  querent,  and  Robert  Martyn  "  chivaler,"  deforciant, 
of  six  messuages,  land  and  five  shillings  of  rent  in  Wynterbourne  Asshe 
and  Brodewaye.  Plea  of  covenant  was  summoned.  Robert  de  Gouyz 
acknowledged  the  tenements  to  be  the  right  of  the  deforciant  as  by  his 
gift.  For  this,  the  deforciant  granted  them  to  Robert  de  Gouyz  and 
rendered  them  to  him  in  the  court.  To  have  and  to  hold  to  Robert 
de  Gouyz  for  life,  of  the  chief  lords  of  that  fee  by  the  services  which 
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belong  to  the  said  tenements ;  with  remainder  after  his  death  to 
John,  his  son,  and  Agnes  his  wife  and  the  heirs  of  the  bodies  of  John 
and  Agnes  issuing,  to  hold  as  aforesaid  for  ever.  Should  John  and 
Agnes  die  without  heir  of  their  bodies  the  tenements  will  remain  to  the 
right  heirs  of  Robert  de  Gouyz,  to  hold  as  aforesaid,  for  ever. 

(85)  At  York,  in  the  octaves  of  Holy  Trinity,  n  Edward  III.,  and 
afterwards  in  the  octaves  of  St.  Michael  in  the  same  year,  between  John 
de  Watton  and  Alice  his  wife,  querents,  and  Stephen  de  Welle,  chaplain, 
and  John  de  Munden,  deforciants,  of  twelve  messuages,  four  carucates 
of  land,  30  acres  of  meadow  and  rents  of  one  penny,  one  rose,  two 
pounds  of  pepper,  two  pounds  of  cumin  and  the  moiety  of  a  mill  in 
Bridie,  Crokeston  and  Nithersturtel.  Plea  of  covenant  was  summoned. 
John  de  Watton  and  Alice  acknowledged  the  tenements  to  be  the  right 
of  John  de  Munden  as  those  which  he  and  Stephen  have  by  their  gift. 
For  this  Stephen  and  John  granted  the  tenements  to  John  de  Watton 
and  Alice  and  rendered  them  to  them  in  the  court.  To  have  and  to 
hold,  to  wit :  eight  messuages,  three  carucates  of  land,  twenty-four 
acres  of  meadow  and  rents  of  one  penny,  one  pound  of  pepper,  two 
pounds  of  cumin  and  one  rose  in  the  vills  of  Bridie  and  Nithersturtel 
to  John  de  Watton  and  Alice  during  their  lives,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements,  and  four  mes- 
suages, one  carucate  of  land,  six  acres  of  meadow  and  rent  of  one 
pound  of  pepper  and  the  moiety  aforesaid  in  Crokeston,  to  John  de 
Watton  and  Alice  during  the  life  of  Alice,  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements ;  with  remainder  after 
their  deaths  to  Robert,  son  of  Henry  de  Bonevile,  and  Elizabeth,  daughter 
of  Geoffrey  de  Bares,  and  the  heirs  of  the  bodies  of  Robert  and  Elizabeth 
issuing.  To  hold  as  aforesaid  for  ever.  Should  Robert  and  Elizabeth 
die  without  heir  of  their  bodies  issuing  then  the  tenements  in  Bridie 
and  Nithersturtel  wholly  will  remain  to  Henry  de  Bonevile  and  his 
heirs,  to  . hold  as  aforesaid  for  ever,  and  the  residue,  namely  the  tene- 
ments in  Crokeston  wholly  will  remain  to  the  right  heirs  of  the  afore- 
said Robert.    To  hold  as  aforesaid  for  ever. 

(86)  At  York,  from  Easter  day  in  three  weeks,  9  Edward  III.  and 
afterwards  from  the  day  of  St.  Michael  in  fifteen  days,  11  Edward  III., 
between  John  Hamelyn,  querent,  and  John  de  Farendone,  deforciant,  of 
two  messuages  and  land  in  Lodre  Prioris,  Bilshegh  and  Symondesbergh, 
which  Robert  Paulesheghe  and  Cristina  his  wife  hold  for  term  of  life. 
Plea  of  covenant  was  summoned.  John  de  Farendone  acknowledged 
the  tenements  to  be  the  right  of  John  Hamelyn  and  granted  for  himself 
and  his  heirs  that  the  aforesaid  tenements  which  Robert  and  Cristina 
held  for  life  of  the  inheritance  of  John  de  Farendone  on  the  day  this 
concord  was  made  and  which  after  their  deaths  ought  to  revert  to  him 
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and  his  heirs  should  then  remain  to  John  Hamelyn  and  his  heirs.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements  for  ever.  John  de  Farendone  and  his  heirs  will  warrant  the 
tenements  as  is  aforesaid  to  John  Hamelyn  and  his  heirs  against  all 
men  for  ever.  For  this  John  Hamelyn  gave  to  John  de  Farendone 
twenty  marcs  of  silver. 

(87)  At  York,  in  the  octaves  of  Holy  Trinity,  n  Edward  III.,  and 
afterwards  in  the  octaves  of  St.  Michael  in  the  same  year,  between 
John  de  Bares,  Ralph  de  Bares  and  Ralph  de  Watton,  querents,  and 
Henry  de  Bonevill  and  Edith  his  wife,  deforciants,  of  fifteen  messuages, 
two  carucates  and  eight  acres  of  land,  ten  acres  of  meadow,  two  acres  of 
wood  and  ten  acres  of  marsh  in  Fromefoghechirche  and  Swynentolre. 
Plea  of  covenant  was  summoned.  Henry  acknowledged  the  tenements 
to  be  the  right  of  John  de  Bares.  For  this,  John,  Ralph  and  Ralph 
granted  for  themselves  and  the  heirs  of  John  that  eleven  messuages,  one 
carucate  and  eight  acres  of  land,  eight  acres  of  meadow,  the  aforesaid 
wood  and  marsh  in  the  said  vills  and  one  carucate  of  land  in  the  said 
viH  of  Swynentolre,  except  fifty-two  acres  of  land  in  the  same  carucate 
which  John  de  Watton  and  Alice  his  wife  held  for  term  of  Alice's  life, 
and  also  twelve  acres  of  land  of  the  abovesaid  fifty-two  acres  of  land 
excepted  and  one  messuage  which  John  Lewyne  held  for  term  of  life, 
of  the  inheritance  of  the  said  John  de  Bares  on  the  day  this  concord 
was  made  and  which  after  the  death  of  Alice  and  John  Lewyne 
ought  to  revert  to  John  de  Bares,  Ralph  and  Ralph  and  the  heirs 
of  John,  should  then  wholly  remain  to  Henry  de  Bonevill  and  Edith 
for  life,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  land.  John  de  Bares,  Ralph  and  Ralph  also 
granted  to  Henry  and  Edith  forty  acres  of  land  of  the  above  excepted 
land,  three  messuages  and  the  two  remaining  acres  of  meadow,  and 
rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  Henry 
and  Edith  for  life,  together  with  the  tenements  which  remain  to  them 
by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements  ;  with  remainder  after  their  deaths  to  Robert,  son 
of  Henry  de  Bonevill,  and  Elizabeth,  daughter  of  Geoffrey  de  Bares, 
and  the  heirs  of  the  bodies  of  the  said  Robert  and  Elizabeth  issuing, 
to  hold  as  aforesaid  for  ever.  Should  Robert  and  Elizabeth  die  with 
out  heir  of  their  bodies  issuing  then  the  tenements  wholly  will  remain 
to  the  right  heirs  of  Henry,  to  hold  as  aforesaid  for  ever. 

(88)  At  York,  from  Easter  day  in  fifteen  days,  between  John  de 
Crukerne  and  Matilda  his  wife,  querents,  and  William  Janekyn  ol 
Suthperret  and  Margery  his  wife,  deforciants,  of  two  messuages  and 
land  in  Suthperret  and  Chedyngton.  Plea  of  covenant  was  summoned. 
William  and  Margery  granted  to  John  and  Matilda  the  said  tenements 
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and  rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  John 
and  Matilda  and  the  heirs  of  their  bodies  issuing  of  William  and 
Margery  and  the  heirs  of  William,  for  ever,  rendering  therefor  yearly 
one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service, 
&c,  due  to  William  and  Margery,  and  doing  therefor  to  the  chief  lords 
of  that  fee  for  William  and  Margery  and  the  heirs  of  William,  all  other 
services  which  belong  to  the  said  tenements  for  ever.  Should  John 
and  Matilda  die  without  heir  of  their  bodies  issuing,  then  the  tenements 
wholly  shall  revert  to  William  and  Margery  and  the  heirs  of  Wrilliam 
•quit  of  the  other  heirs  of  John  and  Matilda,  to  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  tenements  are  due  for  ever. 
For  this  John  and  Matilda  gave  to  William  and  Margery  twenty  marcs 
of  silver. 

(89)  At  York,  from  Easter  day  in  fifteen  days,  between  Philip 
Maubank  and  Joan  his  wife,  querents,  and  Geoffrey  de  Haueresham, 
•chaplain,  and  John  Cok  de  Suthperret,  deforciants,  of  the  manor  of 
Clyfton  and  advowson  of  the  chapel.  Plea  of  covenant  was  summoned. 
Philip  acknowledged  the  manor  and  advowson  to  be  the  right  of  Geoffrey 
as  by  his  gift.  For  this  Geoffrey  and  John  granted  the  manor  and 
advowson  to  Philip  and  Joan  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold  to  Philip  and  Joan  and  the  heirs  of  their  bodies 
issuing,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manor  and  advowson  for  ever ;  with  remainder  should  Philip  and  Joan 
die  without  heir  of  their  bodies  issuing  to  Richard  their  son  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever.  Should 
Richard  die  without  heir  of  his  body  begotten  then  the  manor  and 
advowson  wholly  shall  remain  to  Philip  his  brother  and  the  heirs  of  his 
body  begotten,  to  hold  as  aforesaid  for  ever;  with  remainder  should 
Philip  die  without  heir  of  his  body  begotten,  to  the  right  heirs  of  the 
said  Philip  Maubank,  to  hold  as  aforesaid  for  ever. 

(90)  At  York,  from  Easter  day  in  three  weeks,  11  Edward  III.,  and 
afterwards  from  the  day  of  Holy  Trinity  in  fifteen  days  in  the  same 
year,  between  Henry  de  Haddon,  querent,  and  Thomas  de  Marlebergh 
and  John  de  Haddon,  deforciants,  of  the  manor  of  Lidelynch  and  rive 
messuages,  two  tofts,  ninety-five  acres  of  land,  five  acres  of  meadow 
and  six  shillings  and  one  penny  rent  in  Shirebourne  and  Thorneford 
and  the  advowson  of  the  church  of  the  manor  of  Lidelynch.  Plea  of 
covenant  was  summoned.  Henry  acknowledged  the  manor  and  tene- 
ments and  advowson  to  be  the  right  of  Thomas  as  those  which  Thomas 
and  John  had  by  his  gift.  For  this  Thomas  and  John  granted  them  to 
Henry  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  Henry  for  life,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  manor,  tenements  and  advowson.    After  Henry's  death 
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the  manor  and  advowson  wholly  remain  to  William  fitz  Waryn  and 
Amicia  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  as  afore- 
said for  ever.  Should  William  and  Amicia  die  without  heir  of  their 
bodies  issuing  then  the  manor  and  advowson  wholly  will  remain  to  the 
right  heirs  of  Henry,  to  hold  as  aforesaid  for  ever,  and  all  the  other 
tenements  in  Shirebourne  and  Thorneford  wholly  will  remain  to  William 
and  Amicia  and  the  heirs  of  Amicia,  to  hold  as  aforesaid  for  ever. 

9  Edward  III.  (1335).    (Out  of  place.) 

(91)  At  York,  from  the  day  of  St.  Michael  in  three  weeks,  between 
Elizabeth,  who  was  wife  of  Philip  Paynel,  querent,  and  Simon  son  of 
John  de  Meriet  of  Hestercombe,  deforciant,  of  a  moiety  of  the  manor 
of  Combe  Caygnes.  Plea  of  covenant  was  summoned.  Elizabeth 
acknowledged  the  moiety  to  be  the  right  of  Simon  and  remitted  the 
same  for  herself  and  her  heirs  to  Simon  and  his  heirs  for  ever.  More- 
over she  granted  for  herself  and  her  heirs  that  they  will  warrant  the 
moiety  to  Simon  and  his  heirs  against  all  men  for  ever.  For  this 
Simon  gave  to  Elizabeth  twenty  pounds  sterling. 

11  Edward  III.  (1337). 

(92)  At  York,  from  Easter  day  in  fifteen  days,  11  Edward  III.,  and 
afterwards  in  the  octaves  of  St.  John  Baptist  in  the  same  year,  between 
John  Wake  "  chivaler,"  and  Joan  his  wife,  querents,  and  Bartholomew 
Tirel  and  Robert  his  brother,  John  Wysman,  chaplain,  and  WTalter  de 
Surreye,  deforciants,  of  the  manors  of  Gorewelle  and  Badecombe  and 
the  advowson  of  Badecombe  church.  Plea  of  covenant  was  summoned. 
John  Wake  acknowledged  the  manors  and  advowson  to  be  the  right  of 
Robert,  as  those  which  Robert,  Bartholomew,  John  and  Walter  have  by 
his  gift.  For  this  they  granted  to  John  Wake  and  Joan  the  said  manors 
and  advowson  and  rendered  them  to  them  in  the  court.  To  have  and 
to  hold  to  John  Wake  and  Joan,  for  their  lives,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  manors  and  advowson  ; 
with  remainder  after  their  deaths  to  Hugh  Tyrel  and  Margery  his  wife 
and  the  heirs  of  their  bodies  issuing,  to  hold  as  aforesaid  for  ever. 
Should  Hugh  and  Margery  die  without  heir  of  their  bodies  issuing, 
then  the  manors  and  advowson  wholly  shall  remain  to  the  right  heirs 
of  John  Wake,  "  chivaler,"  to  hold  as  aforesaid  for  ever. 

(93)  At  York,  from  Easter  day  in  fifteen  days,  11  Edward  III.,  and 
afterwards  in  the  octaves  of  St.  John  Baptist  in  the  same  year,  between 
John  Wake  "  chivaler,"  querent,  and  Bartholomew  Tirel  and  Robert 
his  brother,  John  Wysman,  chaplain,  and  Walter  de  Surreye,  deforciants, 
of  the  manors  of  Caundel  Hulle  and  Stokewake.    Plea  of  covenant  was 
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summoned.  John  Wake  acknowledged  the  manors  to  be  the  right  of 
Robert,  as  those  which  Bartholomew,  Robert,  John  and  Walter  have  of 
his  gift.  For  this  they  granted  them  to  John  Wake  and  rendered  them 
to  him  in  the  court.  To  have  and  to  hold  to  John  Wake  for  life,  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  manors  ; 
with  remainder  after  his  death  to  Hugh  Tyrel  and  Margery  his  wife  and 
the  heirs  of  their  bodies  issuing,  to  hold  as  aforesaid  for  ever.  Should 
Hugh  and  Margery  die  without  heir  of  their  bodies  issuing  then  the 
manor  of  Caundel  wholly  will  remain  to  the  right  heirs  of  John  Wake  to 
hold  as  aforesaid  for  ever,  and  the  manors  of  Hulle  and  'Stokewake 
wholly  will  remain  to  John  Wake  son  of  Anastasia  de  Pourton  and 
the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever.  Should 
John  Wake  son  of  Anastasia  die  without  heir  of  his  body  begotten 
then  the  manors  of  Hulle  and  Stokewake  wholly  will  remain  to  the 
right  heirs  of  John  Wake  "  chivaler,"  to  hold  as  aforesaid  for  ever. 

12  Edward  III.  (1338). 

(94)  At  York,  from  the  day  of  St.  Michael  in  fifteen  days,  between 
Walter  Quarel,  querent,  and  William  le  Smale  and  Edith  his  wife, 
deforciants,  of  one  messuage,  sixteen  acres  of  land  in  Wynterbourne 
Stikelane.  Plea  of  covenant  was  summoned.  William  and  Edith 
acknowledged  the  tenements  to  be  the  right  of  Walter,  and  remitted 
them  for  themselves  and  the  heirs  of  Edith  to  Walter  and  his  heirs  for 
ever.  Moreover  they  will  warrant  them  to  Walter  and  his  heirs  against 
all  men  for  ever.  For  this  Walter  gave  to  WTilliam  and  Edith  forty 
rnarcs  of  silver. 

(95)  At  York,  in  the  octaves  of  St.  Michael,  between  William  Brun- 
sop  and  Anastasia  his  wife,  querents,  and  Matilda  Percehaye,  deforciant, 
of  nine  and  a  half  acres  of  meadow,  ten  acres  of  wood,  forty-eight 
shillings  of  rent  and  a  moiety  of  one  messuage  and  of  one  carucate  of 
land  in  Dyrweneston  and  Knyghteton.  Plea  of  covenant  was  summoned. 
William  and  Anastasia  acknowledged  the  tenements  to  be  the  right  of 
Matilda.  For  this  she  granted  them  to  William  and  Anastasia  and 
rendered  them  to  them  in,  the  court.  To  have  and  to  hold  to  William 
and  Anastasia  and  the  heirs  begotten  of  the  body  of  Anastasia,  of 
Matilda  and  her  heirs  for  ever,  rendering  therefor  yearly  one  rose  at 
the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  &c,  due  to 
Matilda  and  her  heirs,  and  doing  therefor  to  the  chief  lords  of  that  fee 
for  Matilda  and  her  heirs  all  other  services  which  belong  to  the  said 
tenements  for  ever.  Should  Anastasia  die  without  heir  of  her  body 
begotten  then  the  tenements  wholly  will  revert  to  Matilda  and  her 
heirs  quit  of  the  other  heirs  of  William  and  Anastasia,  to  hold  as  afore- 
said for  ever. 
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n  Edward  III.  (1337).    (Out  of  place.) 

(96(7)  At  York,  in  the  octaves  of  St.  Hilary,  between  Brian  de 
Gouiz  and  Margaret  his  wife,  querents,  and  John  de  Briggewater, 
parson  of  the  Chapel  of  Clyfton,  and  Adam  de  Wotton,  deforciants,  of 
the  manors  of  Durwenston  and  Knyghtteton.  Plea  of  covenant  was 
summoned.  Brian  acknowledged  the  manors  to  be  the  right  of  John, 
as  those  which  John  and  Adam  have  of  his  gift.  For  this  they  granted 
them  to  Brian  and  Margaret  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold  to  Brian  and  Margaret  during  their  lives,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  manors ; 
with  remainder  after  their  deaths  to  the  right  heirs  of  Brian  to  hold  as 
aforesaid  for  ever. 

(966)  At  York,  in  the  octaves  of  St.  Hilary,  between  John  de  Roke- 
bourn  and  Sarra  his  wife,  querents,  and  John  Lecche,  "  Chaplein,"  and 
Stephen  Pygaze,  "  Chaplein,"  deforciants,  of  forty  acres  of  land,,  three  and 
a  half  acres  of  meadow,  ten  shillings  of  rent  and  a  moiety  of  one  messu- 
age in  Blaneford  St.  Mary.  Plea  of  covenant  was  summoned.  John 
de  Rokebourn  and  Sarra  acknowledged  the  tenements  to  be  the  right  of 
John  Lecche,  as  by  their  gift.  For  this,  John  Lecche  and  Stephen 
granted  the  tenements  to  John  de  Rokebourn  and  Sarra  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  John  and  Sarra 
and  the  heirs  of  Sarra  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements. 

12  Edward  III.  (1338). 

(97)  At  York,  from  the  day  of  St.  Hilary  in  fifteen  days,  between 
John  Mautravers,  senior  and  Joan  his  wife,  querents,  and  John  le 
Archer,  parson  of  the  church  of  Wychampton,  Hugh  Filiol,  parson  of 
the  church  of  Lichet  Mautravers,  William  Filiol  and  Thomas  de 
Homers,  deforciants,  of  the  manors  of  Melbiry  Saunford  and  Melbiry 
Osemound.  Plea  of  covenant  was  summoned.  John  and  Joan  acknow- 
ledged the  manors  to  be  the  right  of  John  le  Archer,  as  those  which  the 
said  John,  Hugh,  William  and  Thomas  have  by  their  gift.  For  this 
they  granted  the  manors  to  John  and  Joan  and  rendered  them  to  them 
in  the  court.  To  have  and  to  hold  to  John  and  Joan  during  their  lives, 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
manors  ;  with  remainder  after  their  deaths  to  Ralph  de  Warenne  and 
Joan  his  wife  and  the  heirs  which  they  shall  beget,  to  hold  as  aforesaid 
for  ever.  Should  Ralph  and  Joan  die  without  heir  by  them  begotten, 
then  the  manors  wholly  shall  remain  to  the  right  heirs  of  Joan  daughter 
of  the  aforesaid  John  Mautravers  to  hold  as  aforesaid  for  ever. 
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11  Edward  111.(1337).    {Out  of  place.) 

(98)  At  York,  in  the  octaves  of  St.  Hilary,  between  Thomas  son  of 
Roger  Gys  and  Lucas  Chipman,  querents,  and  John  de  Farendon  and 
Amicia  his  wife,  deforciants,  of  one  messuage  and  land  in  Luttone  and 
Stancombe.  Plea  of  covenant  was  summoned.  Thomas  and  Lucas 
acknowledged  the  tenements  to  be  the  right  of  Amicia.  For  this  John 
and  Amicia  granted  them  to  Thomas  and  Lucas  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  Thomas  and  Lucas  during 
their  lives,  of  John  and  Amicia  and  the  heirs  of  Amicia,  rendering 
therefor  yearly  forty  shillings  of  silver,  for  all  service  due  to  John  and 
Amicia,  and  doing  therefor  during  their  lives  to  the  chief  lords  of  that 
fee  for  John  and  Amicia  and  the  heirs  of  Amicia  all  other  services  which 
belong  to  the  tenements.  After  their  deaths  the  tenements  wholly  shall 
revert  to  John  and  Amicia  and  the  heirs  of  Amicia  quit  of  the  heirs  of 
Thomas  and  Lucas,  to  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  for  ever. 

II  Edward  III.  (1337)-    {Out  of  place.) 

(99)  At  York,  in  the  octaves  of  St.  Hilary,  between  Walter  Belet, 
querent,  and  Philip  de  Churchedene  and  Joan  his  wife,  deforciants,  of 
one  messuage  in  Shireburn.  Plea  of  covenant  was  summoned.  Philip 
and  Joan  acknowledged  the  messuage  to  be  the  right  of  Walter  as  by 
their  gift,  and  remitted  the  same  for  themselves  and  the  heirs  of  Joan  to 
Walter  and  his  heirs  for  ever.  Moreover  they  granted  that  they  will 
warrant  the  same  to  Walter  and  his  heirs  against  all  men  for  ever. 
For  this  Walter  gave  to  Philip  and  Joan  twenty  marcs  of  silver. 

II  Edward  III.  (1337).    {Out  of  place) 

(100)  At  York,  in  the  octaves  of  St.  Hilary,  between  William  de 
Maundevill  and  Agnes  his  wife,  querents,  and  John  Lecche,  "Chaplein," 
and  Stephen  Pygace,  "  Chaplein, '  deforciants,  of  forty  acres  of  land,  three 
and  a  half  acres  of  meadow  and  ten  shillings  of  rent  and  a  moiety  of 
one  messuage  in  Blaneford  St.  Mary.  Plea  of  covenant  was  summoned. 
William  and  Agnes  acknowledged  the  tenements  to  be  the  right  of  John, 
as  those  which  John  and  Stephen  had  by  their  gift.  For  this  John  and 
Stephen  granted  the  tenements  to  William  and  Agnes  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  William  and 
Agnes  and  the  heirs  of  Agnes  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements,  for  ever. 

12  Edward  III.  (1338). 

(101)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen  days, 
5  Edward  III.,  and  afterwards  at  York,  from  Easter  day  in  fifteen  days, 
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12  Edward  III.,  between  Robert  de  Aulton  and  Albreda  his  wife, 
querents,  and  Richard  de  Polaynston,  deforciant,  of  one  messuage,  two 
carucates  and  three  acres  of  meadow,  forty  acres  of  pasture  and  thirty 
acres  of  wood,  and  six  shillings  and  sixpence  rent  and  a  rent  of  one 
pound  of  cumin,  and  a  moiety  of  one  pound  of  wax  in  Aulton.  Plea  of 
covenant  was  summoned.  Robert  acknowledged  the  tenements  to  be 
the  right  of  Richard.  For  this  Richard  granted  them  to  Robert  and 
Albreda,  except  twenty-four  acres  of  the  said  land  and  the  moiety  of  one 
messuage,  and  rendered  them  to  them  in  the  court.  To  have  and  to 
hold  to  Robert  and  Albreda  and  the  heirs  of  their  bodies  issuing,  of 
Richard  and  his  heirs  for  ever,  rendering  therefor  yearly  one  rose  at  the 
feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  &c,  belonging  to 
Richard  and  his  heirs,  and  doing  therefor  to  the  chief  lords  of  that  fee 
for  Richard  and  his  heirs  all  other  services  which  belong  to  the  tene- 
ments, as  is  aforesaid,  for  ever.  Moreover  Richard  granted  for  himself 
and  his  heirs  that  the  twenty-four  acres  and  moiety  excepted  which 
Henry  de  Bonevill  and  Edith  his  wife  held  for  term  of  Edith's  life  of 
the  inheritance  of  Richard  in  the  said  vill  on  the  day  this  concord  was 
made  and  which  after  her  decease  ought  to  revert  to  Richard  and  his 
heirs,  should  then  remain  to  Robert  and  Albreda  and  their  heirs,  to 
hold  together  with  the  tenements  which  remain  to  them  by  this  fine,  of 
Richard  and  his  heirs  by  the  services  which  belong  to  the  tenements  for 
ever.  Should  Robert  and  Albreda  die  without  heir  of  their  bodies 
issuing  then  the  tenements  wholly  shall  revert  to  Richard  and  his 
heirs  quit  of  the  other  heirs  of  Robert  and  Albreda,  to  hold  as  aforesaid 
for  ever. 

(102a)  At  York,  from  Easter  day  in  fifteen  days,  between  Robert 
son  and  heir  of  John  de  Farendon  and  Isabella  his  wife,  querents,  and 
William  Langynon  of  Portland,  chaplain,  deforciant,  of  seven  messu- 
ages, ten  acres  of  meadow,  two  hundred  acres  of  pasture  and  three 
carucates  of  land,  except  eighty  acres  of  land,  in  Wynterbourn  Germayn, 
Wynterbourn  Pygas,  Wynterbourn  Gaugy  and  Frome  and  the  advow- 
son of  the  church  of  Wynterbourn  Germayn.  Plea  of  covenant  was 
summoned.  Robert  and  Isabella  acknowledged  the  tenements  and 
advowson  to  be  the  right  of  William,  as  by  their  gift.  For  this  he 
granted  them  to  them  and  rendered  them  to  them  in  the  court.  To 
have  and  to  hold  to  Robert  and  Isabella  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  and 
advowson  ;  with  remainder  after  their  deaths  to  Ralph  son  of  Robert 
and  Isabella  and  Joan  his  wife  and  the  heir  of  their  bodies  issuing. 
To  hold  as  aforesaid  for  ever.  Should  Ralph  and  Joan  die  without  heir 
of  their  bodies  issuing  then  the  tenements  and  advowson  wholly  will 
remain  to  the  right  heirs  of  Robert,  to  hold  as  aforesaid  for  ever. 
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(102&)  At  York,  from  Easter  day  in  three  weeks,  between  Peter 
Selewode  and  John  Estmunde,  querents,  and  John  de  Langeford  and 
Elena  his  wife,  deforciants,  of  two  messuages  and  the  one-fourth  part 
of  one  mill  in  Shafton.  Plea  of  covenant  was  summoned.  The 
querents  acknowledged  the  tenements  to  be  the  right  of  Elena.  For 
this,  John  de  Langeford  and  Elena  granted  a  moiety  of  the  tenements  to 
Peter  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold  to 
Peter  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  that  moiety  for  ever.  And  John  and  Elena  and  the  heirs  of 
Elena  will  warrant  the  moiety  to  Peter  and  his  heirs  against  all  men 
for  ever.  Moreover  John  and  Elena  granted  to  John  Estmunde  the 
other  moiety  and  rendered  it  to  him  in  the  court.  To  have  and  to 
hold  to  John  Estmunde  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  that  moiety  for  ever.  And  John  and 
Elena  and  the  heirs  of  Elena  will  warrant  the  same  to  John  Estmunde 
and  his  heirs  against  all  men  for  ever.  For  this  Peter  and  John 
Estmunde  gave  to  John  de  Langeford  and  Elena  twenty  pounds 
sterling. 

(103)  At  York,  from  Easter  day  in  fifteen  days,  between  Alice  who 
was  the  wife  of  Richard  de  Palyngton,  querent,  and  John  Sprot,  deforci- 
ant, of  three  messuages,  land  and  rents  of  one  penny  and  one  pound  of 
cumin  in  Palyngton  and  Chuselbourn.  Plea  of  covenant  was  sum- 
moned. Alice  acknowledged  the  tenements  to  be  the  right  of  John 
as  by  her  gift.  For  this  John  granted  the  tenements  to  Alice  and 
rendered  them  to  her  in  the  court.  To  have  and  to  hold  to  Alice 
for  life,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  tenements,  with  remainder  after  the  death  of  Alice  to  William  son 
of  Alice  and  to  George  Roberd  and  the  heirs  of  the  said  William,  to 
hold  as  aforesaid  for  ever. 

(104)  At  York,  from  Easter  day  in  fifteen  days,  12  Edward  III.,  and 
afterwards  in  the  octaves  of  Holy  Trinity  in  the  same  year,  between 
Walter  de  Tryl,  querent,  and  John  de  Carente  and  Walter  le  Hare, 
deforciants,  of  one  messuage,  land,  and  thirty  shillings  rent  in  Marnhull 
Burtone,  Asshe  Todebere  and  Stoure  Wake.  Plea  of  covenant  was 
summoned.  Walter  de  Tryl  acknowledged  the  tenements  to  be  the 
right  of  John  as  those  which  John  and  Walter  le  Hare  have  by 
his  gift.  For  this  John  and  Walter  le  Hare  granted  the  tenements 
to  Walter  de  Tryl  and  rendered  them  to  him  in  the  court.  To  have 
and  to  hold  to  Walter  de  Tryl  for  life,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  tenements  ;  with  remainder 
after  his  death  to  William  de  Carente  and  Joan  his  wife  and  the  heirs 
of  their  bodies  issuing.  Should  William  and  Joan  die  without  heir  of 
their  bodies  issuing  then  the  tenements  wholly  will  remain  to  Matthew 


42 


Dorset  Fines, 


brother  of  William,  and  the  heirs  of  his  body  begotten,  to  hold  as 
aforesaid  for  ever ;  with  remainder,  should  Matthew  die  without  heir 
of  his  body,  to  Richard  brother  of  Matthew,  and  the  heirs  of  his  body 
begotten,  to  hold  as  aforesaid  for  ever;  with  remainder,  should  Richard 
die  without  heir  of  his  body,  to  John  brother  of  Richard,  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder, 
should  John  die  without  heir  of  his  body,  to  Walter,  brother  of  John 
and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever;  with 
remainder  should  Walter  die  without  heir  of  his  body  to  Nicholas  son 
of  Michael  de  Stoure  and  his  heirs,  to  hold  as  aforesaid  for  ever. 

13  Edward  III.  (1339). 

(105)  At  York,  from  Easter  day  in  three  weeks,  11  Edward  III.,  and 
afterwards  at  Westminster  from  the  day  of  St.  Michael  in  fifteen  days, 
13  Edward  III.,  between  John  le  Moygne  de  Ore,  "  chivaler,"  and 
Juliana  his  wife,  querents,  and  John  le  Moygne  de  Radeslo,  deforciant, 
of  one  messuage,  land,  and  fifty-two  shillings  rent  in  Radeslo,  and 
Wermewell  which  Thomas  le  Moygne  holds  for  term  of  life.  Plea  of 
covenant  was  summoned.  John  le  Moygne  de  Radeslo  acknowledged 
the  tenements  to  be  the  right  of  John  le  Moigne  de  Ore  and  granted 
for  himself  and  his  heirs  that  those  tenements  which  Thomas  held  for 
life  of  the  inheritance  of  John  le  Moigne  de  Radeslo  in  the  said  vills  on 
the  day  this  concord  was  made  and  which  after  the  decease  of  Thomas 
ought  to  revert  to  John  le  Moygne  de  Radeslo  and  his  heirs  should 
then  revert  to  John  le  Moigne  de  Ore  and  Juliana  and  the  heirs  of  John, 
to  hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  John  le  Moygne  de  Radeslo  and  his  heirs  will 
warrant  the  tenements  to  John  le  Moygne  de  Ore  and  Juliarra  and  the  heirs 
of  John  against  all  men  for  ever.  For  this  John  le  Moygne  de  Ore  and 
Juliana  gave  to  John  le  Moygne  of  Radeslo  one  hundred  marcs  of  silver. 

(106)  At  Westminster,  from  the  day  of  Holy  Trinity,  in  fifteen  days, 
13  Edward  III.,  and  afterwards  from  the  day  of  St.  Michael  in  fifteen 
days,  in  the  same  year,  between  Richard  de  Musters,  querent,  and  John  le 
Rous  de  Penesye,  chaplain,  deforciant*,  of  nine  messuages,  one  mill,  five 
acres  of  meadow,  eighty  acres  of  pasture,  a  rent  of  a  pair  of  gloves  and 
twelve  bovates  of  land,  except  twenty-four  acres  of  land,  in  Pudelemusters. 
Plea  of  covenant  was  summoned.  Richard  acknowledged  the  tenements 
to  be  the  right  of  John  as  by  his  gift.  For  this  John  granted  them  to 
Richard  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  Richard  for  life,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  tenements;  with  remainder  after  his  death  to  Richard  his 
son,  and  Felicia  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold 
as  aforesaid  for  ever.    Should  Richard  and  Felicia  die  without  heir  ot 
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their  bodies  issuing  then  the  tenements  wholly  will  remain  to  the  right 
heirs  of  Richard  de  Musters,  to  hold  as  aforesaid  for  ever. 

(107)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen' days, 
between  Richard  de  Hacche  and  Agnes  his  wife,  querents,  and  John  de 
Hacche,  parson  of  the  church  of  Maneston,  deforciants,  of  two  messuages 
and  land  in  Blaneford  Martel.  Plea  of  covenant  was  summoned. 
Richard  acknowledged  the  tenements  to  be  the  right  of  John  as  by  his 
gift.  For  this  John  granted  them  to  Richard  and  Agnes  and  rendered  them 
to  them  in  the  court.  To  have  and  to  hold  to  Richard  and  Agnes  and 
the  heirs  of  Richard  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements,  for  ever. 

(108)  At  Westminster,  from  the  day  of  St.  Michael,  in  fifteen  days, 
between  William  de  Maundevill,  querent,  and  John  de  Rokebourne  and 
Sarra  his  wife,  deforciants,  of  forty  acres  of  land,  three  and  a  half  acres  of 
meadow,  ten  shillings  of  rent  and  a  moiety  of  one  messuage  in  Blaneford 
St.  Mary.  Plea  of  covenant  was  summoned.  William  acknowledged 
the  tenements  to  be  the  right  of  Sarra,  as  those  which  John  and  Sarra 
have  by  his  gift.  For  this  John  and  Sarra  granted  the  tenements  to 
William  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  William  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  tenements  for  ever. 

12  Edward  III.  (1338).    (Out  of  place.) 

(109)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between 
Elizabeth  who  was  the  wife  of  Henry  le  Guldene,  knight,  querent,  and 
John  de  Preston  jiixta  Jeuele  and  Matilda  his  wife,  deforciants,  of  the 
manor  of  Luttelton  and  the  advowson  of  the  church.  Plea  of  covenant 
was  summoned.  John  and  Matilda  granted  the  manor  and  advowson 
to  Elizabeth  and  rendered  the  same  to  her  in  the  court.  To  have  and 
to  hold  to  Elizabeth  for  life  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  manor  and  advowson  ;  with  remainder  after  her 
death  to  Oliver  her  son  and  the  heirs  of  his  body  begotten,  to  hold  as 
aforesaid  for  ever.  Should  Oliver  die  without  heir  of  his  body  then  the 
manor  and  advowson  will  wholly  revert  to  the  right  heirs  of  Elizabeth. 
To  hold  as  aforesaid  for  ever.  John  and  Matilda  and  the  heirs  of  John 
will  warrant  the  manor  and  advowson  to  Elizabeth  for  life  and  to  Oliver 
and  his  heirs  and  also  to  the  right  heirs  of  Elizabeth,  should  Oliver  die 
without  heir,  against  all  men  for  ever.  For  this,  Elizabeth  gave  to  John 
and  Matilda  one  hundred  marcs  of  silver. 

13  Edward  III.  (1339). 

(no)  At  Westminster,  from  Easter  day  in  three  weeks,  between 
William  Jourdan  of  Kyngeston  and  Matilda  his  wife,  querents,  and 
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Master  Ralph  de  Farnham,  parson  of  the  church  of  Corscoumbe,  and 
Adam  de  Weston,  chaplain,  deforciants,  of  one  messuage,  twenty-four 
acres  of  land,  two  acres  of  meadow  and  pasture  for  two  plough  beasts, 
fourteen  oxen  and  one  hundred  sheep  in  Wolueton  juxta  Dorcestre. 
Plea  of  covenant  was  summoned.  William  and  Matilda  acknowledged 
the  tenements  and  pasture  to  be  the  right  of  Master  Ralph,  as  those 
which  Master  Ralph  and  Adam  have  by  their  gift.  For  this  Master 
Ralph  and  Adam  granted  the  tenements  and  pasture  to  William  and 
Matilda,  and  rendered  the  same  to  them  in  the  court.  To  have  and 
to  hold  to  William  and  Matilda  for  their  lives,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  and  pasture ;  with 
remainder  after  their  deaths  to  John  de  Legh  and  Beatrice  daughter  of 
William  Jurdan  and  the  heirs  of  their  bodies  issuing,  to  hold  as  afore- 
said for  ever.  Should  John  and  Beatrice  die  without  heir  of  their  bodies 
issuing,  then  the  tenements  and  pasture  wholly  will  remain  to  Roger  son 
of  William  Jurdan  de  Pederton  and  his  heirs,  to  hold  as  aforesaid  for  ever. 

(i i in)  At  Westminster,  from  Easter  day  in  one  month,  between 
John  de  Legh  and  Beatrice  daughter  of  William  Jurdan,  querents,  and 
Master  Ralph  de  Farnham,  parson  of  the  church  of  Corsecombe,  William 
Jurdan  de  Kyngeston  and  Adam  de  Weston,  chaplain,  deforciants,  of 
three  messuages  and  land  in  Estaxenabre  juxta  Chedyngton.  Plea  oi 
covenant  was  summoned.  John  acknowledged  the  tenements  to  be  the 
right  of  Master  Ralph  as  those  which  Master  Ralph,  William  and  Adam 
have  by  his  gift.  For  this  they  granted  the  tenements  to  John  and 
Beatrice  and  rendered  them  to  them  in  the  court.  To  have  and  to  hold 
to  John  and  Beatrice  and  the  heirs  of  their  bodies  issuing,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  for 
ever;  with  remainder  should  they  die  without  heir  of  their  bodies  issu- 
ing to  Geoffrey  brother  of  the  said  John  and  the  heirs  male  of  his  body 
begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder  should  Geoftrey 
die  without  heir  male  of  his  body  to  Adam  brother  of  Geoffrey  and  his 
heirs,  to  hold  as  aforesaid  for  ever. 

(mb)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen 
days,  between  John  de  Pauleshaye  and  Joan  his  wife,  querents,  and 
William  Fillol  and  Maria  his  wife,  deforciants,  of  the  manors  of 
Duntissh  and  Tyle.  Plea  of  covenant  was  summoned.  John  and  Joan 
acknowleged  the  manors  to  be  the  right  of  Maria,  as  those  which 
William  and  she  have  by  their  gift.  For  this  William  and  Maria 
granted  the  manors  to  John  and  Joan  and  rendered  them  to  them  in 
the  court.  To  have  and  to  hold  to  John  and  Joan  for  their  lives,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  manors ;  with 
remainder  after  their  deaths  to  Robert  son  of  John  le  Latimer,  knight, 
and  his  heirs.    To  hold  as  aforesaid  for  ever. 


13  Edward  III.  (1339). 
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14  Edward  III.  (1340). 

(112)  At  Westminster,  in  the  octaves  of  Holy  Trinity  and  afterwards 
from  the  day  of  St.  Michael  in  fifteen  days  in  the  same  year,  between 
John  le  Moygne,  querent,  and  Walter  Germayn,  deforciant,  of  one 
messuage,  one  carucate  of  land  and  three  shillings  of  rent  in  Wermewell 
and  Watercombe,  which  Henry  Germayn  and  Margery  his  wife  hold 
for  term  of  Margery's  life.  Plea  of  covenant  was  summoned.  Walter 
granted  for  himself  and  his  heirs  that  the  tenements  which  Henry  and 
Margery  held  for  Margery's  life  of  the  inheritance  of  the  said  Walter  in 
the  said  vills  on  the  day  this  concord  was  made  and  which  after  her 
death  ought  to  revert  to  Walter  and  his  heirs,  should  then  wholly  remain 
to  John  and  his  heirs,  to  hold  as  aforesaid  for  ever.  Walter  and  his 
heirs  will  warrant  the  tenements  to  John  and  his  heirs  against  all  men 
for  ever.    For  this  John  gave  to  Walter  twenty  marcs  of  silver. 

(113)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  between  John  de  Tidilmynton,  clerk,  querent,  and 
Thomas  Wylymot  de  Okeburn  and  Matilda  his  wife,  deforciants,  of 
three  messuages,  four  acres  of  land  and  pasture  for  two  oxen  or  two 
cows  and  fifty  sheep  in  Wynterburne  Asshe.  Plea  of  covenant  was 
summoned.  Thomas  and  Matilda  acknowledged  the  tenements  and 
pasture  to  be  the  right  of  John,  and  rendered  them  to  him  in  the  court. 
To  have  and  to  hold  to  John  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  tenements  and  pasture  for  ever. 
Moreover  Thomas  and  Matilda  and  the  heirs  of  Matilda,  will  warrant  the 
tenements  and  pasture  to  John  and  his  heirs  against  all  men  for  ever. 
For  this  John  gave  to  Thomas  and  Matilda  one  hundred  marcs  of  silver. 

(114)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  between  Peter  le  Peyntour  and  Margaret  his  wife,, 
querents,  by  William  de  Henedon  in  Margaret's  place,  and  John  de 
Bruton  and  Alice  his  wife,  deforciants,  of  one  messuage  in  Shafton. 
Plea  of  covenant  was  summoned.  John  and  Alice  acknowleged  the 
messuage  to  be  the  right  of  Peter  as  by  their  gift.  To  have  and  to 
hold  to  Peter  and  Margaret  and  the  heirs  of  Peter  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  messuage  for  ever. 
Moreover  John  and  Alice  and  the  heirs  of  Alice  will  warrant  the 
messuage  to  Peter  and  Margaret  against  all  men  for  ever.  For  this 
Peter  and  Margaret  gave  to  John  and  Alice  twenty  shillings  of  silver. 

13  Edward  III.  (1339)-    (0ut  °f  PIace-) 

(115)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between  John 
de  Cerne  and  Margaret  his  wife,  querents,  and  Thomas  de  Fremantel 
and  John  Brunyng,  deforciant,  of  five  messuages,  three  carucates  of 
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land  in  Weseford  Folke,  Wyghtoneton,  Westmynton  and  Russhton. 
Plea  of  covenant  was  summoned.  John  de  Cerne  acknowledged  the 
tenements  to  be  the  right  of  Thomas,  as  those  which  Thomas  and  John 
Brunyng  have  by  his  gift.  For  this  Thomas  and  John  Brunyng  gave 
to  John  de  Cerne  and  Margaret  the  said  tenements  and  rendered  them 
to  them  in  the  Court.  To  have  and  to  hold  to  John  de  Cerne  and 
Margaret  and  the  heirs  of  John,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements  for  ever. 

14  Edward  III.  (1340). 

(116)  At  Westminster,  from  Easter  day  in  one  month,  between 
Thomas  de  Cary  and  Alice  his  wife,  querents,  by  John  de  Bekynton  in 
Alice's  place,  and  John  Martyn,  deforciant,  of  the  manor  of  Blondeles- 
heye  and  one  mill,  four  carucates  and  six  virgates  of  land,  forty  acres 
of  meadow  and  one  hundred  acres  of  wood  in  Simondesbergh,  Whit- 
church, Mersschwode,  Stokewaleys  and  Atreham.  Plea  of  covenant 
was  summoned.  Thomas  acknowledged  the  manor  and  tenements  to 
be  the  right  of  John,  as  by  his  gift.  For  this  John  granted  them  to 
Thomas,  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  Thomas  and  Alice  and  the  heirs  of  Thomas,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  manor  and  tenements,  for  ever. 
John  and  his  heirs  will  warrant  the  manor  and  tenements  to  Thomas 
and  Alice  and  the  heirs  of  Thomas  against  all  men  for  ever. 

(117)  At  Westminster,  from  Easter  day  in  fifteen  days,  between 
Robert  Selyman,  querent,  and  John  Raious  and  Cristina  his  wife,  de- 
forciants, of  two  messuages  and  land  in  Gussich  Monechynton.  Plea 
of  covenant  was  summoned.  John  and  Cristina  acknowleged  the 
tenements  to  be  the  right  of  Robert,  and  remitted  the  same  for  them- 
selves and  the  heirs  of  Cristina  to  Robert  and  his  heirs  for  ever. 
Moreover  John  and  Cristina  granted  for  themselves  and  the  heirs  ot 
Cristina  that  they  will  warrant  the  tenements  to  Robert  and  his  heirs 
against  all  men  for  ever.  For  this  Robert  gave  to  John  and  Cristina 
forty  marcs  of  silver. 

(118)  At  Westminster,  from  Easter  day  in  fifteen  days,  between 
John  de  Chidiok  and  Isabella  his  wife,  querents,  and  John  de  Brude- 
port,  deforciant,  of  the  manor  of  Chidiok.  Plea  of  covenant  was 
summoned.  John  de  Brudeport  acknowledged  the  manor  to  be  the 
right  of  John  de  Chidiok,  as  that  which  he  and  Isabella  have  by  his 
gift.  To  have  and  to  hold  to  John  de  Chidiok  and  Isabella  and  the 
heirs  of  John  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  that  manor  for  ever.  For  this  John  de  Chidiok  and  Isabella  granted 
for  themselves  and  the  heirs  of  John  that  they  will  render  every  year 
to  John  de  Brudeport  during  his  life  twenty  pounds  sterling,  who  may 
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distrain  upon  them  for  their  goods  and  chattels  in  case  of  arrears  of 
payment.  After  the  decease  of  John  de  Brudeport,  John  de  Chidiok 
and  Isabella  and  the  heirs  of  John  shall  be  quit  of  the  payment  of  the 
said  yearly  rent  for  ever. 

(119)  At  Westminster,  from  Easter  day  in  fifteen  days,  between 
Walter  Beryl,  querent,  and  John  de  Tidilmynton,  clerk,  deforciant,  of 
ten  messuages,  land  and  twenty-four  shillings  rent  in  Northtatton  and 
Southtatton.  Plea  of  covenant  was  summoned.  Walter  acknowledged 
the  tenements  to  be  the  right  of  John  as  by  his  gift.  For  this,  John 
granted  them  to  Walter  and  rendered  them  to  him  in  the  court.  To 
have  and  to  hold  to  Walter  during  his  life,  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  tenements,  with  remainder  after 
Walter's  death  to  Walter  Beryl  junior  "  fil  willi  Fraunceys  "  and  Joan  1 
his  wife,  and  the  heirs  of  the  bodies  of  Walter  and  Joan,  to  hold  as 
aforesaid  for  ever.  Should  Walter  Beryl  junior  and  Joan  die  without 
heir  of  their  bodies  issuing,  then  the  tenements  will  remain  to  Walter 
Beryl  senior  and  his  heirs,  to  hold  as  aforesaid  for  ever. 

(120)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Richard  de  Acton,  querent,  and  John  son  of  John  Ive  (?  Jue),  deforciant, 
of  the  manor  of  Haselbere  and  land  in  Crokkerestokke  and  Turberevi- 
lestokke  and  the  advowson  of  the  church  of  the  said  manor.  Plea  of 
covenant  was  summoned.  John  acknowledged  the  manor,  land  and 
advowson  to  be  the  right  of  Richard  and  rendered  them  to  him  in  the 
court.  To  have  and  to  hold  to  Richard  and  his  heirs  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  manor,  land  and  advow- 
son for  ever.  Moreover  John  granted  for -himself  and  his  heirs  that 
they  will  warrant  the  manor,  land  and  advowson  to  Richard  and  his 
heirs  against  all  men  for  ever.  For  this  Richard  gave  to  John  one 
hundred  marcs  of  silver. 

(121)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  between 
Richard  de  Acton,  querent,  and  Idonia  who  was  wife  of  John  Ive,  defor- 
ciant, of  the  manor  of  Haselbere  and  land  in  Crokkerestokke  and  Tur- 
berevilistokke  and  the  advowson  of  the  church  of  the  said  manor.  Plea 
of  covenant  was  summoned.  Idonia  acknowledged  the  manor,  land  and 
advowson  to  be  the  right  of  Richard  and  remitted  them  for  herself  and 
her  heirs  to  Richard  and  his  heirs  for  ever.  Moreover  she  granted  that 
she  and  her  heirs  will  warrant  the  manor,  land  and  advowson  to  Richard 
and  his  heirs  against  all  men  for  ever.  For  this,  Richard  gave  to  Idonia 
one  hundred  pounds  sterling. 

1  This  reads  "  Walter  Beryl  junior  son  of  William  Fraunceys  ".  It  is  possible  there 
is  a  mistake  in  the  placing  of  the  words  in  the  original  document,  and  that  the  words 
"  h!  willi  Fraunceys"  should  be  placed  after  Joan,  thus  reading  "and  Joan  daughter 
ol  William  Fraunceys  his  wife  and  the  heirs  of  the  bodies  of  Walter  and  Joan  ". 
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(122)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  in  three  weeks  from  the  day  of  St. 
Michael  in  the  same  year,  between  Nicholas  le  Deuenyssh  de  Wynton, 
querent,  and  John  son  of  John  de  Basyng,  deforciant,  of  the  manor  of 
Westchalbergh  and  advowson  of  the  church.  Plea  of  covenant  was 
summoned.  John  son  of  John  acknowledged  the  manor  and  advowson 
to  be  the  right  of  Nicholas  and  remitted  the  advowson  and  two  parts 
of  the  manor  for  himself  and  his  heirs  to  Nicholas  and  his  heirs  for 
ever.  Moreover  he  granted  for  himself  and  his  heirs  that  the  one-third 
part  of  the  said  manor  which  John  de  Brudeport  and  Matilda  his  wife 
held  for  the  life  of  Joan  who  was  the  wife  of  John  de  Basyng  by  the 
lease  of  the  said  Joan,  which  same  Joan  held  the  said  one-third  part  in 
dower  of  the  inheritance  of  the  said  John  son  of  John,  on  the  day  this 
concord  was  made,  and  which  after  the  decease  of  Joan  ought  to  revert 
to  John  son  of  John  and  his  heirs,  should  then  wholly  remain  to  Nicho- 
las and  his  heirs.  To  hold  together  with  the  advowson  and  the  two 
parts  which  remain  to  him  by  this  fine,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  that  one-third  part  for  ever.  And  John 
son  of  John  and  his  heirs  will  warrant  the  manor  and  advowson  to 
Nicholas  and  his  heirs  against  all  men  for  ever.  For  this,  Nicholas 
gave  to  John  son  of  John  one  hundred  marcs  of  silver. 

(123)  At  Westminster,  from  the  day  of  St.  Hilar}'  in  fifteen  days, 
between  John  de  Briggewater,  clerk,  querent,  and  John  de  Wroxhale, 
"  chivaler,"  deforciant,  of  one  acre  of  land  in  Swynenetobre  and  the  ad- 
vowson of  the  church.  Plea  of  covenant  was  summoned.  John  de 
Wroxhale  acknowledged  the  land  and  advowson  to  be  the  right  of  John 
de  Briggewater  and  rendered  them  to  him  in  the  court.  To  have  and 
to  hold  to  John  de  Briggewater  and  his  heirs  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  land  and  advowson  for  ever. 
Moreover  John  de  Wroxhale  granted  for  himself  and  his  heirs  that  they 
will  warrant  the  land  and  advowson  to  John  de  Briggewater  and  his 
heirs  against  all  men  for  ever.  For  this,  John  de  Briggewater  gave  to 
John  de  Wroxhale  forty  pounds  sterling. 

(124)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  and  after- 
wards, from  the  day  of  St.  Michael  in  fifteen  days,  in  the  same  year, 
between  Thomas  de  Cary  and  Alice  his  wife  and  John  son  of  the  said 
Thomas,  querents,  by  John  de  Bekynton  in  the  place  of  Thomas  and 
Alice  and  by  the  said  John  de  Bekyngton,  guardian  of  the  said  John 
son  of  Thomas,  and  John  de  Louerleygh  and  Matilda  his  wife,  de- 
forciants, of  one  messuage,  eighty  acres  of  land,  ten  acres  of  pasture, 
a  moiety  of  thirty  acres  of  wood  and  two  shillings  of  rent  in  Gussich  St. 
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Andrew.  Plea  of  covenant  was  summoned.  John  de  Lowerleygh  and 
Matilda  acknowledged  the  tenements  to  be  the  right  of  Thomas,  and 
rendered  the  messuage,  twenty-nine  acres  of  land  and  the  wood,  part  of 
the  said  tenements,  to  Thomas  and  Alice  and  John  son  of  Thomas  in 
the  court.  To  have  and  to  hold  to  Thomas  and  Alice  and  John  son 
of  Thomas  and  the  heirs  of  Thomas  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  those  tenements  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Matilda  that  thirty  acres  of  land 
and  ten  acres  of  pasture  which  John  de  Hanleigh  and  Margaret  his  wife 
held  for  term  of  life,  and  that  twenty  acres  of  land  the  said  rent  which 
Robert  Saleman  held  for  term  of  life,  and  also  that  one  acre  of  land 
which  Jordan  Ruddok  and  Joan  his  wife  held  for  life  of  the  inheritance 
of  the  aforesaid  Matilda  in  the  said  vill  on  the  day  this  concord  was 
made  and  which  after  their  deceases  ought  to  revert  to  John  de 
Lowerleygh  and  Matilda  and  the  heirs  of  Matilda,  should  then  wholly 
remain  to  Thomas  and  Alice  and  John  son  of  Thomas  and  the  heirs 
of  Thomas.  To  hold  together  with  the  tenements  which  remain  to 
them  by  this  fine,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever.  John  de  Louerleygh  and  Matilda 
and  the  heirs  of  Matilda  will  warrant  them  to  Thomas  and  Alice  and 
John  son  of  Thomas  and  the  heirs  of  Thomas  against  all  men  for  ever. 
For  this,  Thomas  and  Alice  and  John  son  of  Thomas  gave  to  John  de 
Lowerleygh  and  Matilda  one  hundred  marcs  of  silver. 

(125)  At  Westminster,  from  the  day  of  Holy  Trinity  in  fifteen  days, 
14  Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St. 
Hilary,  15  Edward  III.,  between  Richard  de  Wilteshire  and  Joan  his 
wife,  querents,  and  John  Brunyng  and  Nicholas  son  of  Richard  de 
Wilteshire,  deforciants,  of  five  messuages,  one  mill,  one  virgate  and 
one  hundred  and  four  acres  of  land,  four  acres  of  meadow  and  three 
acres  of  wood  in  Chelesbury  and  Dudelyngton.  Plea  of  covenant  was 
summoned.  Richard  acknowledged  the  tenements  to  be  the.  right  of 
Nicholas,  of  which  Nicholas  and  John  have  four  messuages,  the  mill, 
virgate,  eighty-eight  acres  of  land,  the  meadow  and  the  wood  of  Richard's 
gift.  For  this  John  and  Nicholas  granted  the  same  tenements  to 
Richard  and  Joan  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  Richard  and  Joan  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements. 
Moreover  John  and  Nicholas  granted  for  themselves  and  the  heirs  of 
Nicholas  that  one  messuage  and  four  acres  of  land  in  the  vill  of 
Dudelyngton  which  Isabella  de  la  Rigge  and  John  her  son  held  for 
life,  and  also  that  twelve  acres  of  land  in  the  same  vill  which  William 
Mucheldevere  and  Matilda  his  wife  held  of  the  inheritance  of  the  said 
Nicholas  on  the  day  this  concord  was  made  and  which  after  the  deaths 
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of  Isabella  and  John,  William  and  Matilda  ought  to  revert  to  John 
Brunyng  and  Nicholas  and  the  heirs  of  Nicholas,  should  then  wholly 
remain  to  Richard  and  Joan.  To  hold  together  with  the  tenements  which 
remain  to  them  by  this  fine  during  their  lives,  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements.  And  after  the  deaths 
of  Richard  and  Joan  one  messuage  in  Dudelyngton  which  Lawrence 
de  Wilteshire  once  held  for  a  term  of  years,  and  one  messuage  in  the 
said  vill  called  Blymundestenement,  and  twelve  acres  of  land  in 
Chelesbury  which  Walter  Pute  once  held  for  a  term  of  years  in  the 
said  vill,  and  seven  acres  of  land  lying  in  a  certain  place  called 
"  Shortelond"  in  the  said  vill  and  one  acre  of  land  lying  in  a  certain 
place  called  "  Brokfurlang  "  in  the  said  vill  and  four  acres  of  land  lying 
in  a  certain  place  called  "  Heyfurlang"  in  the  said  vill,  and  two  acres 
of  land  lying  in  a  certain  place  called  "  Heyesende  "  in  the  said  vill, 
and  two  acres  of  land  lying  in  a  certain  place  called  "  Odemere"  in  the 
said  vill,  and  four  acres  of  land  lying  in  a  certain  place  called  "  Ale- 
wourdeslond  "  in  the  said  vill,  and  four  acres  of  land  lying  in  a  certain 
place  called  "  Hungresbergh,"  near  the  metes  and  bounds  of  Hyneton 
Martel,  wholly  shall  remain  to  Agnes  daughter  of  Richard  and  Joan. 
To  hold  during  her  life  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  ;  with  remainder  after  her  death  to 
Nicholas  son  of  the  aforesaid  Joan  and  the  heirs  of  his  body,  to  hold 
as  aforesaid  for  ever.  And  the  residue  of  the  said  tenements  namely  : 
three  messuages,  the  mill,  the  virgate  and  sixty-eight  acres  of  land, 
the  meadow  and  the  wood  wholly  shall  remain  to  John  son  of  the 
aforesaid  Richard  and  Joan  and  the  heirs  of  his  body  begotten,  to  hold 
as  aforesaid  for  ever  ;  with  remainder  should  he  die  without  heir  of  his 
body  begotten,  to  the  aforesaid  Nicholas  son  of  the  aforesaid  Joan  and 
his  heirs,  to  hold  as  aforesaid  for  ever. 

16  Edward  III.  (1342). 

(126)  At  Westminster,  from  the  day  of  St.  Martin  in  fifteen  days, 
between  Nicholas  de  Devenyssh  and  Edith  his  wife,  querents,  and 
William  de  Fyfhide  and  John  de  Aluyngton,  deforciants,  of  the  manor 
of  Westchelbergh  and  advowson  of  the  church.  Plea  of  covenant  was 
summoned.  Nicholas  acknowledged  the  manor  and  advowson  to  be 
the  right  of  John  as  those  which  John  and  William  had  by  his  gift. 
For  this  William  and  John  granted  the  manor  and  advowson  to 
Nicholas  and  Edith  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  Nicholas  and  Edith  during  their  lives  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  said  manor  and 
advowson  ;  with  remainder  after  their  deaths  to  John  de  Edyngdon 
and  Agnes  daughter  of  the  said  Nicholas  and  the  heirs  of  the  bodies. 
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of  John  and  Agnes  issuing,  to  hold  as  aforesaid  for  ever.  Should  John 
and  Agnes  die  without  heir  of  their  bodies  issuing,  then  the  manor 
and  advowson  wholly  will  remain  to  Thomas  son  of  the  said  Nicholas, 
and  Matilda  his  wife  and  the  heirs  of  the  body  of  the  said  Thomas 
begotten,  to  hold  as  aforesaid  for  ever;  with  remainder  should  Thomas 
die  without  heir  of  his  body  begotten  to  the  right  heirs  of  the  aforesaid 
Nicholas.    To  hold  as  aforesaid  for  ever. 

(127)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days, 
between  Alexander  de  Monte  Alto  and  Margaret  his  wife,  querents,  and 
Nicholas  Pyk  and  Edith  his  wife,  deforciants,  of  two  messuages,  two 
mills,  fifty  acres  of  land,  three  acres  of  meadow  and  six  acres  of  wood 
in  Wynbourne  Mynstre  and  Wodekesworth.  Plea  of  covenant  was 
summoned.  Alexander  acknowledged  the  tenements  to  be  the  right  of 
Nicholas,  as  those  which  Nicholas  and  Edith  have  by  his  gift.  To 
have  and  to  hold,  to  wit,  one  messuage,  the  land,  meadow  and  wood,  to 
Nicholas  and  Edith  and  the  heirs  of  Nicholas,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements,  for  ever.  More- 
over Alexander  granted  that  he  and  his  heirs  will  warrant  the  same  to 
Nicholas  and  Edith  and  the  heirs  of  Nicholas  against  all  men  for  ever. 
For  this,  Nicholas  and  Edith  granted  to  Alexander  and  Margaret  one 
messuage  in  Wynbourne  Mynstre,  situated  between  the  tenements  of 
Henry  de  Corton  and  John  Tony,  and  the  aforesaid  mill,  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  Alexander  and 
Margaret  during  their  lives,  of  Nicholas  and  Edith  and  the  heirs  of 
Nicholas,  rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativ- 
ity of  St.  John  Baptist  for  all  service,  etc.,  belonging  to  Nicholas  and 
Edith  and  the  heirs  of  Nicholas,  and  doing  therefor  during  their  lives 
all  other  services  to  the  chief  lords  of  that  fee,  which  belong  to  that 
messuage  and  mill.  After  the  deaths  of  Alexander  and  Margaret  the 
messuage  and  mill  wholly  revert  to  Nicholas  and  Edith  and  the  heir  of 
Nicholas  quit  of  the  heirs  of  Alexander  and  Margaret,  to  hold  together 
with  the  tenements  which  remain  to  them  by  this  fine,  as  aforesaid,  for 
ever. 

(128)  At  Westminster,  on  the  morrow  of  Souls,  between  William 
de  Marleburgh,  querent,  and  John  le  Walshe  and  Margery  his  wife, 
deforciants,  of  one  messuage,  one  carucate  of  land,  ten  acres  of  meadow 
in  Thornford.  Plea  of  covenant  was  summoned.  John  and  Margery 
acknowledged  the  tenements  to  be  the  right  of  William,  and  remitted 
them  for  themselves  and  the  heirs  of  Margery  to  William  and  his  heirs 
for  ever.  Moreover  John  and  Margery  granted  that  they  and  the  heirs 
of  Margery  will  warrant  the  tenements  to  William  and  his  heirs  against 
all  men  for  ever.  For  this,  William  gave  to  John  and  Margery  one 
hundred  marcs  of  silver. 
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(129)  At  Westminster,  on  the  morrow  of  St.  Martin,  between 
William  Middil,  querent,  and  John  de  Wilteshire  and  Amicia  his  wife, 
deforciants,  of  eleven  acres  and  three  roods  of  land  in  Almiston.  Plea 
of  covenant  was  summoned.  John  and  Amicia  acknowledged  the  land 
to  be  the  right  of  William,  and  rendered  it  to  him  in  the  court.  To 
have  and  to  hold  to  William  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  that  land  for  ever.  Moreover  John  and 
Amicia  granted  for  themselves  and  the  heirs  of  Amicia  that  they  will 
warrant  the  land  to  William  and  his  heirs  against  all  men  for  ever. 
For  this,  William  gave  to  John  and  Amicia  ten  pounds  sterling. 

(130)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between  John 
de  Hanlegh  and  Joan  Fairfax,  querents,  by  John  de  Alvyngton  in  Joan's 
place,  and  John  Wake  of  Horton  and  Nicholas  Pyk,  deforciants,  of  one 
messuage,  two  carcucates  of  land,  one  hundred  acres  of  pasture  and 
sixteen-pence  of  rent  in  Hanlegh  juxta  Craneburn.  Plea  of  covenant 
was  summoned.  John  de  Hanlegh  acknowledged  the  tenements  to  be 
the  right  of  John  Wake  as  those  which  John  and  Nicholas  have  by  gift 
of  John  de  Hanlegh.  For  this,  John  and  Nicholas  granted  the  tene- 
ments to  John  de  Hanlegh  and  Joan  and  rendered  them  to  them  in  the 
court.  To  have  and  to  hold  to  John  de  Hanlegh  and  Joan  and  the 
heirs  of  the  said  John's  body  begotten,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  those  tenements  for  ever ;  with  remainder 
should  John  de  Hanlegh  die  without  heir  of  his  body  begotten,  after 
the  death  of  both  John  and  Joan,  to  Thomas  son  of  the  said  Joan,  and 
the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever ;  with  re- 
mainder should  Thomas  die  without  heir  of  his  body  begotten  to  Joan 
sister  of  Thomas,  and  the  heirs  of  her  body  begotten,  to  hold  as  afore- 
said for  ever;  with  remainder  should  Joan  die  without  heir  of  her 
.body  begotten  to  the  right  heirs  of  John  de  Hanlegh,  to  hold  as  afore- 
said for  ever. 

(131)  At  Westminster,  from  Easter  day  in  one  month,  between 
Adam  atte  More  and  Anastasia  his  wife,  querents,  by  Robert  de 
Rodeston  in  their  place,  and  William  de  Babeton  and  Margaret  his 
wife,  deforciants,  of  one  mill,  eight  acres  of  land  and  twelve  acres 
of  meadow  in  Akford  Eskillyng.  Plea  of  covenant  was  summoned. 
William  and  Margaret  granted  the  tenements  to  Adam  and  Anastasia 
and  rendered  them  to  them  in  the  court.  To  have  and  to  hold  to 
Adam  and  Anastasia  during  their  lives  of  William  and  Margaret  and 
the  heirs  of  Margaret,  rendering  therefor  yearly  four  pounds  six  shillings 
and  eightpence  for  all  service  belonging  to  William  and  Margaret  and 
the  heirs  of  Margaret,  and  doing  therefor  for  them  to  the  chief  lords  of 
that  fee  all  other  services  which  belong  to  those  tenements.  After 
their  deaths  the  tenements  wholly  shall  revert  to  William  and  Margaret 
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and  the  heirs  of  Margaret  quit  of  the  heirs  of  Adam  and  Anastasia. 
To  hold  as  aforesaid  for  ever.  For  this,  Adam  and  Anastasia  gave  to 
William  and  Margaret  twenty  marcs  of  silver. 

(132)  At  Westminster,  from  the  day  of  St.  Michael  in  fifteen  days, 

15  Edward  III.,  and  afterwards  from  the  day  of  St.  Hilary  in  fifteen  days, 

16  Edward  III.,  between  Geoffrey  de  Bulestrode  and  Agnes  his  wife, 
querents,  and  William  de  Muskham,  parson  of  the  church  of  Denham, 
deforciant,  of  one  messuage,  twelve  shops,  sixteen  acres  of  land,  two 
shillings  of  rent  in  Dorchestre,  Frome  Belet  and  Frome  Crauchon. 
Plea  of  covenant  was  summoned.  Geoffrey  and  Agnes  acknowledged 
the  tenements  to  be  the  right  of  William  as  by  their  gift.  For  this, 
William  granted  them  to  Geoffrey  and  Agnes  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  Geoffrey  and  Agnes  during 
their  lives  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
the  tenements.  After  their  deaths  the  messuage,  five  shops  thereto 
adjoining,  and  ten  acres  of  land  lying  within  "  les  Estwalles  "  in  the 
vill  of  Dorchestre,  and  three  acres  of  land  in  the  vill  of  Frome  Belet 
wholly  shall  remain  to  William  son  of  the  said  Geoffrey  and  the  heirs 
of  his  body  begotten,  to  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  for  ever ;  with  remainder,  should 
William  son  of  Geoffrey  die  without  heir  of  his  body  begotten  to  John 
his  brother,  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid 
for  ever;  with  remainder,  should  John  die  without  heir  of  his  body 
begotten,  to  Adam  brother  of  John  and  the  heirs  of  his  body  begotten, 
to  hold  as  aforesaid  for  ever  ;  with  remainder,  should  Adam  die  without 
heir  of  his  body  begotten,  to  Thomas  brother  of  Adam  and  the  heirs  of 
his  body  begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder,  should 
Thomas  die  without  heir  of  his  body  begotten,  to  Joan  sister  of  Thomas 
and  the  heirs  of  her  body  begotten,  to  hold  as  aforesaid,  for  ever ;  with 
remainder,  should  Joan  die  without  heir  of  her  body  begotten  to  the 
right  heirs  of  the  aforesaid  Agnes,  to  hold  as  aforesaid  for  ever.  And 
the  residue  of  the  said  tenements,  that  is  to  say  :  seven  shops,  one  acre 
of  land  called  Clyfacre  and  the  rent  in  the  vill  of  Dorchestre  and  two 
acres  in  the  vill  of  Frome  Crauchon  wholly  shall  remain  to  the  afore- 
said John  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for 
ever;  with  remainder  should  John  die  without  heir  of  his  body  begotten, 
to  William  son  of  Geoffrey  and  the  heirs  of  his  body  begotten,  to  hold 
as  aforesaid  for  ever  ;  with  remainder,  should  William  son  of  Geoffrey 
die  without  heir  of  his  body  begotten,  to  the  aforesaid  Adam  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever;  with  remainder 
should  Adam  die  without  heir  of  his  body  begotten,  to  the  aforesaid 
Thomas  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for 
ever ;  with  remainder  should  Thomas  die  without  heir  of  his  body 
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begotten,  to  the  aforesaid  Joan  and  the  heirs  of  her  body  begotten,  to 
hold  as  aforesaid  for  ever ;  with  remainder  should  Joan  die  without 
heir  of  her  body  begotten,  to  the  right  heirs  of  the  aforesaid  Agnes,  to 
hold  as  aforesaid  for  ever. 

17  Edward  III.  (1343). 

(133)  At  Westminster,  one  month  after  Easter  day,  between  John 
de  Haddon,  querent,  and  Walter  le  Bryt  and  William  atte  Wythe, 
deforciants,  of  one  messuage,  two  carucates  of  land,  one  hundred  acres 
of  wood  and  forty  shillings  of  rent  in  Pourton  and  Porestok  and  the 
advowson  of  the  chapel  of  St-  Peter  of  Pourton.  Plea  of  covenant  was 
summoned.  John  acknowledged  the  tenements  and  advowson  to  be  the 
right  of  Walter,  as  those  which  Walter  and  William  have  by  his  gift. 
For  this  Walter  and  William  granted  the  tenements  and  advowson 
to  John,  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  John  and  the  heirs  male  of  his  body  begotten,  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  tenements  and  advowson 
for  ever;  with  remainder  should  John  die  without  heir  male  of  his  body 
to  William  Fitz  WTaryn  and  Amicia  his  wife  during  their  lives,  to  hold 
as  aforesaid  ;  with  remainder  after  their  deaths  to  Margaret  daughter 
of  William  Fitz  Waryn  and  the  heirs  of  her  body  begotten,  to  hold  as 
aforesaid  for  ever;  with  remainder  should  Margaret  die  without  heir  of 
her  body  begotten,  to  the  right  heirs  of  Amicia,  to  hold  as  aforesaid  for 
ever. 

(134)  At  Westminster,  one  month  after  Easter  day,  between  William 
Fitz  Waryn  and  Amicia  his  wife,  querents,  by  Walter  de  Puttenay  in 
Amicia's  place,  and  John  de  Haddon  and  Richard  de  Burton,  deforciants, 
of  the  manor  of  Wynterbourne  Houton  and  advowson  of  the  church. 
Plea  of  covenant  was  summoned.  William  acknowledged  the  manor 
and  advowson  to  be  the  right  of  John,  as  those  which  John  and  Richard 
have  by  his  gift.  For  this  John  and  Richard  granted  the  manor  and 
advowson  to  William  and  Amicia  and  rendered  them  to  them  in  the 
court.  To  . have  and  to  hold  to  William  and  Amicia  and  the  heirs  of 
their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  manor  and  advowson  for  ever  ;  with  remainder  should 
they  die  without  heir  of  their  bodies  issuing,  to  the  right  heirs  of 
William,  to  hold  as  aforesaid  for  ever. 

(135)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between 
Sibilla  who  was  the  wife  of  Henry  de  Glaunvyle,  querent,  and  Richard 
son  of  John  de  Barry  de  Loketon,  deforciant,  of  the  manor  of  Fossar- 
deston.  Plea  of  covenant  was  summoned.  Richard  acknowledged  the 
manor  to  be  the  right  of  Sibilla  and  remitted  the  same  for  himself  and 
his  heirs  to  Sibilla  and  her  heirs  for  ever.    Moreover  he  granted  that 
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they  will  warrant  the  manor  to  Sibilla  and  her  heirs  against  all  men  for 
ever.    For  this  Sibilla  gave  to  Richard  forty  marcs  of  silver. 

(136)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  John  de  Bourton  senior,  querent,  and  William  le  Bakere  de- 
forciant, of  one  messuage,  two  carucates  of  land,  thirty  acres  of  meadow, 
one  hundred  acres  of  pasture,  twenty  acres  of  furze  and  forty  shillings 
of  rent  in  Chermynstre  and  Bourton  juxta  Dorchestre.  Plea  of  cove- 
nant was  summoned.  John  acknowledged  the  tenements  to  be  the 
right  of  William.  -For  this  William  granted  the  tenements  to  John  and 
rendered  them  to  him  in  the  court.  To  have  and  to  hold  to  John  for 
life,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements  ;  with  remainder  after  his  death  to  John,  son  of  the  said 
John,  and  Joan  his  wife  and  the  heirs  of  the  bodies  of  the  said  John 
and  Joan  issuing,  to  hold  as  aforesaid  for  ever;  with  remainder  should 
John  and  Joan  die  without  heir  of  their  bodies  issuing,  to  Adam  atte 
More  and  Anastasia  his  wife  and  the  heirs  of  their  bodies  issuing,  to 
hold  as  aforesaid  for  ever ;  with  remainder  should  Adam  and  Anastasia 
die  without  heir  of  their  bodies  issuing,  to  Nicholas  Huse  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder, 
should  Nicholas  die  without  heir  of  his  body  begotten,  to  the  right  heirs 
of  John  de  Bourton,  to  hold  as  aforesaid,  for  ever. 

(137)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  Adam  atte  More  and  Anastasia  his  wife,  querents,  by  John  de 
Crukern  in  Anastasia's  place,  and  John  son  of  John  de  Burton  juxta 
Dorchestre  and  Joan  his  wife,  deforciants,  of  one  messuage,  one  mill, 
two  carucates  of  land,  twenty  acres  of  meadow,  ten  acres  of  wood  and 
twenty  shillings  of  rent  and  a  rent  of  one  pound  of  pepper  and  one  pound 
of  cumin  in  Akfordeskyllyng.  Plea  of  covenant  was  summoned.  Adam 
acknowledged  the  tenements  to  be  the  right  of  Joan.  For  this  John 
and  Joan  granted  the  tenements  to  Adam  and  Anastasia  and  rendered 
them  to  them  in  the  court.  To  have  and  to  hold  to  Adam  and 
Anastasia  and  the  heirs  of  their  bodies  issuing  of  John  and  Joan  and 
the  heirs  of  John  for  ever,  rendering  therefor  yearly  one  rose  at  feast  of 
Nativity  of  St.  John  the  Baptist  for  all  service,  etc.,  belonging  to  John 
and  Joan  and  the  heirs  of  John,  and  doing  therefor  for  them  to  the 
chief  lords  of  that  fee  all  other  services  which  belong  to  the  tenements. 
John  and  Joan  and  the  heirs  of  Joan  will  warrant  the  tenements  to  Adam 
and  Anastasia  and  their  heirs  against  all  men  for  ever.  Should  Adam 
and  Anastasia  die  without  heir  of  their  bodies  issuing,  then  the  tene- 
ments wholly,  shall  revert  to  John  and  Joan  and  the  heirs  of  John  quit 
of  the  other  heirs  of  Adam  and  Anastasia,  to  hold  as  aforesaid  for  ever. 

[Endorsed.] 

Andrew  de  Turbervill,  knight,  put  in  his  claim. 
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(138)  At  Westminster,  fifteen  days  after  the  day  of  St  Michael, 
between  John  de  Wilton  and  Joan  his  wife,  querents,  and  John  de 
Antioche  senior,  deforciant,  of  one  messuage,  one  carucate  of  land,  one 
hundred  acres  of  pasture  and  ten  acres  of  wood  in  Tarente  Kayneston. 
Plea  of  covenant  was  summoned.  John  de  Wilton  acknowledged  the 
tenements  to  be  the  right  of  John  de  Antioche,  as  by  his  gift.  For  this 
John  de  Antioche  granted  them  to  John  de  Wilton  and  Joan,  and 
rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  John  de 
Wilton  and  Joan  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements  for  ever; 
with  remainder  should  they  die  without  heir  of  their  bodies  issuing,  to 
the  right  heirs  of  John  de  Wilton,  to  hold  as  aforesaid  for  ever. 

(139)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  Robert  de  Shirewod,  clerk,  querent,  and  Thomas  son  of  Thomas 
son  of  Richard  de  Aston,  deforciant,  of  seven  messuages,  two  carucates 
of  land,  fifteen  acres  of  meadow,  and  pasture  for  eight  oxen  in  Tarente 
Russheston,  Chupyngblaneford  and  Blakenotford  juxta  Blaneford.  Plea 
of  covenant  was  summoned.  Thomas  acknowledged  the  tenements  and 
pasture  to  be  the  right  of  Robert  and  remitted  the  same  for  himself  and 
his  heirs  to  Robert  and  his  heirs  for  ever.  Moreover  Thomas  and  his 
heirs  will  warrant  them  to  Robert  and  his  heirs  against  all  men  for  ever. 
For  this  Robert  gave  to  Thomas  one  hundred  marcs  of  silver. 

(140)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  Robert  de  Shirewod,  clerk,  querent,  and  Richard  Pecche  and 
Amicia  his  wife,  deforciants,  of  six  marcs  of  rent  in  Tarente  Russheston, 
Chupyngblaneford  and  Blakenotford  juxta  Blaneford.  Plea  of  covenant 
was  summoned.  Richard  and  Amicia  acknowledged  the  rent  to  be  the 
right  of  Robert  and  remitted  it  for  themselves  and  the  heirs  of  Richard 
to  Robert  and  his  heirs  for  ever.  Moreover  Richard  and  Amicia  and  their 
heirs  will  warrant  the  rent  to  Robert  and  his  heirs  against  all  men  for 
ever.    For  this  Robert  gave  to  Richard  and  Amicia  forty  marcs  of  silver. 

(141)  At  Westminster,  in  the  octaves  of  St.  Michael,  between 
William  de  Bohun  Earl  of  Northampton  and  Peter  Fanelore,  querents, 
and  Edmund  de  Bohun,  "  chivaler,"  deforciant,  of  the  manor  of  Gyssich. 
Plea  of  covenant  was  summoned.  Edmund  acknowledged  the  manor 
to  be  the  right  of  the  Earl,  and  rendered  it  to  the  Earl  and  Peter  in  the 
court.  To  have  and  to  hold  to  the  Earl  and  Peter  and  the  heirs  of  the 
Earl,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  manor  for  ever.  Moreover  Edmund  and  his  heirs  will  warrant  the 
manor  to  the  Earl  and  Peter  and  the  Earl's  heirs  against  all  men  for  ever. 
For  this  the  Earl  and  Peter  gave  to  Edmund  one  hundred  marcs  of 
silver. 

(142)  At  Westminster,  fifteen  days  after  the  day  of  St  Michael,  16 
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Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  17 
Edward  III.,  between  John  le  Moigne  de  Oure,  "chivaler,"  and  Juliana  his 
wife,  querents,  and  Geoffrey  de  Casterton,  deforciant,  of  ten  messuages, 
one  hundred  and  three  acres  of  land,  one-third  part  of  one  mill,  four  acres 
of  meadow,  one  hundred  acres  of  turbary,  one  hundred  acres  of  furze,  and 
one  hundred  acres  of  pasture  in  Estgaulton  and  Westgaulton.  Plea  of 
covenant  was  summoned.  Geoffrey  granted  the  tenements  to  John  and 
Juliana,  and  rendered  to  them  in  the  court  two  messuages,  twenty-seven 
and  a  half  acres  of  land,  three  acres  of  meadow,  the  turbary,  furze,  pasture 
and  two  parts  of  a  messuage.  To  have  and  to  hold  to  John  and  Juliana 
and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements  for  ever.  Moreover  Geoffrey 
granted  for  himself  and  his  heirs  that  one  messuage,  nine  acres  of  land 
which  Ralph  Bechaump  and  Alice  his  wife  held  for  life,  and  one 
messuage,  nine  acres  of  land,  one  rood  of  meadow  which  Roger  Makerel 
and  Catherine  his  wife  held  for  life,  and  one  messuage,  five  and  a  half 
acres  of  land,  one  rood  of  meadow  which  William  Penywhitebake  and 
Blissota  his  wife  held  for  life,  and  one  messuage,  four  acres  of  land  which 
Richard  le  Chapelyn  held  for  life,  and  one  messuage,  ten  acres  of  land 
which  John  Burgeys  held  for  life,  and  one  messuage,  eighteen  acres  of 
land  and  a  moiety  of  one  acre  of  meadow  which  John  atte  Hulle  and 
Margery  his  wife  held  for  life,  and  one  messuage,  twenty  acres  of  land 
which  Robert  Caldecote  and  Thomas  his  son  held  for  life,  and  also  the 
one-third  part  of  one  mill  and  one-third  part  of  one  messuage  which 
William  Belet  held  for  life  of  the  inheritance  of  Geoffrey  in  the  said 
vills  on  the  day  this  concord  was  made  and  which  after  the  deaths  of 
Ralph,  Alice,  Roger,  Catherine,  William  Penywhitebake,  Blissota, 
Richard,  John  Burgeys,  John  atte  Hulle,  Margery,  Robert,  Thomas  and 
William  Belet  ought  to  revert  to  Geoffrey  and  his  heirs,  should  then 
wholly  remain  to  John  le  Moigne  and  Juliana  his  wife.  To  hold  together 
with  the  tenements  which  remain  to  them  by  this  fine  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements  for  ever. 
Should  John  le  Moigne  and  Juliana  die  without  heir  of  their  bodies 
issuing,  then  all  the  tenements  shall  remain  to  the  right  heirs  of  John 
le  Moigne.  To  hold  as  aforesaid  for  ever.  For  this  John  le  Moigne 
and  Juliana  gave  to  Geoffrey  one  hundred  pounds  sterling. 

18  Edward  III.  (1344). 

(143)  At  Westminster,  three  weeks  after  Easter  day,  17  Edward  III., 
and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  18  Edward  III., 
between  William  Russell  of  Melcombe  and  Joan  his  wife,  querents,  and 
Walter  de  Weye,  deforciant,  of  one  messuage,  eighty  acres  of'land,  three 
acres  of  meadow  in  Brodeweye  which  William  le  Fysshere  and  Matilda 
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his  wife  hold  for  term  of  Matilda's  life.  Plea  of  covenant  was  sum- 
moned. Walter  granted  for  himself  and  heirs  that  the  tenements  which 
William  le  Fisshere  and  Matilda  held  for  Matilda's  life,  of  the  inherit- 
ance of  Walter  in  the  said  vill  on  the  day  this  concord  was  made,  and 
which  after  their  deaths  ought  to  revert  to  Walter  and  his  heirs,  should 
then  remain  to  William  Russell  and  Joan,  to  hold  during  their  lives;  of 
Walter  and  his  heirs,  rendering  therefor  yearly  forty-five  shillings  for  all 
service,  &c,  belonging  to  Walter  and  his  heirs,  and  doing  for  them  to  the 
chief  lords  of  that  fee  all  other  services  which  belong  to  the  tenements. 
Walter  and  his  heirs  will  warrant  the  tenements  to  William  Russell 
and  Joan  during  their  lives  against  all  men.  After  the  deaths  of 
William  Russell  and  Joan  the  tenements  wholly  revert  to  Walter  and 
his  heirs  quit  of  the  heirs  of  William  and  Joan.  To  hold  as  aforesaid 
for  ever.  For  this,  William  and  Joan  gave  to  Walter  twenty  marcs  of 
silver. 

(144)  At  Westminster,  fifteen '  days  after  the  day  of  St.  Hilary, 
between  Ralph  de  Ufford,  knight,  querent,  and  Peter  Basset  and  Juliana 
his  wife,  deforciants,  of  two  messuages,  two  carucates  and  six  novates 
•of  land,  twenty-six  acres  of  meadow,  twenty  acres  of  pasture  and  fifteen 
shillings  and  sixpence  rent  in  Swyre  Berewyk  and  Modbergh  juxta 
Swyre.  Plea  of  covenant  was  summoned.  Peter  and  Juliana  acknow- 
ledged the  tenements  to  be  the  right  of  Ralph  and  remitted  them  for 
themselves  and  the  heirs  of  Juliana  to  Ralph  and  his  heirs  for  ever. 
Moreover  they  will  warrant  the  same  to  Ralph  and  his  heirs  against  all 
men  for  ever.  For  this  Ralph  gave  to  Peter  and  Juliana  twenty  pounds 
sterling. 

(145)  At  Westminster,  fifteen  days  after  Easter  day,  between  John 
•de  Wodemanton  and  John  Alban,  chaplain,  querent,  and  John  Tony  and 
Leticia  his  wife,  deforciants,  of  two  messuages,  one  dovecot,  twenty - 
•six  acres  of  land,  three  acres  of  meadow,  two  acres  of  pasture,  fourteen 
shillings  of  rent  and  one-third  part  of  one  messuage  in  Wymbourn 
Ministre,  Wodekesworth  and  Kyngeston  Lacy.  Plea  of  covenant  was 
summoned.  John  Tony  and  Leticia  acknowledged  the  tenements  to 
be  the  right  of  John  de  Wodemanton  as  those  which  the  same  John 
and  John  Alban  have  by  their  gift.  For  this  John  and  John  Alban 
granted  them  to  John  Tony  and  Leticia  and  rendered  them  to  them  in 
the  court.  To  have  and  to  hold  to  John  Tony  and  Leticia  during 
their  lives  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements;  with  remainder  after  their  deaths  to  John  de  Wode- 
manton de  Bourchalke  and  Joan  his  wife  and  the  heirs  of  their  bodies 
issuing,  to  hold  as  aforesaid  for  ever;  with  remainder  should  they  die- 
without  heir  of  their  bodies  issuing  to  John  son  of  the  said  John  de 
Wodemanton  de  Bourchalke  and  the  heirs  of  his  body  begotten,  to  hold 
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as  aforesaid  for  ever;  with  remainder  should  he  die  without  heir  of  his 
body  issuing  to  William,  brother  of  the  said  John  son  of  John,  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder 
should  William  die  without  heir  of  his  body  begotten,  to  Matilda  sister 
of  William  and  the  heirs  of  her  body  begotten,  to  hold  as  aforesaid  for 
ever ;  with  remainder  should  Matilda  die  without  heir  of  her  body 
begotten,  to  Alice  sister  of  Matilda  and  the  heirs  of  her  body  begotten, 
to  hold  as  aforesaid  for  ever  ;  with  remainder  should  Alice  die  without 
heir  of  her  body  begotten  to  Edith  sister  of  Alice  and  the  heirs  of  her 
body  begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder  should 
Edith  die  without  heir  of  her  body  begotten  to  the  right  heirs  of  John 
Tony,  to  hold  as  aforesaid  for  ever. 

(146)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
17  Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  Holy 
Trinity,  18  Edward  III.,  between  Reginald  le  Fitz  Herberd,  querent, 
and  Henry  le  Fitz  Roger  and  Elizabeth  his  wife,  deforciants,  of  a  moiety 
of  the  manors  of  Hynton  and  Mayne  and  a  moiety  of  one  knight's  fee 
in  Mayne.  Plea  of  covenant  was  summoned.  Henry  and  Elizabeth 
acknowledged  the  moieties  to  be  the  right  of  Reginald  and  rendered 
to  them  the  moiety  of  the  manors  in  the  court,  except  five  messuages, 
four  virgates  of  land  and  three  acres  of  meadow  in  Hynton,  and  they 
granted  to  Reginald  the  moiety  of  the  knight's  fee  together  with  the 
hommage  and  whole  services  of  John  Gasselyn,  chivaler,  Richard  de 
Mayne,  Thomas  Harald,  John  Deueroys  and  Nicholas  Meleplasse  and 
their  heirs  in  respect  of  all  the  tenements  which  they  held  of  Henry  and 
Elizabeth  in  Mayne.  To  have  and  to  hold  to  Reginald  and  his  heirs  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
moieties,  as  is  aforesaid,  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Henry  that  two  messuages,  two  virgates  of  land  and 
three  acres  of  meadow  in  Hynton  which  William  Thurmund  and  Alice 
his  wife  held  for  term  of  life,  and  one  messuage,  one  virgate  of  land 
in  Hynton  which  Bartholomew,  parson  of  the  church  of  Hynton,  and 
Peter  de  Hynton  held  for  term  of  life,  and  also  two  messuages,  one 
virgate  of  land  in  Hynton  which  William  Wakehurst  held  for  term  of 
life  of  the  inheritance  of  the  said  Henry  on  the  day  this  concord  was 
made,  and  which  after  the  deaths  of  William  Thurmund,  Alice, 
Bartholomew,  Peter  and  William  Wakehurst  ought  to  revert  to  Henry 
and  Elizabeth  and  the  heirs  of  Henry  should  then  remain  wholly  to  the 
aforesaid  Reginald  and  his  heirs.  To  hold  together  with  the  moieties 
which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements  for  ever.  For  this  Reginald 
gave  to  Henry  and  Elizabeth  one  hundred  pounds  sterling. 

(147)  At  Westminster,  one  month  after  Easter  day,  between  the 
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Abbot  of  Hide  near  Winchester  (Hida  juxta  Wynton),  querent,  and 
Drogo  Bardolf  and  Alice  his  wife,  deforciants,  of  one  messuage,  one 
mill,  one  carucate  of  land  in  Pudeletrenchyde.  Plea  of  covenant  was 
summoned.  Drogo  and  Alice  acknowledged  the  tenements  to  be  the 
right  of  the  Abbot  and  his  church  of  St.  Peter  of  Hide  near  Winchester, 
as  by  their  gift.  To  have  and  to  hold  to  the  Abbot  and  his  successors 
and  his  church,  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements,  for  ever.  Moreover  Drogo  and  Alice  and  the  heirs 
of  Drogo  will  warrant  the  tenements  to  the  Abbot  and  his  successors 
against  all  men  for  ever.  For  this  the  Abbot  gave  to  Drogo  and  Alice 
one  hundred  marcs  of  silver. 

(148)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between  Geoffrey 
de  Bares  and  Joan  his  wife,  querents,  by  Richard  Beynyn  in  Joan's  place, 
and  John  de  Godmanston,  deforciant,  of  four  messuages,  two  carucates 
of  land,  sixteen  acres  of  meadow,  fifty  acres  of  pasture,  ten  acres  of  wood 
in  Hulfeld,  Helfehide,  Forfardeston,  Dorcestre,  Stapelford  and  Watere 
juxta  Chermynstre.  Plea  of  covenant  was  summoned.  Geoffrey  ac- 
knowledged the  tenements  to  be  the  right  of  John  as  by  his  gift.  For 
this  John  granted  them  to  Geoffrey  and  Joan  and  rendered  them  to  them 
in  the  court.  To  have  and  to  hold  to  Geoffrey  and  Joan  for  their  lives, 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
tenements;  with  remainder  after  their  deaths  to  Benedict  their  son,  to 
hold  as  aforesaid  during  his  life;  with  remainder  after  Benedict's  death 
to  William  brother  of  Benedict  and  the  heirs  of  his  body  begotten,  to 
hold  as  aforesaid  for  ever;  with  remainder  should  William  die  without 
heir  of  his  body  to  the  right  heirs  of  the  aforesaid  Geoffrey,  to  hold  as 
aforesaid  for  ever.  John  and  his  heirs  will  warrant  the  tenements  to 
Geoffrey  and  Joan,  Benedict,  William  and  his  heirs  and  the  right  heirs 
of  Geoffrey  against  all  men  for  ever. 

19  Edward  III.  (1345)- 

(149)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary, 
between  Nicholas  de  Wyltesire  and  Elena  his  wife,  querents,  by  John 
de  Hynenden  in  Elena's  place,  and  John  de  Mersshtone  and  Margaret 
his  wife,  deforciants,  of  one  messuage,  thirty-eight  acres  of  land,  three 
acres  of  meadow  and  pasture  for  two  horses,  six  oxen,  eighty  sheep  and 
twelve  pigs  in  Dudelyngtone  which  John  de  Wake  of  Horton  holds 
for  term  of  life.  Plea  of  covenant  was  summoned.  John  de  Mershtone 
and  Margaret  acknowledged  the  tenements  and  pasture  to  be  the  right 
of  Nicholas  and  granted  for  themselves  and  the  heirs  of  Margaret  that 
the  tenements  and  pasture  which  John  de  Wake  held  for  life  ol  the 
inheritance  of  Margaret  in  the  said  vill  on  the  day  this  concord  was 
made  and  which  after  his  death  ought  to  revert  to  John  de  Mershtone 
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and  Margaret  and  the  heirs  of  Margaret,  should  then  remain  to  Nicholas 
and  Elena  and  the  heirs  of  Nicholas,  to  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements  and  pasture  for 
ever.  John  de  Mershtone  and  Margaret  and  the  heirs  of  Margaret  will 
warrant  the  tenements  and  pasture  to  Nicholas  and  Elena  and  the  heirs 
of  Nicholas  against  all  men  for  ever.  For  this  Nicholas  and  Elena 
gave  to  John  de  Mershtone  and  Margaret  forty  marcs  of  silver.  This 
concord  was  made  there  being  present  John  de  Wake  who  acknowledged 
that  he  had  nothing  in  the  said  tenements  and  pasture  except  for  term 
of  life,  and  they  (John  and  Margaret)  rendered  the  tenements  and 
pasture  to  Nicholas  and  Elena  in  the  court. 

(150)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary, 
between  John  Wake  of  Horton,  querent,  and  John  de  Merhstone  and 
Margaret  his  wife,  deforciants,  of  one  messuage,  one  garden,  three  tofts, 
one  and  a  half  carucate  of  land,  two  acres  of  meadow,  two  acres  of 
pasture  in  Hortone,  Knoltone,  Chorletone  and  La  Wodelande.  Plea  of 
covenant  was  summoned.  John  de  Merhstone  and  Margaret  acknow- 
ledged the  tenements  to  be  the  right  of  John  Wake  and  rendered  them 
to  him  in  the  court.  To  have  and  to  hold  to  John  Wake  and  his  heirs 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
tenements  for  ever.  Moreover  they  and  the  heirs  of  Margaret  will 
warrant  the  tenements  to  John  Wake  and  his  heirs  against  all  men 
for  ever.  For  this,  John  Wake  gave  to  John  de  Merhstone  and 
Margaret  100  marcs  of  silver. 

(151)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  16  Edward 
III.,  and  afterwards  in  the  octaves  of  Holy  Trinity,  19  Edward  III., 
between  Hugh  de  Courteney,  Earl  of  Devon,  and  Margaret  his  wife, 
querents,  and  John  son  of  William  de  Salesbury,  deforciant,  of  the 
manor  of  Corfton  and  advowson  of  the  chapel.  Plea  of  covenant  was 
summoned.  John  granted  for  himself  and  his  heirs  that  the  said  manor 
which  Thomas  West,  chivaler,  held  for  the  life  of  Hillaria  who  was 
the  wife  of  William  de  Salesbury,  and  also  that  the  said  advowson 
which  Robert  Bishop  of  Salisbury  held  for  the  life  of  the  said  Hillaria, 
of  the  inheritance  of  the  aforesaid  John  on  the  day  this  concord  was 
made,  and  which  after  the  decease  of  Hillaria  ought  to  revert  to  John 
and  his  heirs,  should  then  wholly  remain  to  the  Earl  and  Margaret. 
To  hold  for  their  lives  of  the  chief  lords  of  that  fee  by  the  ['services 
which  belong  to  the  manor  and  advowson  ;  with  remainder  after  their 
deaths  to  Edward  their  son  and  the  heirs  of  his  body  begotten,  to 
hold  as  aforesaid  for  ever ;  with  remainder,  should  Edward  die  without 
heir  of  his  body  begotten  to  William  brother  of  Edward,  and  the  heirs 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder, 
should  William  die  without  heir  of  his  body  begotten,  to  the  right 
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heirs  of  the  Earl,  to  hold  as  aforesaid  for  ever.  John  and  his  heirs  will 
warrant  the  manor  and  advowson  to  the  Earl  and  Margaret,  Edward  and 
his  heirs,  William  and  his  heirs  and  the  right  heirs  of  the  Earl,  against 
all  men  for  ever.  For  this,  the  Earl  and  Margaret  gave  to  John  one- 
hundred  marcs  of  silver. 

(152)  At  Westminster,  fifteen  days  after  Easter  day,  19  Edward  III., 
and  afterwards  in  the  octaves  of  Holy  Trinity  in  the  same  year,  between 
Thomas  de  Preston,  querent,  and  William  de  Northo  and  Dionisia  his 
wife,  deforciants,  of  one  messuage,  one  hundred  and  twenty  acres  of 
land,  ten  acres  of  meadow,  forty  acres  of  pasture,  fifteen  acres  of  wood 
and  twenty  shillings  of  rent  in  Fountemel  and  Iwernemenstre  which 
Christiana  who  was  the  wife  of  William  de  Northo  senior  holds  in  dower. 
Plea  of  covenant  was  summoned.  William  and  Dionisia  acknowledged 
the  tenements  to  be  the  right  of  Thomas,  and  granted  for  themselves 
and  the  heirs  of  Dionisia  that  the  said  tenements  which  Christiana  held 
in  dower  of  the  inheritance  of  the  said  Dionisia  in  the  said  vills  on  the 
day  this  concord  was  made  and  which  after  the  decease  of  Christiana 
ought  to  revert  to  William  and  Dionisia  and  the  heirs  of  Dionisia, 
should  then  wholly  remain  to  Thomas  and  his  heirs.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  tenements 
for  ever. 

(153)  At  Westminster,  fifteen  days  after  Easter  day,  between  William 
de  Northo  and  Dionisia  his  wife,  querents,  and  Hugh  atte  Chaumbre 
and  Thomas  de  Preston,  deforciants,  of  the  manor  of  Preston  juxta 
Shaftesbury.  Plea  of  covenant  was  summoned.  William  and  Dionisia 
acknowledged  the  manor  to  be  the  right  of  Hugh,  as  that  which  Hugh 
and  Thomas  have  by  their  gift.  For  this  Hugh  and  Thomas  granted 
the  manor  to  them  and  rendered  it  to  them  in  the  court.  To  have  and 
to  hold  to  William  and  Dionisia  during  their  lives,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  manor ;  with  remainder 
after  "their  deaths  to  Thomas  de  Grofhurst  and  Margery  his  wife  and 
the  heirs  of  their  (bodies  issuing,  to  hold  as  aforesaid  for  ever ;  with 
remainder  should  Thomas  and  Margery  die  without  heir  of  their  bodies 
issuing  to  the  right  heirs  of  Dionisia,  to  hold  as  aforesaid  for  ever. 

(154)  At  Westminster,  fifteen  days  after  Easter  day,  between  Hugh 
de  Courtenaye,  Earl  of  Devon,  and  Margaret  his  wife,  querents,  and 
William  de  Chebeseye  and  Richard  de  Brankescombe,  deforciants,  ot 
the  manor  of  Brodewyndesore  and  the  hundred  of  Brodewyndesore. 
Plea  of  covenant  was  summoned.  William  and  Richard  granted  the 
manor  and  hundred  to  the  Earl  and  Margaret  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  the  Earl  and  Margaret  and 
the  heirs  of  the  Earl,  of  the  King  and  his  heirs  by  the  services  which 
belong  to  the  manor  and  hundred  for  ever.    For  this  the  Earl  and 
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Margaret  gave  to  William  and  Richard  two  hundred  marcs  of  silver. 
This  concord  was  made  by  precept  of  the  King. 

[Endorsed.] 

Thomas  son  of  John  de  Alneto  put  in  his  claim. 

(155)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  19  Edward  III.,  and  afterwards  in  the  octaves  of  St. 
Michael  in  the  same  year,  between  John  de  Fyfhyde  and  Juliana  his 
wife,  querents,  by  Richard   Beynyn  in  Juliana's  place,  and  John  de 
Ekerdon,  deforciant,  of  ten  acres  of  pasture  and  eleven  shillings  of  rent 
in  Stokkecoillard,  Fitelforde  and  Stormynstre  and  the  manor  of  Fyfhyde 
Nevyle,  except  four  messuages,  one  mill,  fifteen  acres  and  three  roods  of 
land,  three  acres  and  one  rood  of  meadow,  eight  shillings  and  eleven- 
pence of  rent  in  the  same  manor.    Plea  of  covenant  was  summoned. 
John  de  Fyfhyde  acknowledged  the  tenements  and  manor  as  is  afore- 
said to  be  the  right  of  John  de  Ekerdon,  of  which  the  said  John  has  the 
pasture  and  manor  as  is  aforesaid  byjohn  de  Fyfhyde's  gift.    For  this 
John  de  Ekerdon  granted  the  pasture,  rent  and  manor  as  is  aforesaid  to 
John  de  Fyfhyde  and  Juliana  together  with  the  hommage  and  whole 
services  of  John  Maury  and  Richard  Cristwot  and  their  heirs  in  respect 
of  all  the  tenements  which  they  held  before  of  the  said  John  de  Ekerdon 
in  the  said  vills  and  rendered  them  to  them  in  the  court.    To  have  and 
to  hold  to  John  de  Fyfhyde  and  Juliana  during  their  lives  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  pasture,  rent 
and  manor,  as  is  aforesaid ;  with   remainder  after  their  deaths  to. 
William  son  of  the  said  John  de  Fyfhyde  senior,  and  the  heirs  male  of 
his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder,  should 
William  son  of  John  de  Fyfhyde  senior  die  without  heir  male  of  his 
body  begotten,  to  John  brother  of  the  said  William  and  the  heirs  male 
of  his  body  begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder, 
should  John  brother  of  William  die  without  heir  male  of  his  body  be- 
gotten, to  Nicholas  brother  of  John,  and  the  heirs  male  of  his  body 
begotten,  to  hold  as  aforesaid  tor  ever;  with  remainder  should  Nicholas 
die  without  heir  male  of  his  body  begotten,  to  Thomas  brother  of 
Nicholas,  and  the  heir  male  of  his  body  begotten,  to  hold  as  aforesaid 
for  ever ;  with  remainder  should  Thomas  die  without  heir  male  of  his 
body  begotten,  to  the  right  heirs  of  the  said  John  de  Fyfhyde,  to  hold 
as  aforesaid  for  ever. 

(156)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  James  de  Wilton  and  Elizabeth  his  wife,  querents,  and  Robert 
de  Herdewyk,  parson  of  the  church  of  Wonestre,  deforciants,  of  two 
messuages,  one  mill,  two  carucates  of  land,  seventeen  acres  of  meadow, 
twenty  acres  of  pasture,  three  acres  of  wood  and  forty  shillings  of  rent 
in  Marnhull  and  Todebere.    Plea  of  covenant  was  summoned.  Robert 
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granted  one  messuage,  the  mill,  one  carucate  of  land,  seven  acres  of 
meadow,  ten  acres  of  pasture,  the  wood  and  twelve  shillings  of  rent 
together  with  the  hommages  and  whole  services  of  William  de  Carente, 
John  le  Kyng,  Robert  atte  More,  John  Lymbergh,  John  le  Rouk  and 
their  heirs  in  respect  of  all  the  tenements  which  they  before  held  of  the 
said  Robert  de  Herdewyk  in  the  vill  of  Todebere  and  rendered  them  to 
them  in  the  court.  To  have  and  to  hold  to  James  and  Elizabeth 
during  their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  and  rent.  Moreover  Robert  de  Herdewyk 
granted  for  himself  and  his  heirs  that  eight  acres  of  land  which  John 
Wolnad  held  for  life  of  the  inheritance  of  the  said  Robert  in  the  vill  of 
Todebere  on  the  day  this  concord  was  made  and  which  after  his  death 
ought  to  revert  to  Robert  and  his  heirs,  should  then  wholly  remain  to 
James  and  Elizabeth,  to  hold  during  their  lives  together  with  the  tene- 
ments and  rent  which  remain  to  them  by  this  fine  by  the  services  which 
belong  to  that  land  ;  with  remainder  after  their  deaths  to  Walter  de 
Thornhull,  to  hold  for  life,  as  aforesaid  ;  with  remainder  after  the  said 
Walter's  death  to  Walter  son  of  the  aforesaid  James  and  the  heirs  of 
his  body  begotten,  to  hold  as  aforesaid  for  ever;  with  remainder  should 
Walter  son  of  James  die  without  heir  of  his  body  begotten  to  the  right 
heirs  of  the  said  James,  to  hold  as  aforesaid  for  ever.  Robert  ide 
Herdewyk  granted  also  to  James  and  Elizabeth  all  the  residue  of  the 
tenements,  namely  one  messuage,  one  carucate  of  land,  ten  acres  of 
meadow,  ten  acres  of  pasture  and  twenty-eight  shillings  of  rent  in  the 
vill  of  Marnhull  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  James  and  Elizabeth  and  the  heirs  of  their  bodies  issuing 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  tene- 
ments and  rent  for  ever ;  with  remainder  should  James  and  Elizabeth 
die  without  heir  of  their  bodies  issuing  to  Walter  son  of  James  and  the 
heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with  remainder 
should  Walter  die  without  heir  of  his  body  begotten  to  the  right  heirs 
of  the  aforesaid  James  to  hold  as  aforesaid  for  ever. 

[Endorsed.] 
William  de  Carente  put  in  his  claim. 

(157)  At  Westminster,  fifteen  days  after  •  the  day  of  St.  Michael, 
between  John  de  Bourton  and  Cristina  who  was  the  wife  of  James  de 
Clanaxio,  querents,  and  John  Carle,  parson  of  the  church  of  Chaluedon 
Heryng,  deforciant,  of  two  mills,  one  hundred  and  eighty  acres  of  land, 
thirty  acres  of  meadow,  one  hundred  acres  of  pasture,  forty  acres  ot 
furze  and  eight  marcs  of  rent  in  Bourton  juxta  Dorchestre.  Plea  of 
covenant  was  summoned.  John  Carle  granted  the  tenements  to  John 
de  Bourton  and  Cristina  and  rendered  them  to  them  in  the  court.  To 
have  and  to  hold  to  John  de  Bourton  and  Cristina  and  the  heirs  of  their 
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bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  said  tenements ;  with  remainder  should  they  die  without  heir  of 
their  bodies  issuing  to  Adam  atte  More  and  Anastasia  his  wife  and 
the  heirs  of  their  bodies  issuing,  to  hold  as  aforesaid  for  ever ;  with 
remainder  should  Adam  and  Anastasia  die  without  heir  of  their  bodies 
issuing  to  the  right  heirs  of  John  de  Bourton  to  hold  as  aforesaid  for 
ever. 

[Endorsed.'] 

John  son  of  John  de  Bourton  and  Joan  his  wife  put  in  their  claim. 

(158)  At  Westminster,  on  the  morrow  of  St.  Martin,  between 
William  Colt  and  Alice  his  wife,  querents,  and  John  de  Knyghteton  and 
Joan  his  wife,  deforciants,  of  two  and  a  half  acres  of  meadow  and  a 
moiety  of  one  acre  of  land  in  Waldich  juxta  Brideport.  Plea  of  cove- 
nant was  summoned.  John  and  Joan  granted  the  tenements  to 
William  and  Alice  and  rendered  them  to  them  in  the  court.  To 
have  and  to  hold  to  William  and  Alice  during  their  lives,  of  John  and 
Joan  and  the  heirs  of  John,  rendering  therefor  yearly  one  rose  at  the 
feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  &c,  due  to  John 
and  Joan  and  the  heirs  of  John,  and  doing  therefor  for  them  and  the 
heirs  of  John  all  other  services  which  belong  to  the  tenements.  John 
and  Joan  and  the  heirs  of  John  will  warrant  the  tenements  to  William 
and  Alice  during  their  lives  against  all  men,  After  their  deaths  the 
tenements  shall  revert  to  John  and  Joan  and  the  heirs  of  John  quit  of 
the  heirs  of  William  and  Alice.  To  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  said  tenements  for  ever.  For  this 
William  and  Alice  gave  to  John  and  Joan  ten  marcs  of  silver. 

(159)  At  Westminster,  one  month  after  Easter  day,  19  Edward  III., 
and  afterwards  fifteen  days  after  the  day  of  St.  Michael,  in  the  same 
year,  between  William  de  Frome  and  Elizabeth  his  wife,  querents,  and 
William  Talemache  and  Juliana  his  wife,  deforciants,  of  two  messuages, 
twenty-four  acres  of  land,  two  acres  of  meadow  in  Wynterbourne 
Houndyngton  which  William  de  Babeton  and  Margaret  his  wife  hold 
for  term  of  Margaret's  life.  Plea  of  covenant  was  summoned.  WTilliam 
Talemache  and  Juliana  granted  for  themselves  and  the  heirs  of  Juliana 
that  the  said  tenements  which  William  de  Babeton  and  Margaret  held 
for  Margaret's  life  of  the  inheritance  of  Juliana  in  the  said  vill  on  the 
day  this  concord  was  made  and  which  after  Margaret's  death  ought  to 
revert  to  William  Talemache  and  Juliana  and  the  heirs  of  Juliana,  should 
then  wholly  remain  to  William  de  Frome  and  Elizabeth  and  the  heirs 
of  William,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever.  William  Talemache  and  Juliana 
and  the  heirs  of  Juliana  will  warrant  the  tenements,  as  is  aforesaid,  to 
William  de  Frome  and  Elizabeth  and  the  heirs  of  William  against  all 
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men  for  ever.     For  this  William  de  Frome  and  Elizabeth  gave  to 
William  Talemache  and  Juliana  twenty  pounds  sterling. 

(160)  At  Westminster,  on  the  morrow  of  St.  Martin,  between  Henry 
Talebot  de  Purbik  and  Henry  son  of  Henry  Talebot  and  Alianora  his 
wife,  querents,  and  John  Talebot  de  Insula  Vecta,  deforciant,  of  the 
manor  of  Godelyngeston.  Plea  of  covenant  was  summoned.  Henry 
Talebot  acknowledged  the  manor  to  be  the  right  of  John  as  by  his  gift. 
For  this  John  granted  the  manor  to  Henry  Talebot  and  rendered  it  to 
him  in  the  court.  To  have  and  to  hold  to  Henry  for  life,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  that  manor ;  with  re- 
mainder after  his  death  to  the  aforesaid  Henry  son  of  Henry  and  Alia- 
nora his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  as  aforesaid 
for  ever ;  with  remainder  should  Henry  son  of  Henry  and  Alianora  die 
without  heir  of  their  bodies  issuing  to  the  right  heirs  of  the  aforesaid 
Henry  Talebot,  to  hold  as  aforesaid  for  ever. 

(161)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  John  de  Brideport  and  Cecilia  his  wife,  querents,  and  Thomas 
de  Fremantel  and  Adam  de  Staunton,  chaplain,  deforciants,  of  the 
manor  of  Litel  Kurchel.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  manor  to  be  the  right  of  Thomas,  as  that  which 
Thomas  and  Adam  have  by  his  gift.  For  this,  Thomas  and  Adam 
granted  the  manor  to  John  and  Cecilia  and  rendered  the  same  to  them 
in  the  court.  To  have  and  to  hold  to  John  and  Cecilia  and  the  heirs 
of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  manor  for  ever ;  with  remainder  should  John  and 
Cecilia  die  without  heir  of  their  bodies  issuing  to  John  de  Chidiok, 
"chivaler,"  and  his  heirs,  to  hold  as  aforesaid  for  ever. 

(162)  At  Westminster,  fifteen  days  after  the  day  of  St.  Martin, 
between  Ralph  de  Grey  and  Joan  his  wife,  querents,  and  Simon  son 
of  John  de  Meryet  de  Hestercombe,  deforciant,  of  a  moiety  of  the 
manor  of  Combe  Caygnes.  Plea  of  covenant  was  summoned.  Simon 
acknowledged  the  moiety  to  be  the  right  of  Ralph,  as  that  which  Ralph 
and  Joan  have  by  his  gift.  To  have  and  to  hold  to  Ralph  and  Joan 
and  the  heirs  of  Ralph  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  moiety  for  ever.  Moreover  Simon  and  his 
heirs  will  warrant  the  moiety  to  Ralph  and  Joan  and  the  heirs  of  Ralph 
against  all  men  for  ever.  For  this  Ralph  and  Joan  gave  to  Simon 
twenty  marcs  of  silver. 

20  Edward  III.  (1346). 

(163)  At  Westminster  fifteen  days  after  Easter  day,  19  Edward  III., 
and  afterwards  fifteen  days  after  Easter  day,  20  Edward  III.,  between 
John  de  Tydilmynton,  clerk,  querent,  and  Peter  Malorre,  "chivaler," 
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deforciant,  of  the  manor  of  Stottyngweye.  Plea  of  covenant  was 
summoned.  Peter  acknowledged  the  manor  to  be  the  right  of  John,  of 
which  John  has  two  parts  by  Peter's  gift.  To  have  and  to  hold  to  John 
and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  two  parts  for  ever.  Moreover  Peter  granted  for  himself  and 
his  heirs  that  one-third  part  of  the  said  manor  which  Thomas  de  Byfeld 
and  Margaret  his  wife  held  in  Margaret's  dower  of  the  inheritance  of  the 
said  Peter  on  the  day  this  concord  was  made,  and  which  after  Margaret's 
death  ought  to  revert  to  him  and  his  heirs,  should  then  remain  to  John 
and  his  heirs,  to  hold  together  with  the  said  two  parts  which  remain 
to  him  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  third  part  for  ever.  Peter  and  his  heirs  will  warrant 
the  manor  as  is  aforesaid  to  John  and  his  heirs  against  all  men  for  ever. 
For  this,  John  gave  to  Peter  one  hundred  marcs  of  silver.  This 
concord  was  made,  there  being  present  Thomas  and  Margaret  who 
agreed  thereto  and  acknowledged  they  had  nothing  in  the  said  third 
part  except  as  Margaret's  dower  and  rendered  that  third  part  to  John  in 
the  Court. 

(164)  At  Westminster,  in  the  octaves  of  St.  Hilary,  19  Edward  III., 
and  in  the  octaves  of  Holy  Trinity,  20  Edward  III.,  between  William 
de  Northo  and  Dionisia  his  wife,  querents,  by  John  de  Ofham  in 
Dionisia's  place,  and  Thomas  de  Preston,  deforciant,  of  one  messuage, 
twenty  acres  of  land,  ten  acres  of  meadow,  forty  acres  of  pasture,  fifteen 
acres  of  wood,  twenty  shillings  of  rent  in  Fountemel  and  Iwerneminstre 
which  Cristiana  who  was  the  wife  of  William  de  Northo  senior  holds 
in  dower.  Plea  of  covenant  was  summoned.  Thomas  granted  for 
himself  and  his  heirs  that  the  said  tenements  which  Cristiana  held 
in  dower  of  the  inheritance  of  the  said  Thomas  in  the  said  vills  on  the 
day  this  concord  was  made,  and  which  after  Cristiana's  death  ought 
to  revert  to  him  and  his  heirs,  should  then  remain  to  William  and 
Dionisia,  to  hold  for  their  lives,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements ;  with  remainder  after  their 
deaths  to  Thomas  de  Grofhurst  and  Margery  his  wife  and  the  heirs  of 
their  bodies  issuing,  to  hold  as  aforesaid  for  ever  ;  with  remainder  should 
Thomas  de  Grofhurst  and  Margery  die  without  heir  of  their  bodies 
issuing  to  the  right  heirs  of  Dionisia,  to  hold  as  aforesaid  for  ever. 
For  this  William  and  Dionisia  gave  to  Thomas  de  Preston  one  hundred 
marcs  of  silver. 

(165)  At  Westminster,  three  weeks  after  Easter  day,  20  Edward  III., 
and  afterwards  on  the  morrow  of  St.  John  Baptist,  in  the  same  year, 
between  Thomas  Baret,  querent,  and  Thomas  de  Litteltone  and  Alice 
his  wife,  deforciants,  of  three  messuages,  eighteen  acres  of  land,  one  and 
a  half  acre  of  meadow  and  six  shillings  of  rent  in  Cherletone  juxta 
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Spectbury.  Plea  of  covenant  was  summoned.  Thomas  de  Litteltone 
and  Alice  acknowledged  the  tenements  to  be  the  right  of  Thomas  Baret, 
of  which  he  has  the  messuages,  seventeen  acres  of  land  and  one  acre  of 
meadow  by  their  gift,  and  they  granted  to  him  the  said  rent  together 
with  the  homages  and  whole  services  of  John  Lyne  and  Margery  his 
wife  and  of  Robert  Lyne  and  his  heirs  in  respect  of  all  the  tenements 
which  they  held  before  of  Thomas  de  Litteltone  and  Alice  in  the  said 
vill.  To  have  and  to  hold  to  Thomas  Baret  and  his  heirs  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  and 
rent  for  ever.  Moreover,  Thomas  de  Litteltone  and  Alice  granted  for 
themselves  and  the  heirs  of  Alice  that  one  acre  of  land  and  a  moiety  of 
one  acre  of  meadow,  which  Walter  le  Webbe  held  for  term  of  life  of  the 
inheritance  of  the  said  Alice,  in  the  said  vill  on  the  day  this  concord 
was  made,  and  which  after  the  decease  of  Walter  ought  to  revert  to 
Thomas  de  Litteltone  and  Alice  and  the  heirs  of  Alice,  should  then 
wholly  remain  to  Thomas  Baret  and  his  heirs,  to  hold  together  with 
the  said  tenements  and  rent  which  to  him  remain  by  this  fine,  as  afore- 
said, for  ever.  Thomas  de  Litteltone  and  the  heirs  of  Alice  will  warrant 
the  tenements  and  rent  to  Thomas  Baret  and  his  heirs  against  all  men 
for  ever.  For  this  Thomas  Baret  gave  to  Thomas  de  Litteltone  and 
Alice  twenty  marcs  of  silver. 

(166)  At  Westminster,  fifteen  days  after  the  day  of  St.  John  Baptist, 
between  John  Gogh,  clerk,  querent,  and  John  de  Melton  of  Barton, 
deforciant,  of  a  moiety  of  the  manor  of  Rammesham  and  the  advowson 
of  the  church.  Plea  of  covenant  was  summoned.  John  de  Melton 
acknowledged  the  moiety  and  advowson  to  be  the  right  of  John  Gogh 
and  rendered  the  advowson  to  him  in  the  court.  To  have  and  to  hold 
to  John  Gogh  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  advowson  for  ever.  Moreover  John  de  Melton 
granted  for  himself  and  his  heirs  that  the  aforesaid  moiety  which  Guy 
de  Brian  held  for  term  of  the  lives  of  John  de  Munden,  John  Briot  and 
Robert  Hayward  of  the  inheritance  of  the  said  John  de  Melton  on  the 
day  this  concord  was  made,  and  which  after  their  deaths  ought  to  revert 
to  John  de  Melton -and  his  heirs,  should  then  wholly  remain  to  John 
Gogh  and  his  heirs,  to  hold  together  with  the  advowson  which  to  him 
remains  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  that  moiety  for  ever.  And  John  de  Melton  and  his  heirs  will 
warrant  the  moiety  and  advowson  to  John  Gogh  and  his  heirs  against 
all  men  for  ever.  For  this,  John  Gogh  gave  to  John  de  Melton  one 
hundred  marcs  of  silver. 

(167)  At  Westminster,  fifteen  days  after  the  day  of  St.  John  Baptist, 
between  John  Gogh,  clerk,  querent,  and  Richard  de  Gascrik,  deforciant,  ot 
a  moiety  of  the  manor  of  Rammesham  and  the  advowson  of  the  church. 
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Plea  of  covenant  was  summoned.  Richard  acknowledged  the  moiety 
and  the  advowson  to  be  the  right  of  John  and  remitted  them  for  himself 
and  his  heirs  to  John  and  his  heirs  for  ever.  Moreover  Richard  and 
his  heirs  will  warrant  the  moiety  and  advowson  to  John  and  his  heirs 
against  all  men  for  ever.  For  this  John  Gogh  gave  to  Richard  de 
Gascrik  one  hundred  marcs  of  silver. 

(168)  At  Westminster,  on  the  morrow  of  Souls,  between  Hugh 
Filial,  parson  of  the  church  of  Tarente  Hyneton,  querent,  and  James 
son  of  James  Husee  de  Kyngiston  and  Joan  his  wife,  deforciants,  of  two 
messuages,  one  carucate  and  forty-seven  acres  of  land,  seventeen  acres 
of  meadow  and  four  marcs  of  rent  in  Wynterbourne  Maureward.  Plea 
of  covenant  was  summoned.  James  and  John  granted  to  Hugh  one 
messuage,  forty-five  acres  of  land,  three  acres  of  meadow  of  the  said 
tenements.  To  have  and  to  hold  to  Hugh  and  his  heirs  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements  for 
ever.  Moreover  they  granted  to  Hugh  all  the  residue  of  the  tenements, 
namely  :  one  messuage,  the  carucate  and  two  acres  of  land,  fourteen 
acres  of  meadow  and  the  said  rent,  and  remitted  whatever  they  had  in 
those  tenements  for  term  of  their  lives  to  Hugh  and  his  heirs  for  ever. 
For  this  Hugh  gave  to  James  and  Joan  one  hundred  marcs  of  silver. 

[Endorsed.] 
John  Dobre  put  in  his  claim. 

(169)  At  Westminster,  in  the  octaves  of  St.  Michael,  between 
Reginald  de  Southam,  chaplain,  querent,  and  Robert  de  Aulton  and 
Albreda  his  wife,  deforciants,  of  the  manor  of  Fossardeston.  Plea  of 
covenant  was  summoned.  Robert  and  Albreda  acknowledged  the 
manor  to  be  the  right  of  Reginald,  and  remitted  it  for  themselves  and 
the  heirs  of  Albreda  to  Reginald  and  his  heirs  for  ever.  For  this  Regi- 
nald gave  to  Robert  and  Albreda  one  hundred  marcs  of  silver. 

(170)  At  Westminster,  three  weeks  after  the  day  of  St.  Michael, 
between  John  son  of  Henry  de  Knyghtteton  and  Margaret  his  wife, 
querents,  and  Nicholas  Le  Duyn  and  Alice  his  wife,  deforciants,  of  the 
manor1  of  Assh  and  Iwernelazerton  juxta  Iwernestapelton.  Plea  of 
covenant  was  summoned.  John  acknowledged  the  manor  to  be  the 
right  of  Alice,  as  that  which  Nicholas  and  Alice  have  by  his  gift.  For 
this  Nicholas  and  Alice  granted  the  manor  to  John  and  Margaret,  and 
rendered  it  to  them  in  the  court.  To  have  and  to  hold  to  John  and 
Margaret  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  that  manor  for  ever  ;  with  remainder 
should  John  and  Margaret  die  without  heir  of  their  bodies  issuing  to 
the  right  heirs  of  Margaret,  to  hold  as  aforesaid  for  ever. 

(171)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between  William 

1  There  is  only  one  manor. 
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son  of  William  de  Estokes  "  chivaler  "  and  Emma  his  wife,  querents, 
and  John  Peverel,  deforciant,  of  one  messuage,  one  carucate  of  land, 
twelve  acres  of  pasture  in  Seint  Andreues-churche  juxta  Brounzate  and 
Estoke  juxta  Bynedon.  Plea  of  covenant  was  summoned.  William 
acknowledged  the  tenements  to  be  the  right  of  John  as  by  his  gift. 
For  this  John  granted  the  tenements  to  William  and  Emma,  and 
rendered  them  to  them  in  the  court.  To  have  and  to  hold  to  William 
and  Emma  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of 
that,  fee  by  the  services  which  belong  to  those  tenements  for  ever ;  with 
remainder  should  William  and  Emma  die  without  heir  of  their  bodies 
issuing  to  the  right  heirs  of  the  said  William,  to  hold  as  aforesaid,  for 
ever. 

21  Edward  III.  (1347). 

(172)  At  Westminster,  in  the  octaves  of  St.  Hilary,  between  John 
son  of  John  Mynne,  querent,  and  Thomas  atte  Wode  and  Alice  his 
wife,  deforciants,  of  one  messuage  in  Shirborne.  Plea  of  covenant  was 
summoned.  Thomas  and  Alice  acknowledged  the  messuage  to  be  the 
right  of  John,  and  remitted  the  same  for  themselves  and  the  heirs  of 
Alice  to  John  and  his  heirs  for  ever.  Moreover  they  granted  for  them- 
selves and  the  heirs  of  Alice  that  they  will  warrant  the  messuage  to 
John  and  his  heirs  against  all  men  for  ever.  For  this  John  gave  to 
Thomas  and  Alice  one  hundred  shillings  of  silver. 

(173)  At  Westminster,  fifteen  days  after  Easter  day,  21  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Michael  in  the  same  year,  between 
Thomas  de  Estoke  and  Elizabeth  his  wife,  querents,  and  William  de 
Estoke  de  Berneston  and  Alice  his  wife,  deforciants,  of  nine  messuages, 
one  mill,  one  hundred  and  forty -eight  acres  of  land,  four  acres  of  meadow 
and  two  shillings  of  rent  in  Magna  Crauford,  Parva  Crauford  and 
Speghtebury.  Plea  of  covenant  was  summoned.  Thomas  acknow- 
ledged the  tenements  to  be  the  right  of  William.  Of  which  William 
and  Alice  have  six  messuages,  the  mill,  one  hundred  and  thirty-nine 
acres  of  land,  three  and  a  half  acres  of  meadow  by  gift  of  Thomas.  For 
this  William  and  Alice  granted  the  said  tenements  and  rent  to  Thomas 
and  Elizabeth,  together  with  the  homages  and  whole  services  of  Thomas 
in  la  Mersh,  of  John  Basket  and  of  Peter  Baydok  and  their  heirs  in 
respect  of*  all  the  tenements  which  they  before  held  of  William  and 
Alice  in  the  said  vill  of  Magna  Crauford,  and  rendered  them  to  them 
in  the  court.  To  have  and  to  hold  to  Thomas  and  Elizabeth  and  the 
heirs  of  their  bodies  issuing  of  William  and  Alice  and  the  heirs  of 
William  for  ever,  rendering  therefor  yearly  to  William  and  Alice,  during 
William's  life,  five  marcs  seven  shillings  and  fourpence,  and  to  Alice 
during  her  life,  if  she  survives  William,  one  rose  at  the  feast  of  the 
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Nativity  of  St.  John  Baptist,  and  to  the  heirs  of  William  after  the 
decease  of  Alice,  one  rose  at  the  same  feast,  for  all  service,  &c,  to 
William  and  Alice  and  the  heirs  of  William  belonging,  and  doing 
therefor  to  the  chief  lords  of  that  fee  for  William  and  Alice  and  the 
heirs  of  William  all  other  services  which  to  the  said  tenements  and 
rent  belong  for  ever.  Moreover  William  and  Alice  granted  for  them- 
selves and  the  heirs  of  William  that  one  messuage  in  the  vill  of  Magna 
Crauford  which  Emma  daughter  of  Robert  le  Boghiere  held  for  life,  and 
one  messuage  in  Parva  Crauford  which  Thomas  Berde  held  for  life, 
and  one  messuage,  and  nine  acres  of  land  and  a  moiety  of  one  acre  of 
meadow  in  Speghtebury  which  Thomas  Coutre  held  for  life  of  the 
inheritance  of  the  said  William  on  the  day  this  concord  was  made,  and 
which  after  the  deaths  of  Emma,  Thomas  Berde  and  Thomas  Coutre 
ought  to  revert  to  William  and  Alice  and  the  heirs  of  William,  should 
then  wholly  remain  to  Thomas  de  Estoke  and  Elizabeth  and  their  heirs, 
to  hold  together  with  the  tenements  which  remain  to  them  by  this  fine 
of  William  and  Alice  and  the  heirs  of  William  by  the  services  as  is 
aforesaid  for  ever.  And  they  will  warrant  the  tenements  and  rent  to 
Thomas  de  Estoke  and  Elizabeth  and  their  heirs  against  all  men  for 
ever.  Should  Thomas  de  Estoke  and  Elizabeth  die  without  heir  of 
their  bodies  issuing  then  the  tenements  and  rent  wholly  will  revert 
to  William  and  Alice  and  the  heirs  of  William,  to  hold  as  aforesaid  for 
ever. 

(174)  At  Westminster,  fifteen  days  after  the  day  of  Holy  Trinity, 
between  Roger  Chaumpayne,  "  chivaler,"  and  Agnes  his  wife,  querents, 
and  Thomas  de  Sutton,  chaplain,  deforciant,  of  the  manor  of  Shapewyk. 
Plea  of  covenant  was  summoned.  Roger  acknowledged  the  manor  to 
be  the  right  of  Thomas,  as  by  his  gift.  For  this  Thomas  granted  the 
manor  to  Roger  and  Agnes  and  rendered  it  to  them  in  the  court.  To 
have  and  to  hold  to  Roger  and  Agnes  during  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  manor;  with  re- 
mainder after  their  deaths  to  Thomas  their  son,  and  the  heirs  of  his 
body  begotten,  to  hold  as  aforesaid  for  ever ;  with  remainder,  should 
Thomas  die  without  heir  of  his  body  begotten,  to  the  right  heirs  of 
Roger,  to  hold  as  aforesaid,  for  ever. 

(175)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  John  de  Coker,  clerk,  querent,  and  William  de  Sterte  and  Joan 
his  wife,  deforciants,  of  one  messuage,  thirteen  acres  of  land  in  Clifton 
Mabank.  Plea  of  covenant  was  summoned.  William  and  Joan  ac- 
knowledged the  tenements  to  be  the  right  of  John.  Of  which  he  has 
the  said  land  by  their  gift.  And  they  remitted  the  land  for  themselves 
and  the  heirs  of  William  to  John  and  his  heirs  for  ever.  Moreover 
they  granted  for  themselves  and  the  heirs  of  William  that  one  messuage 
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which  John  Boghe  Houpere  and  Emma  his  wife  held  for  life  of  the 
inheritance  of  the  said  William  in  the  said  vill  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  ought  to  revert  to  William  and 
Joan  and  the  heirs  of  William,  should  then  wholly  remain  to  John  de 
Coker  and  his  heirs,  to  hold  together  with  the  land  which  remains 
to  him  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  that  messuage  for  ever.  William  and  Joan  and  the  heirs  of 
William  will  warrant  all  the  above  said  tenements,  as  is  aforesaid,  to 
John  Coker  and  his  heirs  against  all  men  for  ever.  For  this  John  de 
Coker  gave  to  William  and  Joan  forty  marcs  of  silver. 

(176)  At  Westminster,  from  Easter  day  in  fifteen  days,  21  Edward 
III.,  and  afterwards  from  the  day  of  Holy  Trinity  in  fifteen  days  in  the 
same  year;  between  John  de  Mundene  and  Cristina  his  wife,  querents, 
and  Walter  Pidewyne  and  Nicholas  Clek,  deforciants,  of  one  messuage, 
one  carucate  of  land,  forty  acres  of  wood,  forty  acres  of  pasture,  forty 
shillings  of  rent  in  Symondesburgh,  Atram  Brian  and  WTaldich.  Plea 
of  covenant  summoned.  John  and  Cristina  acknowledged  the  tene- 
ments to  be  the  right  of  Nicholas.  Of  which  he  and  Walter  have  the 
wood,  pasture,  rent  and  carucate  of  land,  except  one  and  a  half  acres  of 
land  in  the  said  carucate,  of  the  gift  of  John  and  Cristina.  For  this 
Walter  and  Nicholas  granted  the  same  tenements,  as  is  aforesaid,  to 
John  and  Cristina  and  rendered  them  to  them  at  the  court.  To  have 
and  to  hold  to  John  and  Cristina  and  the  heirs  of  their  bodies  issuing 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements,  as  is  aforesaid,  for  ever.  Moreover  Walter  and  Nicholas 
granted  for  themselves  and  the  heirs  of  Nicholas  that  the  one  messuage 
and  one  and  a  half  acres  of  land  above  excepted  which  Joan  who  was 
the  wife  of  John  le  Carpenter  held  for  her  life  of  the  inheritance  of  the 
aforesaid  Nicholas  in  the  said  vill  on  the  day  this  concord  was  made, 
and  which  after  the  death  of  Joan  ought  to  revert  to  Walter  and 
Nicholas  and  the  heirs  of  Nicholas,  should  then  remain  wholly  to  John 
and  Cristina  and  their  heirs  aforesaid,  to  hold  together  with  the  tene- 
ments, as  is  aforesaid,  which  to  them  remain  by  this  fine,  of  the  chief 
lords,  as  aforesaid,,  for  ever.  Should  John  and  Cristina  die  without 
heir  of  their  bodies  issuing,  then  the  tenements  wholly  will  remain  to 
William  son  of  Geoffrey  de  Bares  and  Elizabeth  his  wife  and  the  heirs 
of  their  bodies  issuing,  to  hold  as  aforesaid  for  ever;  with  remainder 
should  William  and  Elizabeth  die  without  heir  of  their  bodies  issuing 
as  to  the  pasture  and  rent  in  the  vill  of  Waldich,  to  the  right  heirs  of 
the  aforesaid  John,  to  hold  as  aforesaid  for  ever.  And  the  aforesaid 
messuage,  land  and  wood  in  the  vills  of  Symondesbergh,  Atram  Brian 
wholly  will  remain  to  the  right  heirs  of  the  aforesaid  Cristina,  to  hold 
as  aforesaid  for  ever. 
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(177)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary, 
between  Richard  de  Tomere,  querent,  and  Adam  de  la  More  and 
Anastasia  his  wife,  deforciants,  of  ten  marcs  of  rent  in  Parva  Kyngton 
and  Thornton.  Plea  of  covenant  summoned.  Adam  and  Anastasia 
granted  the  rent  to  Richard  and  remitted  what  right  they  had  in  the 
rent  for  the  term  of  Anastasia's  life  to  Richard  and  his  heirs  for  ever. 
For  this  Richard  gave  to  Adam  and  Anastasia  one  hundred  marcs  of 
silver. 

(178)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  John  de  Coker,  clerk,  and  John  Boghe  Hopere  and  Emma 
his  wife,  querents,  and  Edmund  le  Gulden  and  Isolda  his  wife,  deforci- 
ants, of  one  messuage  and  thirteen  acres  of  land  in  Clifton  Mabank. 
Plea  of  covenant  summoned.  Edmund  and  Isolda  acknowledged  the 
tenements  to  be  the  right  of  John  de  Coker,  and  remitted  the  same 
for  themselves  and  the  heirs  of  Isolda  to  John,  John  and  Emma  and 
the  heirs  of  John  de  Coker  for  ever.  For  this  they  gave  to  Edmund 
and  Isolda  twenty  marcs  of  silver. 

22  Edward  III.  (1348). 

(179)  At  Westminster,  three  weeks  after  the  day  of  St.  Michael, 
between  Drugo  Bardolf  and  Amicia  his  wife,  querents,  and  John  Lanier 
and  Nicholas  de  Xonsele,  chaplain,  deforciants,  of  six  messuages,  four 
carucates  of  land,  sixty  acres  of  wood,  and  sixty  shillings  of  rent  in 
Lichet  Minstre,  Pudelebardolf,  Pudeletone  and  Northekerdon.  Plea 
of  covenant  was  summoned.  Drugo  and  Amicia  acknowledged  the 
tenements  to  be  the  right  of  John  ;  of  which  John  and  Nicholas  have 
three  messuages,  three  carucates  of  land,  the  wood  and  the  rent  by  their 
gift.  For  this  John  and  Nicholas  granted  to  Drugo  and  Amicia  two 
messuages,  two  carucates  of  land,  thirty  acres  of  wood,  and  twenty 
shillings  of  rent  of  the  aforesaid  tenements  in  the  vills  of  Lichet 
Ministre  and  Northekerdon,  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold,  that  is  to  say  :  one  messuage,  one  carucate  of 
land  and  thirty  acres  of  wood  in  the  vill  of  Lichet  Minstre,  to  Drugo 
and  Amicia  and  the  heirs  of  Drugo ;  and  one  messuage,  one  carucate 
of  land  and  twenty  shillings  of  rent  in  the  vill  of  Northekerdon  to  the 
said  Drugo  and  Amicia  and  the  heirs  of  their  bodies  issuing,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  tenements, 
for  ever.  Moreover  John  and  Nicholas  granted  for  themselves  and  the 
heirs  of  John  that  one  messuage  and  the  moiety  of  one  carucate  of  land 
in  the  vill  of  Northekerdon  which  Thomas  Gys  and  Margery  his  wife 
held  for  term  of  life  ;  and  that  one  messuage  and  the  fourth  part  of  one 
carucate  of  land  in  the  said  vill  which  Lucas  Chipman  and  Amicia  his 
wife,  and  John,  senior,  their  son  held  for  term  of  his  life;  and  also  that 
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one  messuage  and  the  fourth  part  of  one  carucate  of  land  in  the  same 
vill  which  John  de  Sparkeford  and  Edith  his  wife  held  for  term  of  then- 
lives  of  the  inheritance  of  the  aforesaid  John  on  the  day  this  concord 
was  made,  and  which  after  the  deaths  of  Thomas  and  Margery,  Lucas 
and  Amicia  and  John  their  son,  and  John  de  Sparkeford  and  Edith 
ought  to  revert  to  John  Lanier  and  Nicholas  and  the  heirs  of  John, 
should  then  remain  to  Drugo  and  Amicia  and  their  heirs,  to  hold 
together  with  the  aforesaid  tenements  which  remain  to  them  by  this 
fine,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  Should  Drugo  and  Amicia  die  without  heir 
of  their  bodies  issuing,  then  the  tenements  in  Northekerdon,  as  is 
aforesaid,  shall  wholly  remain  to  the  right  heirs  of  Drugo.  To  hold 
as  aforesaid,  for  ever.  John  Lanier  and  Nicholas  also  granted  to 
Drugo  and  Amicia  one  messuage,  one  carucate  of  land,  thirty  acres 
of  wood,  forty  shillings  of  rent  in  the  vills  of  Pudelebardolf  and  Pudele- 
tone  and  rendered  them  at  the  court,  to  have  and  to  hold  to  Drugo  and 
Amicia  during  their  lives,  of  the  chief  lords,  &c,  with  remainder  after 
their  deaths  to  Drugo,  son  of  the  said  Drugo  and  the  heirs  male  of  his 
body  begotten,  to  hold  as  aforesaid  for  ever.  Should  Drugo,  the  son, 
die  without  heir  male  of  his  body  then  the  tenements  wholly  shall 
remain  to  the  right  heirs  of  the  aforesaid  Drugo  Bardolf.  To  hold  as 
aforesaid  for  ever. 

(180)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  Richard  de  Turberville  and  Alianora  his  wife,  querents,  and 
Thomas  Xoreys  and  John  de  Weston,  vicar  of  the  church  of  Byre, 
deforciants,  of  the  manor  of  Wynterbourne  Vyfassh  and  one  penny  ot 
rent  in  Magna  Craford.  Plea  of  covenant  was  summoned.  Richard 
acknowledged  the  manor  and  rent  to  be  the  right  of  Thomas ;  of  which 
Thomas  and  John  have  the  said  manor  by  gift  of  Richard,  except  four- 
teen messuages,  one  toft,  ninety-seven  acres  of  land  and  three  acres  of 
meadow  in  the  aforesaid  manor.  For  this  Thomas  and  John  granted 
to  Richard  and  Alianora  the  manor  and  rent  as  is  aforesaid,  together 
with  the  homages  and  whole  services  of  William  Seward  and  William 
Cutel  and  his  heirs  of  all  the  tenements  which  they  formerly  held  ot 
Thomas  and  John  in  the  said  vill,  and  rendered  the  manor,  as  is  afore- 
said, to  them  in  the  court.  To  have  and  to  hold  to  Richard  and 
Alianora  and  the  heirs  male  of  their  bodies  issuing  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  said  manor  as  is  afore- 
said, for  ever.  Moreover  Thomas  and  John  granted  for  themselves 
and  the  heirs  of  Thomas  that  two  messuages,  thirty-two  acres  of  land 
and  one  acre  of  meadow  which  Richard  Mershman  and  Joan  his  wife 
held  for  term  of  life  ;  and  that  one  messuage  which  Robert  Pach  held 
for  term  of  life ;  and  that  two  messuages,  eighteen  acres  of  land  and  a 
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moiety  of  one  acre  of  meadow  which  John  Dollyng  and  Alice  his  wife 
and  John  their  son  held  for  life  ;  and  that  one  messuage  and  tvvo  acres 
of  land  which  Richard  Goulde  held  for  term  of  life  ;  and  that  one  toft 
and  one  and  a  half  acres  of  land  which  John  Scherard  held  for  term  of 
life ;  and  that  one  messuage  and  sixteen  acres  of  land  and  the  moiety 
of  one  acre  of  meadow  which  John  Peverel  and  Joan  his  wife  held  for 
term  of  Joan's  life ;  and  that  one  messuage,  four  acres  of  land,  one  rood 
of  meadow  which  the  said  John  held  for  term  of  life  ;  and  that  one 
messuage,  sixteen  acres  of  land  and  the  moiety  of  one  acre  of  meadow 
which  Adam  Gerard  held  for  term  of  life  ;  and  that  one  messuage  which 
Gilbert  Jouster  held  for  term  of  life  ;  and  that  one  messuage  one  and  a 
half  acres  of  land  which  Henry  Waryn  held  for  term  of  life ;  and  that 
one  messuage  which  John  Tonere  and  Joan  his  wife  held  for  term  of 
life;  and  that  one  messuage  and  two  acres  of  land  which  Matilda 
Wranne  and  John  their  son  held  for  term  of  life;  and  also  that  one 
messuage,  four  acres  of  land  and  one  rood  of  meadow  which  Richard 
Wele  and  Edith  his  wife  held  for  term  of  life  of  the  inheritance  of  the 
aforesaid  Thomas  in  the  manor  aforesaid  on  the  day  this  concord 
was  made  and  which  after  the  death  of  Richard  Mershman  and  Joan, 
Robert,  John  Dollyng  and  Alice  and  John  their  son,  Richard  Goulde, 
John  Scherard,  John  Peverel  and  Joan,  Adam,  Gilbert,  Henry,  John 
Tonere  and  Joan,  Matilda  and  John  her  son,  Richard  Wele  and  Edith, 
ought  to  revert  to  the  aforesaid  Thomas  and  John  de  Weston  and  the 
heirs  of  Thomas,  should  then  wholly  remain  to  Richard  de  Turberville 
and  Alianora  and  their  heirs,  to  hold  together  with  the  manor  and  rent 
as  is  aforesaid  which  remain  to  them  by  this  fine  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  them  for  ever.    Should  it 
happen  that  Richard  and  Alianora  died  without  heir  male  of  their 
bodies  then  the  manor  and  rent  wholly  will  remain  to  the  right  heirs 
of  Richard  de  Turberville,  to  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  manor  and  rent,  for  ever. 

(181)  At  Westminster,  fifteen  days  after  the  day  of  Easter,  21 
Edward  III.,  and  afterwards,  fifteen  days  after  the  day  of  St.  Michael, 
22  Edward  III.,  between  William  son  of  Geoffrey  de  Bares,  and  Eliza- 
beth his  wife,  querents,  and  Geoffrey  de  Bares,  deforciant,  of  six  mes- 
suages, two  mills,  one  carucate  and  one  and  a  half  virgates  of  land, 
ten  acres  of  meadow,  one  penny  of  rent  and  a  rent  of  one  pound  of 
cumin  in  Frome  Foghechurche,  Maydene  Nyweton  and  Throupe,  except 
the  advowson  of  the  church  of  Frome  Foghechurche.  Plea  of  covenant 
was  summoned.  Geoffrey  granted  to  William  and  Elizabeth  three 
messuages,  the  carucate  of  land,  the  meadow  and  the  rent  of  the 
aforesaid  tenements  and  rendered  them  to  them  in  the  court.  To  have 
and  to  hold  to  William  and  Elizabeth  and  the  heirs  of  their  bodies 
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issuing  of  Geoffrey  and  his  heirs  for  ever.  Rendering  therefor  by  the 
year  to  Geoffrey  during  his  life  four  pounds  and  to  his  heirs  one  ro:?e 
at  the  feast  of  the  Nativity  of  St.  John  the  Baptist  for  all  service  belong- 
ing to  Geoffrey  and  his  heirs  and  doing  therefor  to  the  chief  lords  of 
that  fee  for  Geoffrey  and  his  heirs  all  other  services  which  belong  to 
those  tenements.  Moreover  Geoffrey  granted  for  himself  and  his  heirs 
that  one  messuage  and  one  virgate  of  land  which  John  de  Sutton  and 
Nichola  his  wife  hold  for  term  of  life ;  and  that  the  moiety  of  one 
virgate  of  land  which  Ralph  Bares  held  for  term  of  life ;  and  that  one 
messuage  and  one  mill  which  John  Shour  and  Isabella  his  wife  held 
for  term  of  life ;  and  also  one  messuage  and  one  mill  which  John  Gys 
and  Basilia  his  wife  held  for  term  of  life  of  the  inheritance  of  the 
aforesaid  Geoffrey  in  the  said  vills  on  the  day  this  concord  was  made 
and  which  after  the  decease  of  John  de  Sutton  and  Nichola,  Ralph, 
John  Shour  and  Isabella,  John  Gys  and  Basilia  ought  to  revert  to  the 
aforesaid  Geoffrey  and  his  heirs,  should  then  wholly  remain  to  William 
and  Elizabeth  and  their  heirs,  to  hold  to  them  together  with  the  tene- 
ments which  remain  to  them  by  this  fine,  of  Geoffrey  and  his  heirs, 
by  the  said  services,  as  is  aforesaid,  for  ever.  Should  William  and 
Elizabeth  die  without  heir  of  their  bodies  issuing  then  all  the  aforesaid 
tenements  as  is  aforesaid  shall  wholly  revert  to  Geoffrey  and  his  heirs 
quit  of  the  other  heirs  of  William  and  Elizabeth.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  tenements, 
as  is  aforesaid,  for  ever.  For  this  William  and  Elizabeth  gave  to 
Geoffrey  one  hundred  marcs  of  silver. 

(182)  At  Westminster,  fifteen  days  after  Easter  day  21  Edward  III., 
and  afterwards  fifteen  days  after  the  day  of  St.  Michael  22  Edward  III., 
between  Geoffrey  de  Bares,  querent,  and  Walter  Pidewyne  and  Nicholas 
Clek,  deforciants,  of  two  messuages,  one  carucate  and  the  moiety  of  one 
virgate  of  land,  twenty  acres  of  meadow,  and  pasture  for  two  plough 
beasts,  sixteen  oxen,  one  hundred  and  fifty  sheep  in  Sutton  Poyntz, 
Mapoudre  and  Fromefoghechurche  and  the  advowson  of  the  church 
of  Fromefoghechurche.  Plea  of  covenant  was  summoned.  Geoffrey 
acknowledged  the  tenements  and  pasture  and  advowson  to  be  the  right 
of  Walter.  Of  which  Walter  and  Nicholas  have  one  messuage,  the  said 
carucate,  meadow,  pasture  and  advowson  by  the  gift  of  Geoftrey.  For 
this  Walter  and  Nicholas  granted  them  to  him  and  rendered  them  to 
him  in  the  court.  To  have  and  to  hold  to  Geoffrey  for  life,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements,  pasture 
and  advowson.  Moreover  Walter  and  Nicholas  granted  for  themselves 
and  the  heirs  of  Walter  that  one  messuage  and  the  moiety  of  one 
virgate  of  land  which  William  de  Mapoudre  and  Lucy  his  wife  held 
for  life  of  the  inheritance  of  the  said  Walter  in  the  said  vills  on  the  day 
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this  concord  was  made,  and  which  after  the  deaths  of  William  and  Lucy 
ought  to  revert  to  Walter  and  Nicholas  and  the  heirs  of  Walter,  should 
then  wholly  remain  to  Geoffrey,  to  hold  for  life,  together  with  the  afore- 
said tenements,  &c,  which  remain  to  him  by  this  fine  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements ;  with 
remainder  after  his  death  to  William  '.son  of  the  said  Geoffrey,  and 
Elizabeth  his  wife  and  the  heirs  of  their  bodies  issuing,  to  hold  of  the 
chief  lords,  as  aforesaid  for  ever ;  with  remainder  should  William  and 
Elizabeth  die  without  heir  of  their  bodies  issuing  to  the  right  heirs  of 
the  aforesaid  Geoffrey,  to  hold  as  aforesaid  for  ever. 

21  Edward  III.  (1347).    {Out  of  place.) 

(183)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary,  20 
Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Michael, 
21  Edward  III.,  between  WTalter  de  Putenye  and  Maria  his  wife, 
querents,  and  John  de  Stanord  and  Philip  de  Hambrigge,  deforciants, 
of  two  messuages,  two  carucates  of  land,  twelve  acres  of  meadow,  one 
hundred  acres  of  pasture  and  forty  acres  of  moor  in  Upsturtel  and 
NithersturteL  Plea  of  covenant  was  summoned.  Walter  and  Maria 
acknowledged  the  tenements  to  be  the  right  of  Philip.  Of  which  Philip 
and  John  have  two  parts  of  one  messuage,  one  carucate  of  land,  six 
acres  of  meadow,  one  hundred  acres  of  pasture,  forty  acres  of  moor 
in  Upsturtel  of  the  gift  of  W'alter  and  Maria.  For  this  John  and  Philip 
granted  the  said  two  parts  to  Walter  and  Maria  and  rendered  them  in 
the  court.  To  have  and  to  hold  to  Walter  and  Maria  and  the  heirs 
of  their  bodies  issuing,  of  the  chief  lords  of  that  fee,  by  the  services 
which  belong  to  those  two  parts,  for  ever.  Moreover  John  and  Philip 
granted  for  themselves  and  the  heirs  of  Philip  that  one-third  part  of  the 
said  tenements  which  Ivo  de  Chiltecombe  and  Joan  his  wife  held  as 
the  dower  of  Joan,  and  also  that  one  messuage,  one  carucate  and  six 
acres  of  meadow  in  Nithersturtel  which  Ivo  and  Joan  held  for  Joan's 
life  of  the  inheritance  of  the  aforesaid  Philip  on  the  day  this  concord 
was  made  and  which  after  Joan's  death  ought  to  revert  to  John  and 
Philip  and  the  heirs  of  Philip,  should  then  remain  to  Walter  and  Maria 
and  their  heirs,  to  hold  together  with  the  two  parts  which  remain  to 
them  by  this  fine,  of  the  chief  lords  as  aforesaid  for  ever.  Should 
Walter  and  Maria  die  without  heir  of  their  bodies  issuing,  then  all  the 
aforesaid  tenements  wholly  will  remain  to  the  right  heirs  of  Maria,  to 
hold,  as  aforesaid,  for  ever. 

22  Edward  III.  (1348). 

(184)  At  Westminster,  fifteen  days  after  Easter  day,  22  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Michael  in  the  same  year,  between 
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John  cle  Bercwyk  of  Shaston,  Taillour,  and  Dionisia  his  wife,  querents, 
and  John  Cosyn  of  Shaston  and  Cristina  his  wife,  deforciants,  of  one 
-messuage  in  Shaston.  Plea  of  covenant  was  summoned.  John  Cosvn 
and  Cristina  granted  the  messuage  to  John  de  Berewyk  and  Dionisia, 
and  rendered  it  to  them  in  the  court,  except  two  rooms  and  one  bake- 
house in  the  said  messuage.  To  have  and  to  hold  to  John  de  Berewyk 
and  Dionisia  and  the  heirs  of  John  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  that  messuage  as  is  aforesaid  for  ever.  More- 
over John  Cosyn  and  Cristina  granted  for  themselves  and  the  heirs  of 
the  said  John  that  the  rooms  and. bakehouse  above  excepted  which  John 
de  Chyppenham  and  Edith  his  wife  held  for  term  of  life  of  the  inheri- 
tance of  John  Cosyn  on  the  day  this  concord  was  made,  and  which  after 
their  deaths  ought  to  revert  to  John  Cosyn  and  Cristina  and  the  heirs 
of  the  said  John,  should  then  wholly  remain  to  John  de  Berewyk  and 
Dionisia  and  the  heirs  of  John,  to  hold  together  with  the  messuage  as 
is  aforesaid,  which  remains  to  them  by  this  fine,  of  the  chief  lords 
as  aforesaid  for  ever.  John  Cosyn  and  Cristina  and  the  heirs  of  John 
will  warrant  the  messuage  rooms  and  bakehouse  to  John  de  Berewyk 
and  Dionisia  and  the  heirs  of  John  against  all  men  for  ever.  For  this 
John  de  Berewyk  and  Dionisia  gave  to  John  Cosyn  and  Cristina  one 
hundred  marcs  of  silver. 

(185)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael,  20 
Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Hilary, 
22  Edward  III.,  between  John  de  Chydyok,  "chivaler,"  querent,  and 
John  son  of  William  de  Pillande,  senior,  deforciant,  of  fifty  acres  of 
land,  three  acres  of  meadow,  four  acres  of  alder  in  Witchurch  which 
Geoffrey  atte  Berne  holds  for  term  of  the  life  of  Roger  de  Cokwill  son 
of  William  de  Pilland.  Plea  of  covenant  was  summoned.  John  son 
of  William  granted  for  himself  and  his  heirs  that  the  tenements  which 
Geoffrey  held  for  the  life  of  the  aforesaid  Roger  of  the  inheritance  of 
the  aforesaid  John  son  of  William  in  the  said  vill  on  the  day  this 
concord  was  made,  and  which  after  the  decease  of  Roger  ought  to  revert 
to  the  said  John  son  of  William,  should  then  wholly  remain  to  the 
aforesaid  John  de  Chydyok  for  his  life,  to  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements.  And  after  his 
-death  they  shall  wholly  remain  to  John  de  Pillesdon  and  Margery  his 
wife,  to  hold  during  their  lives,  of  the  chief  lords  as  aforesaid  ;  with 
remainder  after  their  deaths  to  Catherine  daughter  of  John  de  Pillesdon 
for  life  to  hold  as  aforesaid  ;  with  remainder  after  her  death  to  John 
son  of  John  de  Pillesdon  and  his  heirs,  to  hold  as  aforesaid  for  ever. 
And  John  son  of  William  and  his  heirs  will  warrant  the  messuage  to 
the  above-mentioned  persons  respectively  for  their  lives  and  the  said 
John  son  of  John  and  his  heirs  against  all  men  for  ever.    For  this 
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John  de  Chydyok  gave  to  John  son  of  William  one  hundred  marcs  of 
silver. 

(186)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary, 
between  John  de  Tydilmynton,  clerk,  querent,  and  Robert  Fitz  Payn, 
deforciant,  of  one  toft,  twenty-four  acres  of  land  in  Wynterbourn  St. 
Martin  and  the  advowson  of  the  church.  Plea  of  covenant  was  sum- 
moned. Robert  acknowledged  the  tenements  and  advowson  to  be  the 
right  of  John  and  rendered  the  advowson  to  him  at  the  court.  To  have 
and  to  hold  to  John  and  his  heirs  of  the  King  and  his  heirs  by  the 
services  which  belong  to  the  advowson  for  ever.  Moreover  Robert 
granted  for  himself  and  his  heirs  that  the  toft  and  land  which  Walter 
Pauely,  "  chivaler,"  held  for  life  of  the  inheritance  of  the  aforesaid 
Robert  in  the  said  vill  on  the  day  this  concord  was  made,  and  which 
after  his  death  ought  to  revert  to  the  said  Robert  and  his  heirs,  should 
then  wholly  remain  to  John  and  his  heirs.  To  hold  together  with  the 
advowson  which  remains  to  him  by  this  fine  of  the  King  and  his  heirs 
by  the  services  which  belong  to  those  tenements  for  ever.  Robert  and 
his  heirs  will  warrant  the  tenements  and  advowson  to  John  and  his 
heirs  against  all  men  for  ever.  For  this  John  gave  to  Robert  forty 
marcs  of  silver.    This  concord  was  made  by  precept  of  the  King. 

(187)  At  Westminster  on  the  morrow  of  St.  John  Baptist,  between 
Thomas  de  Byngham,  querent,  and  William  de  Melbury,  deforciant,  of 
one  messuage,  one  toft,  fifty  acres  of  land  in  Kstmelbury  and  Shaftebury. 
Plea  of  covenant  was  summoned.  Wrilliam  acknowledged  the  tene- 
ments to  be  the  right  of  Thomas.  For  this  Thomas  granted  the 
tenements  to  William  and  rendered  them  to  him  at  the  court.  To  have 
and  to  hold  to  WTilliam  during  his  life,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  those  tenements ;  with  remainder  after 
his  death  to  John  his  son  and  the  heirs  of  his  body  begotten,  to  hold 
as  aforesaid  for  ever.  Should  John  die  without  heirs  of  his  body  be- 
gotten, then  the  tenements  wholly  remain  to  Roger,  brother  of  John, 
and  the  heirs  male  of  his  body  begotten,  to  hold  as  aforesaid  for  ever; 
with  remainder  should  Roger  die  without  heir  male  of  his  body  begotten 
to  William  brother  of  Roger,  and  the  heirs  male  of  his  body  begotten, 
to  hold  as  aforesaid  for  ever;  with  remainder  should  William  die  with- 
out heir  male  of  his  body  begotten  to  Juliana  sister  of  William,  and 
the  heirs  male  of  her  body  begotten,  to  hold  as  aforesaid  for  ever  ;  with 
remainder  should  Juliana  die  without  heir  male  of  her  body  begotten 
to  the  right  heirs  of  the  aforesaid  William  de  Melbury,  to  hold  as  afore- 
said for  ever. 

(188)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  between 
John  Raules  of  Yevele,  querent,  and  Henry  Broun  and  Cristina  his  wife, 
deforciants,  of  one  messuage  and  the  moiety  of  one  acre  of  land  in 


Dorset  Fines. 


Shirbourn.  Plea  of  covenant  was  summoned.  Henry  and  Cristina 
acknowledged  the  tenements  to  be  the  right  of  John  and  remitted  them 
for  themselves  and  the  heirs  of  Cristina  to  John  and  his  heirs.  More- 
over they  will  warrant  the  tenements  to  him  and  his  heirs  against  all 
men  for  ever.  For  this  John  gave  to  Henry  and  Cristina  twenty  marcs 
of  silver. 

(189)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
between  John  Gogh,  clerk,  querent,  and  William  Caumbray  and  Leticia 
his  wife,  deforciants,  of  the  manor  of  Rammesham  and  the  advowson 
of  the  church.  Plea  of  covenant  was  summoned.  William  and  Leticia 
acknowledged  the  manor  and  advowson  to  be  the  right  of  John,  and 
remitted  them  for  themselves  and  the  heirs  of  Leticia  to  John  and 
his  heirs  for  ever.  Moreover  they  will  warrant  them  to  him  and  his 
heirs  against  all  men  for  ever.  For  this  John  gave  to  William  and 
Leticia  one  hundred  marcs  of  silver. 

(190)  At  Westminster,  three  weeks  after  Easter  day,  between  John 
Gogh,  clerk,  querent,  and  John  Pouchere  and  Margery  his  wife,  de- 
forciants, of  a  moiety  of  the  manor  of  Rammesham  and  the  advowson 
of  the  church.  Plea  of  covenant  was  summoned.  John  Pouchere  and 
Margery  acknowledged  the  moiety  and  advowson  to  be  the  right  of  John 
Gogh  and  rendered  the  same  to  him  at  the  court.  To  have  and  to  hold 
to  John  Gogh  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  moiety  and  advowson  for  ever.  Moreover 
John  Pouchere  and  Margery  granted  for  themselves  and  the  heirs  of 
Margery  that  the}'  will  warrant  the  moiety  and  advowson  to  John  Gogh 
and  his  heirs  against  all  men  for  ever.  For  this  John  Gogh  gave  to 
John  Pouchere  and  Margery  one  hundred  marcs  of  silver. 

23  Edward  III.  (1349). 

(191)  At  Westminster,  in  the  octaves  of  St.  Michael,  between  Roger 
de  Bello  Campo,  "  chivaler,"  and  Sibilla  his  wife,  querents,  and  William 
de  Bello  Campo,  "  chivaler,"  deforciant,  of  the  manor  of  Asshemore  and 
advowson  of  the  church,  which  Peter  de  Yeel  and  Elizabeth  his  wife 
hold  for  term  of  Elizabeth's  life.  Plea  of  covenant  was  summoned. 
William  granted  for  himself  and  his  heirs  that  the  manor  and  advowson 
which  Peter  and  Elizabeth  held  for  Elizabeth's  life  of  the  inheritance 
of  the  aforesaid  William  on  the  day  this  concord  was  made  and  which 
after  the  decease  of  Elizabeth  ought  to  revert  to  the  said  William  and 
his  heirs,  should  then  remain  to  Roger  and  Sibilla  for  their  lives.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manor  and  advowson,  with  remainder  after  their  deaths  to  Roger  their 
son  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid  for  ever ; 
with  remainder  should  Roger  the  son  die  without  heir  of  his  body 
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begotten  to  the  right  heirs  of  the  aforesaid  Roger  de  Bello  Campo, 
«*  chivaler,"  to  hold  as  aforesaid  for  ever. 

(192)  At  Westminster,  fifteen  days  after  Easter  day,  between  Peter 
Fanelore,  querent,  and  William  de  Bohun  Earl  of  Norhampton  and 
Elizabeth  his  wife,  deforciants,  of  the  manor  of  Gussich  St.  Michael. 
Plea  of  covenant  was  summoned.  The  Earl  and  Elizabeth  acknow- 
ledged the  manor  to  be  the  right  of  Peter,  and  remitted  the  same  for 
themselves  and  the  heirs  of  the  Earl,  to  Peter  and  his  heirs  for  ever. 
Moreover  the  Earl  and  Elizabeth  granted  for  themselves  and  the  heirs 
of  the  Earl  that  they  will  warrant  the  manor  to  Peter  and  his  heirs 
against  all  men  for  ever.  For  this  Peter  gave  to  the  Earl  and  Elizabeth 
one  hundred  marcs  of  silver. 

24  Edward  III.  (1350). 

(193)  At  Westminster,  three  weeks  after  Easter  day,  between  Adam 
atte  More  and  Anastasia  his  wife  and  Thomas  le  Breton,  querents,  and 
John  de  Munden  and  John  de  Beckyngton,  deforciants,  of  one  messuage, 
one  carucate  of  land,  four  acres  of  meadow  and  thirteen  shillings  rent 
in  Wynterbourn  Selyston  and  Wynterbourn  Hywyssh.  Plea  of  cove- 
nant was  summoned.  Adam  and  Anastasia  acknowledged  the  tene- 
ments to  be  the  right  of  John  de  Bekyngton,  as  those  which  John  and 
John  have  by  gift  of  Adam  and  Anastasia.  For  this  John  and  John 
granted  the  tenements  to  Thomas  and  rendered  them  to  him  at  the 
court.  To  have  and  to  hold  to  Thomas  for  his  life,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  tenements,  with  remainder 
after  his  death  to  Adam  and  Anastasia  and  the  heirs  of  Adam,  to  hold 
as  aforesaid  for  ever. 

(194)  At  Westminster,  on  the  morrow  of  Souls,  between  John  de 
Sancto  Laudo,  "  chivaler,"  querent,  and  John  Strog,  "  chivaler,"  and 
Margaret  his  wife,  deforciants,  of  six  messuages,  nine  and  a  half  virgates 
of  land,  six  and  a  half  acres  of  meadow,  thirty-three  shillings  rent  in 
Crokweye,  Natton  and  Throp.  Plea  of  covenant  was  summoned. 
John  Strog  and  Margaret  acknowledged  the  tenements  to  be  the  right 
of  John  de  Sancto  Laudo  and  rendered  the  messuages,  land  and  meadow 
to  him  at  the  court,  and  granted  to  John  de  Sancto  Laudo  the  said  rent 
together  with  the  homages  and  whole  services  of  Thomas  de  Bonevyll 
and  William  Prest,  parson  of  the  church  of  Frome,  and  their  heirs 
in  respect  of  all  the  tenements  which  they  before  held  of  the  aforesaid 
John  Strog  and  Margaret  in  the  aforesaid  vills.  To  have  and  to  hold 
to  John  de  Sancto  Laudo  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  aforesaid  tenements  and  rent  for  ever. 
John  Strog  and  Margaret  and  the  heirs  of  John  will  warrant  the  tene- 
ments and  rent  as  is  aforesaid  to  John  de  Sancto  Laudo  and  his  heirs 
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against  all  men  for  ever.  For  this  John  de  Sancto  Laudo  gave  to  John 
Strog  and  Margaret  forty  marcs  of  silver. 

25  Edward  III.  (1351). 

(195)  At  Westminster,  three  weeks  after  Easter  day,  between  John 
de  Bouwode  and  Eva  his  wife,  querents,  and  William  de  Wynterbourne 
and  Elizabeth  his  wife,  deforciants,  of  five  messuages,  one  hundred  and 
sixty  acres  of  land,  fourteen  acres  of  meadow,  ten  shillings  rent  and  a 
rent  of  one  pound  of  pepper  and  a  moiety  of  one  mill  in  Crokeston  and 
Frome  Fouchurche.  Plea  of  covenant  was  summoned.  William  and 
Elizabeth  acknowledged  the  tenements  to  be  the  right  of  Eva,  as  those 
which  John  and  Eva  have  by  their  gift.  For  this  John  and  Eva  granted 
four  messuages,  one  hundred  acres  of  land,  eleven  acres  of  meadow, 
ten  shillings  of  rent  and  the  rent  of  one  pound  of  pepper  and  the  afore- 
said moiety  of  one  mill  of  the  aforesaid  tenements  in  Crokeston,  to 
William  and  Elizabeth  and  rendered  them  to  them  at  the  court.  To 
have  and  to  hold  to  William  and  Elizabeth  for  their  lives,  of  John  and 
Eva  rendering  therefor  yearly  sixteen  shillings  and  eightpence  for  all 
custom,  &c,  belonging  to  John  and  Eva  and  the  heirs  of  Eva,  and 
doing  therefor  to  the  chief  lords  of  that  fee  for  John  and  Eva  and  the 
heirs  of  Eva  all  other  services  which  belong  to  the  tenements.  And 
John  and  Eva  and  the  heirs  of  Eva  will  warrant  the  tenements  to 
William  and  Elizabeth  for  their  lives  against  all  men.  After  their 
deaths  the  tenements  wholly  will  revert  to  John  and  Eva  and  the  heirs 
of  Eva  quit  of  the  heirs  of  William  and  Elizabeth,  to  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements,  for 
ever. 

26  Edward  III.  (1352). 

(196)  At  Westminster,  three  weeks  after  Easter  day,  24  Edward 
III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  26  Edward 
III.,  between  Geoffrey  de  Bares  and  Margaret  his  wife,  querents,  and 
John  Brunyng  and  John  atte  See,  deforciants,  of  ten  messuages,  four 
carucates,  two  virgates  and  fifty-two  acres  of  land,  thirty-two  acres  ot 
meadow,  ten  acres  of  wood  in  Sutton  Poyntz,  Hulfelde,  Cheselburneford, 
Deuelyssh,  Bysouthbrouk,  Wyghtoneton,  and  Frome  Voghechurch  and 
the  advowson  of  the  church  of  Frome  Vogechurch.  Plea  of  covenant 
was  summoned.  Geoffrey  acknowledged  the  tenements  and  advowson 
to  be  the  right  of  John  atte  See.  Of  which  John  and  John  Brunyng 
have 'six  messuages,  two  carucates  and  fifty-two  acres  of  land,  twenty- 
five  acres  of  meadow,  ten  acres  of  wood  and  the  advowson,  by  gift  of 
the  said  Geoffrey.  For  this,  John  Brunyng  and  John  atte  See  granted 
the  said   tenements  and  advowson   to  Geoffrey  and    Margaret  and 
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rendered  them  to  them  at  the  court.  To  have  and  to  hold  to  Geoffrey 
and  Margaret  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  those  tenements  and  advowson 
for  ever.  Moreover,  John  Brunyng  and  John  atte  See  granted  for  them- 
selves and  the  heirs  of  John  atte  See  that  two  messuages,  one  carucate 
and  two  virgates  of  land  and  two  acres  of  meadow  in  the  vills  of 
Chcselburneford  and  Deuelyssh  1  which  John  de  Godmanston  and 
Cecilia  his  wife  held  for  term  of  life,  and  also  that  two  messuages,  one 
carucate  of  land  and  five  acres  of  meadow  in  the  said  vills  of  Bysouth- 
brouk  and  Wyghtoneton  which  John  By  set  held  for  term  of  life  of  Robert 
Martyn  of  Jevelton,  and-  Margaret  his  wife  of  the  inheritance  of  the  said 
John  atte  See  in  the  aforesaid  vills  on  the  day  this  concord  was  made 
and  which  after  the  decease  of  John  de  Godmanston  and  Cecilia,  and 
of  Robert  and  Margaret  ought  to  revert  to  John  Brunyng  and  John  atte 
See  and  the  heirs  of  John  atte  See,  should  then  remain  to  Geoffrey  and 
Margaret  his  wife  and  their  heirs.  To  hold  together  with  the  tenements 
which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements  for  ever ;  with  remainder 
should  Geoffrey  and  Margaret  die  without  heir  of  their  bodies  issuing 
to  the  right  heirs  of  Geoffrey,  to  hold  as  aforesaid,  for  ever. 

(197)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Alary,  26  Edward  III.,  and  afterwards  fifteen  days  after  Easter 
day,  in  the  same  year,  between  William  de  Arundel  and  Alice  his  wife, 
querents,  and  Robert  Bertelot,  deforciant,  of  one  messuage,  one  toft  and 
one  dovehouse  in  Shaftebury  which  Walter  le  Erl  and  Alanus  de  Cane- 
ford  hold  for  term  of  life.  Plea  of  covenant  was  summoned.  Robert 
acknowledged  the  tenements  to  be  the  right  of  William,  and  granted 
for  himself  and  his  heirs  that  the  said  tenements  which  Walter  and 
Alan  hold  for  life  by  lease  of  the  aforesaid  Robert  in  the  said  vill  on 
the  day  this  concord  was  made  and  which  after  their  deaths  ought  to 
revert  to  Robert  and  his  heirs,  should  then  wholly  remain  to  William 
and  Alice  and  the  heirs  of  William,  to  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  tenements,  for  ever.  And  Robert 
and  his  heirs  will  warrant  the  tenements  to  William  and  Alice  and  the 
heirs  of  William  as  is  aforesaid  against  all  men  for  ever.  For  this 
William  and  Alice  gave  to  Robert  twenty  marcs  of  silver. 

(198)  At  Westminster,  fifteen  days  after  Easter  day,  between 
Edward  de  Cerne  and  Philippa  his  wife,  querents,  and  William  de 
Stykelane,  chaplain,  and  Robert  atte  More,  chaplain,  deforciants,  of  two 
carucates  of  land,  fifty  acres  of  meadow  and  forty  shillings  rent  in 
Wyghtoneton,  Westmynton,  Westhalle,  Ryshton  and  Boukerneweston 
and  a  moiety  of  the  manor  of  Melcombe  and  the  advowson  of  the  church 
of  Melcombe.    Plea  of  covenant  was  summoned.    Edward  acknow- 
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ledged  the  tenements,  moiety  and  advowson  to  be  the  right  of  William 
as  those  which  William  and  Robert  have  by  Edward's  gift.  For  chis 
William  and  Robert  granted  the  tenements,  moiety  and  advowson  to 
Edward  and  Philippa  and  rendered  them  to  them  at  the  court.  To 
have  and  to  hold  to  them  and  the  heirs  of  their  bodies  issuing,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  tenements 
moiety  and  advowson  for  ever ;  with  remainder  should  they  die  without 
heir  of  their  bodies  issuing  to  the  right  heirs  of  Edward.  To  hold  as 
aforesaid  for  ever. 

(199)  At  Westminster,  in  the  octaves  of  St.  Martin,  between  the 
Abbot  of  Middelton,  querent,  and  Richard  Seynt  Quyntyn  of  Lym- 
yngton  and  Margaret  his  wife,  deforciants,  of  one  messuage  and 
one  carucate  of  land  in  Bradele.  Plea  of  covenant  was  summoned. 
Richard  and  Margaret  acknowledged  the  tenements  to  be  the  right  of 
the  Abbot  and  his  church  of  St.  Samson  of  Middelton,  and  remitted 
them  for  themselves  and  the  heirs  of  Margaret  to  the  Abbot  and  his 
successors  and  his  church  for  ever.  Moreover  Richard  and  Margaret 
granted  for  themselves  and  the  heirs  of  Margaret  that  they  will  warrant 
the  tenements  to  the  Abbot  and  his  successors  against  all  men  for  ever. 
For  this  the  Abbot  gave  to  Richard  and  Margaret  one  hundred  marcs 
of  silver. 

(200)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael, 
between  Adam  atte  More  and  Anastasia  his  wife,  querents,  and  Richard 
de  Wrotham  and  Beatrice  his  wife,  deforciants,  of  one  messuage,  two 
mills,  one  dovehouse,  one  carcucate  of  land,  eight  acres  of  meadow, 
five  shillings  rent  in  Littellefrome.  Plea  of  covenant  was  summoned. 
Richard  and  Beatrice  acknowledged  the  tenements  to  be  the  right  ot 
Adam,  and  remitted  them  for  themselves  and  the  heirs  of  Beatrice  to 
Adam  and  Anastasia  and  the  heirs  of  Adam,  for  ever.  For  this  Adam 
and  Anastasia  gave  to  Richard  and  Beatrice  one  hundred  marcs  ot 
silver. 

26  Edward  III.  (1352). 

(201)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Thomas  de  la  Bere,  querent,  and  Adam  atte  More  and  Anastasia  his 
wife,  deforciants,  of  one  messuage,  one  carucate  of  land  and  four  acres 
of  meadow  in  Parva  Kyngton.  Plea  of  covenant  was  summoned. 
Adam  and  Anastasia  acknowledged  the  tenements  to  be  the  right  of 
Thomas  as  by  their  gift,  and  remised  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Anastasia  to  Thomas  and  his  heirs  for  ever. 
For  this  Thomas  gave  to  Adam  and  Anastasia  forty  marcs  of  silver. 

(202)  At  Westminster,  in  the  octaves  of  St.  Martin,  26  Edward 
and  afterwards  in  fifteen  days  from  Easter  day,  27  Edward  III.  Be- 
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tween  William  de  Wynterbourn,  querent,  and  Richard  Seynt  Quyntyn 
of  Lymyngton  and  Margaret  his  wife,  deforciants,  of  one  messuage,  one 
carucate  of  land  and  forty  solidates  of  rent  in  Wynterbourn  Clencheston, 
and  the  advowson  of  a  moiety  of  the  church  of  the  said  vill.  Plea  of 
covenant  was  summoned.  Richard  and  Margaret  acknowledged  the 
tenements  and  advowson  to  be  the  right  of  William,  and  remised  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to 
William  and  his  heirs  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Margaret  that  they  would  warrant  the  tenements  and 
advowson  to  William  and  his  heirs  against  all  men  for  ever.  For  this 
William  gave  to  Richard  and  Margaret  twenty  marcs  of  silver. 

27  Edward  III.  (1353). 

(203)  At  Westminster,  in  the  octaves  of  Holy  Trinity.  Between 
Walter  atte  Welle  of  Shirebourn,  clerk,  querent,  and  Robert  Stok'  of 
Shirebourn  and  Alice  his  wife,  deforciants,  of  one  messuage,  one  toft, 
one  acre  of  land  and  the  bailiwick  of  the  custody  of  the  park  of  Shire- 
bourn in  Shirebourn.  Plea  of  covenant  was  summoned.  Robert  and 
Alice  acknowledged  the  tenements  and  bailiwick  to  be  the  right  of 
William  and  remised  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Alice  to  Walter  and  his  heirs  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Alice  that  they  would  warrant 
the  same  to  WTalter  and  his  heirs  against  all  men  for  ever.  For  this 
Walter  gave  to  Robert  and  Alice  one  hundred  marcs  of  silver. 

(204)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween John  Gogh,  clerk,  and  Martin  Monlyssh,  clerk,  querents,  and 
Nicholas  de  Gouytz  and  Matilda  his  wife,  deforciants,  of  the  manor  of 
Knyghteton  and  advowson  of  the  church  of  the  said  vill,  and  of  one 
mill  and  seven  acres  of  meadow  in  Durewenston.  Plea  of  covenant 
was  summoned.  Nicholas  and  Matilda  granted  the  manor  and  appurte- 
nances and  advowson  to  John  and  Martin  and  rendered  the  same  to 
them  at  the  court.  To  have  and  to  hold  to  John  and  Martin  and  the 
heirs  of  John  of  the  chief  lords  of  that  fee  by  the  services  which  belong, 
for  ever.  Nicholas  and  Matilda  and  the  heirs  of  Matilda  will  warrant 
the  same  to  John  and  Martin  and  the  heirs  of  John  against  all  men  for 
ever.  For  this  they  gave  to  Nicholas  and  Matilda  two  hundred  marcs 
of  silver. 

(205)  At  Westminster  in  the  octaves  of  St.  Martin.  Between  Adam 
atte  More  and  Anastasia  his  wife,  querents,  and  Matthew  Edward  and 
Agnes  his  wife,  deforciants,  of  one  messuage  and  twelve  acres  of  land 
in  Lytelfrome  and  Burton  juxta  Dorchestre.  Plea  of  covenant  was 
summoned.  Matthew  and  Agnes  acknowledged  the  tenements  to  be 
the  right  of  Adam,  as  by  their  gift,  and  remised  and  quit  claimed 
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the  same  for  themselves  and  the  heirs  of  Agnes  to  Adam  and  Anastasia 
and  the  heirs  of  Adam  for  ever.  Moreover  they  granted  that  they  would 
warrant  them  against  all  men  for  ever.  For  this  Adam  and  Anastasia 
gave  to  Matthew  and  Agnes  twenty  marcs  of  silver. 

(206)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween William  Filol  and  Hugh  Filol  senior,  querents,  and  Adam 
Spenser  and  Sibilla  his  wife,  deforciants,  of  the  manor  of  Sayntandre 
Westchurche  juxta  Estlolleworth.  Plea  of  covenant  was  summoned. 
Adam  and  Sibilla  granted  the  manor  to  William  and  Hugh,  and  ren- 
dered the  same  to  them  at  the  court.  To  have  and  to  hold  to  William 
and  Hugh  and  the  heirs  of  Hugh  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  manor  for  ever.  And  Adam  and  Sibilla 
and  the  heirs  of  Sibilla  will  warrant  the  manor  to  William  and  Hugh 
and  the  heirs  of  Hugh  for  ever  against  all  men.  For  this  they  gave 
to  Adam  and  Sibilla  one  hundred  marcs  of  silver. 

28  Edward  III.  (1354). 

(207)  At  Westminster  in  the  octaves  of  St.  Martin  26  Edward  III., 
and  afterwards  in  fifteen  days  from  Easter  day  28  Edward  III.  Be- 
tween Hugh  de  Aillesbury,  vicar  of  the  church  of  Aston  Rovant,  querent, 
and  John  de  Alneton,  Knight,  and  Margaret  his  wife,  deforciants,  of  the 
manor  of  Manston  and  the  advowson  of  the  church  of  that  manor, 
which  Margaret  who  was  the  wife  of  Richard  de  Manston  holds  for 
term  of  life.  Plea  of  covenant  was  summoned.  John  and  Margaret 
acknowledged  the  manor  and  advowson  to  be  the  right  of  Hugh  and 
granted  for  themselves  and  the  heirs  of  Margaret  that  the  said  manor 
and  advowson,  which  Margaret  who  was  the  wife  of  Richard  held  for 
life  of  the  inheritance  of  the  aforesaid  Margaret  wife  of  John,  on  the 
day  this  concord  was  made,  and  which  after  her  death  ought  to  revert 
to,  John  and  Margaret  and  the  heirs  of  Margaret,  shall  after  her  death 
wholly  remain  to  the  said  Hugh  and  his  heirs.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  manor  and 
advowson  for  ever.  And  John  and  Margaret  and  the  heirs  of  Margaret 
will  warrant  the  same  to  Hugh  and  his  heirs  against  all  men  for  ever. 
For  this  Hugh  gave  to  John  and  Margaret  one  hundred  marcs  of  silver. 
This  concord  was  made  there  being  present  Margaret  who  was  the  wife 
of  Richard  who  agreed  thereto  and  did  fealty  to  Hugh  in  the  court. 

(208)  At  Westminster  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Robert,  Bishop  of  Salisbury,  querent,  and  Stephen  de  Cus- 
syngton  and  Constance  his  wife,  deforciants,  of  the  manor  ofW'irdes- 
ford  Belet  and  three  acres  of  meadow  in  Mourton  and  the  bailiwick  ol 
the  custody  of  the  banks  of  the  Frome  and  Stoure.  Plea  of  covenant 
was  summoned.    Stephen  and  Constance  granted  the  manor,  meadow 
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and  bailiwick  to  the  Bishop  and  remised  and  quit  claimed  what  they 
had  in  the  same  during  the  life  of  Constance  to  the  Bishop  and  his 
heirs  for  ever.  For  this  the  Bishop  gave  them  one  hundred  pounds 
.sterling. 

(209)  At  Westminster,  in  fifteen  days  from  Michaelmas  day,  27 
Kdward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St.  Hilary, 
28  Edward  III.  Between  William  Filol  and  Mary  his  wife,  querents, 
and  John  son  of  Henry  de  Blokkesworth,  deforciants,  of  the  manor  of 
Wynterbourn  Mustereston  and  sixty-six'  acres  of  land  and  seven  acres 
of  meadow  in  Wynterbourn  Maureward.  Plea  of  covenant  was  sum- 
moned. William  acknowledged  the  same  to  be  the  right  of  John.  For 
this  John  granted  for  himself  and  his  heirs  that  the  said  manor  and 
tenements  which  Amicia  who  was  the  wife  of  Henry  de  Blokkesworth 
held  for  her  life  of  the  inheritance  of  the  said  John  in  the  said  vill  on 
the  day  this  concord  was  made  and  which  after  her  decease  ought  to 
revert  to  him  and  his  heirs,  should  then  wholly  remain  to  William  and 
Mary  and  the  heirs  of  William.  To  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  manor  and  tenements  belong,  for  ever. 
And  John  and  his  heirs  will  warrant  the  same  to  William  and  Mary 
and  the  heirs  of  William  for  ever  against  all  men. 

(210)  At  Westminster  in  fifteen  days  from  Michaelmas  day,  27 
Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St.  Hilary, 
2S  Edward  III.  Between  Hugh  Filol,  senior,  querent,  and  Adam  atte 
Moure  and  Anastasia  his  wife,  deforciants,  of  one  messuage,  one  carucate 
of  land,  six  acres  of  meadow  and  fourteen  solidates  of  rent  in  Wynter- 
bourn Maureward  and  Mustereston.  Plea  of  covenant  was  summoned. 
Adam  and  Anastasia  acknowledged  the  tenements  to  be  the  right  of 
Hugh  as  of  their  gift,  and  remised  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Anastasia  to  Hugh  and  his  heirs  for  ever. 
Moreover  they  will  warrant  the  same  to  him  and  his  heirs  against  all 
men  for  ever.  For  this  Hugh  gave  to  them  one  hundred  marcs  of 
silver. 

(211)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Adam  le  Spenser  and  Sibilla  his  wife  and  Pagan  de  Mohun, 
querents,  and  William  Filol  and  Hugh  Filol,  senior,  deforciants,  of  the 
manor  of  Seyntandre  Westchurch  juxta  Estlolleworth.  Plea  of  covenant 
was  summoned.  Adam  and  Sibilla  acknowledged  the  manor  to  be  the 
right  of  Hugh  as  of  their  gift.  For  this  William  and  Hugh  granted 
the  manor  to  Adam  and  Sibilla  and  rendered  the  same  to  them  at  the 
court.  To  have  and  to  hold  to  Adam  and  Sibilla  during  their  lives 
from  William  and  Hugh  and  the  heirs  of  Hugh,  rendering  therefor 
yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all 
service,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  William  and 
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Hugh  and  the  heirs  of  Hugh  all  other  services  which  to  the  said  manor 
belong.  And  after  the  decease  of  Adam  and  Sibilla  the  manor  wholly 
will  remain  to  Pagan  de  Mohun.  To  hold  of  William  and  Hugh  and 
the  heirs  of  Hugh  by  the  said  services  during  his  life.  And  after 
Pagan's  death  the  manor  wholly  shall  revert  to  William  and  Hugh, 
the  heirs  of  Hugh  quit  of  the  heirs  of  Adam  and  Sibilla  and  of  Pagan. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
the  manor  for  ever. 

(212)  At  Westminster,  in  fifteen  days  from  Michaelmas  day,  27 
Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St.  Hilary, 
28  Edward  III.  Between  William  Filol  and  Hugh  Filol,  senior, 
querents,  and  John  son  of  Henry  de  Blokkesworth,  deforciant,  of  four 
messuages,  three  mills,  one  and  a  half  carucates  of  land,  four  acres  of 
meadow  and  five  solidates  of  rent  in  Lycchetmynstre,  Estmordon,  West- 
mordon  and  Kyngesbyre.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  tenements  to  be  the  right  of  Hugh.  P'or  this, 
William  and  Hugh  granted  for  themselves  and  the  heirs  of  Hugh  that 
the  tenements  which  Amicia  who  was  the  wife  of  Henry  de  Blokkes- 
worth held  for  term  of  life  of  the  inheritance  of  Hugh  in  the  said  vills 
on  the  day  this  concord  was  made,  which  after  her  death  ought  to  revert 
to  William  and  Hugh  and  the  heirs  of  Hugh  should  then  wholly  remain 
to  John  and  the  heirs  of  his  body.  To  hold  of  the  querents  and  the 
heirs  of  Hugh  for  ever,  rendering  therefor  yearly  one  rose  for  all  service, 
&c,  to  them  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee 
for  the  said  querents  all  other  services  which  to  the  said  tenements 
belong  for  ever.  Should  John  die  without  heir  of  his  body  then  the 
tenements  wholly  shall  revert  to  William  and  Hugh  and  the  heirs  of 
Hugh  quit  of  the  other  heirs  of  John.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements  for  ever. 

(213)  At  Westminster,  in  fifteen  days  from  Easter  day  and  after- 
wards in  fifteen  days  from  the  day  of  Holy  Trinity.  Between  William 
Filol  and  Mary  his  wife  and  William  son  of  John  de  Percy  and  Mary 
daughter  of  William  Filol,  querents,  and  John  de  Farnebergh  and 
Elizabeth  his  wife,  deforciants,  of  the  manor  of  Wambrok  juxta  Cherde- 
stoke  and  advowson  of  the  chapel  of  the  said  manor.  Plea  of  covenant 
was  summoned.  John  and  Elizabeth  granted  to  the  querents  the  said 
manor  and  advowson  and  rendered  them  to  them  at  the  court.  To  have 
and  to  hold  to  all  the  querents  and  the  heirs  of  the  bodies  of  William 
son  of  John  de  Percy  and  Mary  daughter  of  William  Filol  issuing,  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  manor 
and  advowson.  Should  they  die  without  heir  of  their  bodies  issuing 
then  after  the  decease  of  all  the  querents  the  manor  and  advowson  will 
remain  to  the  heirs  of  the  body  of  William  son  of  John,  to  hold  of  the 
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chief  lords  of  that  fee  by  the  services  as  aforesaid  for  ever ;  with  re- 
mainder should  he  beget  no  heir  to  the  right  heirs  of  William  Filol, 
to  hold  as  aforesaid  for  ever.  For  this  the  querents  gave  to  John  and 
Elizabeth  one  hundred  marcs  of  silver. 

(214)  At  Westminster,  on  the  morrow  of  St.  John  Baptist.  Between 
Drugo  Bardolf  and  Eva  his  wife,  querents,  by  John  de  Frompton  in 
Eva's  place,  and  William,  parson  of  the  church  of  Bourdelston,  de- 
forciant, of  three  messuages,  two  carucates  of  land,  twenty  acres  of 
meadow,  one  hundred  acres  of  pasture  and  twenty  solidates  of  rent 
in  Northere  Kerdon.  Plea  of  covenant  was  summoned.  Drugo  ac- 
knowledged the  tenements  to  be  the  right  of  William  as  by  his  gift. 
For  this  William  granted  them  to  Drugo  and  rendered  them  to  him  at 
the  court.  To  have  and  to  hold  to  Drugo  and  Eva  and  their  heirs 
male  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  tenements 
belong,  for  ever.  Should  they  die  without  heir  male  of  their  bodies 
begotten  then  the  tenements  wholly  will  remain  to  Richard  son  of  Eva 
Belet  and  the  heirs  male  of  his  body  begotten.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  tenements  for  ever  ; 
with  remainder  in  default  to  William  son  of  Eva  Belet  and  the  heirs 
male  of  his  body  begotten,  to  hold  as  above  ;  with  remainder  in  default 
to  the  right  heirs  of  Drugo  to  hold  as  above. 

(215)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween WTilliam  Wyther,  querent,  and  John  de  Forde  and  Lucy  his  wife, 
deforciants,  of  one  messuage  in  Dorchestre.  Plea  of  covenant  was 
summoned.  John  and  Lucy  acknowledged  the  messuage  to  be  the 
right  of  William  and  remised  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Lucy  to  him  and  his  heirs  for  ever,  and  granted  that 
they  would  warrant  the  same  to  him  and  his  heirs  for  ever.  For  this 
William  gave  to  them  twenty  marcs  of  silver. 

(216)  At  Westminster,  in  the  octaves  of  St.  Trinity.  Between 
Andrew  Bagge,  querent,  and  Thomas  Bochard  and  Joan  his  wife, 
deforciants,  of  one  messuage,  forty  acres  of  land,  twelve  acres  of  meadow, 
two  acres  of  moor  in  Westcorscombe.  Plea  of  covenant  was  summoned. 
Thomas  and  Joan  acknowledged  the  tenements  to  be  the  right  of 
Andrew  as  bv  their  gift,  and  remised  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Joan  to  Andrew  and  his  heirs  for  ever. 
Moreover  they  granted  that  they  would  warrant  them  to  him  and  his 
heirs  against  all  men  for  ever.  For  this  Andrew  gave  to  Thomas  and 
Joan  one  hundred  marcs  of  silver. 

(217)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord. 
Between  John  Mautravers,  "  chivaler,"  and  Agnes  his  wife,  querents, 
and  Robert  Fit/  Pagan  and  Ela  his  wife,  deforciants,  of  the  manor 
ot  Frome  W'hitefeld.    Plea  of  covenant  was  summoned.    Robert  and 
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Ela  granted  the  manor  to  the  querents  and  remised  and  quit  claimed 
whatever  they  had  in  the  manor  for  term  of  their  . lives,  to  John  and 
Agnes  and  the  heirs  of  John  for  ever,  and  they  will  warrant  the  same 
to  John  and  Agnes  and  the  heirs  of  John  against  all  men  for  ever.  For 
this  John  and  Agnes  gave  to  them  one  hundred  marcs  of  silver. 

29  Edward  III.  (1355). 

(218)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
28  Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St. 
Hilary,  29  Edward  III.  Between  John  de  Alueton,  Knight,  and  Margaret 
his  wife,  querents,  and  Hugh  de  Aillesbury,  vicar  of  the  church  of  Aston 
Rohout,  deforciant,  of  the  manor  of  Manston  and  advowson  of  the 
church  of  the  said  manor  which  Margaret  who  was  the  wife  of  Richard 
de  Manston  holds  for  her  life.  Plea  of  covenant  was  summoned.  Hugh 
granted  for  himself  and  his  heirs  that  the  manor  and  advowson  which 
Margaret  held  for  her  life  of  the  inheritance  of  the  aforesaid  Hugh  on 
the  day  this  concord  was  made,  and  which  at  her  death  ought  to  revert 
to  him  and  his  heirs  should  then  wholly  remain  to  John  and  Margaret 
and  the  heirs  of  their  bodies.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  manor  and  advowson  belong  for  ever.  Should 
John  and  Margaret  die  without  heir  of  their  bodies  begotten  the  manor 
and  advowson  will  remain  to  the  right  heirs  of  the  said  Margaret  to 
hold  as  above.  And  Hugh  and  his  heirs  will  warrant  the  manor  and 
advowson  as  is  aforesaid  against  all  men  for  ever.  For  this  John  and 
Margaret  gave  to  Hugh  one  hundred  marcs  of  silver.  This  concord 
was  made  there  being  present  Margaret  who  was  the  wife  of  Richard 
who  agreed  thereto  and  did  fealty  to  John  and  Margaret  his  wife  in  the 
court. 

(219)  At  Westminster  in  fifteen  days  from  Michaelmas  day,  and 
afterwards  in  the  octaves  of  St.  Hilary.  Between  Thomas  de  Crukern 
and  Matilda  his  wife,  querents,  and  William  de  Elmendea,  parson  of  the 
church  of  Seneburgh,  deforciants,  of  two  tofts,  twenty-six  acres  of  land, 
four  acres  of  meadow,  three  acres  of  pasture,  three  acres  of  alder  in 
Nitherhegh.  Plea  of  covenant  was  summoned.  Thomas  acknow- 
ledged the  tenements  to  be  the  right  of  William  as  by  his  gift.  For 
this  William  granted  them  to  Thomas  and  Matilda  and  rendered  them 
to  them  at  the  court.  To  have  and  to  hold  to,  them  and  the  heirs  male 
by  the  body  of  Thomas  begotten  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements  for  ever.  Should  Thomas 
die  without  such  heir  male,  then  after  the  death  of  the  said  Thomas  and 
Matilda  the  tenements  wholly  will  remain  to  Thomas  son  of  the  said 
Thomas  and  the  heirs  male  of  his  body  begotten.  To  hold  as  aforesaid 
for  ever;  with  remainder  should  Thomas  son  of  Thomas  die  without 
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such  heir  male  to  the  right  heirs  of  the  said  Thomas  de  Crukern,  to 
hold  as  aforesaid  for  ever. 

(220)  At  Westminster  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  fifteen  days  from  the  day  of  Holy  Trinity.  Between 
William  fitz  Waryn  de  Whytyngton,  knight,  querent,  and  Walter 
Devereus  and  Thomasia  his  wife,  deforciants,  of  one  messuage,  three 
carucates  of  land,  one  hundred  and  twenty  acres  of  meadow,  one  hundred 
acres  of  wood,  two  hundred  acres  of  pasture  and  sixty  solidates  of  rent 
in  Lydelynch,  Caundel  and  Stoke  Coillard.  Plea  of  covenant  was 
summoned.  Walter  and  Thomasia  acknowledged  the  tenements  to 
be  the  right  of  W7illiam  as  by  their  gift,  and  remised  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Walter  to  William  and  his 
heirs  for  ever.  For  this  William  gave  to  Walter  and  Thomasia  one 
hundred  marcs  of  silver. 

(221)  At  Westminster  in  three  weeks  from  Michaelmas  day.  Be- 
tween John  Pyjoun  of  Shaftesbury,  querent,  and  John  Payn  of  Shaftes- 
bury and  Joan  his  wife,  deforciants,  of  two  messuages  in  Shaftesbury. 
Plea  of  covenant  was  summoned.  John  Payn  and  Joan  acknowledged 
the  messuages  to  be  the  right  of  the  querent,  as  by  their  gift,  and  re- 
mised and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan 
to  him  and  his  heirs  for  ever.  Moreover  they  will  warrant  them  to  him 
and  his  heirs  against  all  men  for  ever.  For  this  John  Pyjoun  gave  to 
them  twenty  marcs  of  silver. 

(222)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our 
Lord.  Between  John  Capon  of  Wymbourn  Munster,  senior,  querent, 
and  William  de  Briddesyerd  and  Nichola  his  wife,  deforciants,  of  one 
toft,  one  carucate  of  land,  twenty  acres  of  pasture,  four  solidates  of  rent 
in  Horton  and  Nywenham.  Plea  of  covenant  was  summoned.  William 
and  Nichola  acknowledged  the  tenements  to  be  the  right  of  the  querent 
as  by  their  gift,  and  remised  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Nichola  to  him  and  his  heirs  for  ever.  Moreover  they 
will  warrant  the  same  to  him  and  his  heirs  against  all  men  for  ever. 
For  this. John  gave  to  them  one  hundred  marcs  of  silver. 

(223)  At  Westminster  in  fifteen  days  from.  Michaelmas  day,  and 
afterwards  in  the  octaves  of  St.  Hilary.  Between  Thomas  de  Crukern 
and  Matilda  his  wife,  querents,  and  William  de  Elmenden,  parson  of 
the  church  of  Seueburgh,  deforciant,  of  three  messuages,  two  and  a  half 
virgates  of  land,  one  hundred  acres  of  pasture  in  Axe  and  Hegh  juxta 
Nitherhegh.  Plea  of  covenant  was  summoned.  Thomas  acknowledged 
the  tenements  to  be  the  right  of  William  as  by  his  gift.  For  this 
William  granted  them  to  Thomas  and  Matilda  and  rendered  them  to 
them  at  the  court.  To  have  and  to  hold  to  Thomas  and  Matilda  and 
the  heirs  male  of  the  body  of  Thomas,  of  the  chief  lords  of  that  fee  by 
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the  services  which  belong  to  the  tenements  for  ever.  Should  Thomas 
die  without  such  heir  male  then  after  the  death  of  Thomas  and  Matilda 
the  tenements  wholly  will  remain  to  Thomas  son  of  the  said  Thomas 
and  his  heirs  male,  to  hold  as  abovesaid.  Should  Thomas  son  of 
Thomas  die  without  such  heir  male  the  tenements  wholly  will  remain 
to  the  right  heirs  of  the  aforesaid  Thomas  de  Crukern.  To  hold  as 
aforesaid. 

30  Edward  III.  (1356). 

(224)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
John  Pyjoun  de  Shaston,  querent,  and  John  le  Hunte  and  Leticia  his 
wife,  deforciants,  of  one  messuage,  forty-three  acres  of  land,  ten  acres 
of  meadow,  thirteen  acres  of  wood  and  six  denariates  of  rent  in  Shaston. 
Plea  of  covenant  was  summoned.  John  le  Hunte  and  Leticia  acknow- 
ledged the  tenements  to  be  the  right  of  the  querent  as  by^their  gift.  To 
have  and  to  hold  to  him  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  those  tenements  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Leticia  that  they  will  warrant 
the  same  to  John  Pyjoun  and  his  heirs  against  all  men  for  ever.  For 
this  John  Pyjoun  granted,  for  himself  and  his  heirs,  that  yearly  he  will 
render  to  John  le  Hunt  and  Leticia  during  their  lives  forty-six  shillings 
and  eightpence.  Should  they  make  default  of  payment,  John  and 
Leticia  may  distrain  John  Pyjoun  or  his  heirs  or  whomsoever  henceforth 
shall  hold  those  tenements  for  the  goods  and  chattels  there  found  until 
full  payment  shall  have  been  made  of  the  arrears.  After  the  decease  of 
John  le  Hunte  and  Leticia,  John  Pyjoun  and  his  heirs  shall  be  quit  of  the 
said  payment  for  ever. 

(225)  At  Westminster  in  fifteen  days  from  Easter  day.  Between 
Bartholomew  de  Dounton  and  Robert  his  son,  querents,  and  William 
de  Byngham  and  Margery  his  wife,  deforciants,  of  one  messuage,  one 
carucate  of  land  in  Overlillyngton  and  Nitherlillyngton.  Plea  of  cove- 
nant was  summoned.  William  and  Margery  acknowledged  the  tene- 
ments, to  be  the  right  of  Bartholomew  as  by  their  gift,  and  remised 
and  quit  claimed  them  for  themselves  and  the  heirs  of  William  to 
Bartholomew  and  his  heirs  for  ever.  Moreover  they  will  warrant  them 
to  him  and  his  heirs  against  all  men  for  ever.  For  this  Bartholomew 
and  Robert  gave  to  William  and  Margery  twenty  marcs  of  silver. 

(226)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
William  de  Edyndon,  Bishop  of  Winchester,  querent,  and  Peter  Rake, 
citizen  of  London,  and  Matilda  his  wife,  deforciants,  of  the  manor  ot 
Morekirchil  and  the  advowson  of  the  church  of  that  manor.  Plea  ot 
covenant  was  summoned.  Peter  and  Matilda  granted  the  manor  and 
advowson  to  the  Bishop  and  remised  and  quit  claimed  what  they  had 
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in  the  manor  and  advowson  aforesaid  to  the  Bishop  and  his  heirs 
during  Matilda's  life  and  will  warrant  them  to  the  Bishop  for  themselves 
during  her  life  against  all  men.  For  this,  the  Bishop  gave  to  them  one 
hundred  pounds. 

(227)  At  Westminster,  fifteen  days  from  Michaelmas  day.  Between 
Adam  atte  More  and  Anastasiahis  wife,  querents,  and  Walter  atte  More, 
deforciant,  of  one  messuage,  two  mills,  one  dovehouse,  two  carucates 
of  land  and  a  rent  of  one  pound  of  pepper  and  one  pound  of  cumin 
in  Akford  Skyllyng.  Plea  of  covenant  was  summoned.  Adam  and 
Anastasia  acknowledged  the  tenements  to  be  the  right  of  Walter  as  by 
their  gift.  For  this  Walter  granted  the  tenements  to  them  and  rendered 
them  at  the  court.  To  have  and  to  hoid  to  them  and  the  heirs  of  their 
bodies,  of  Walter  and  his  heirs  for  ever.  Rendering  therefor  yearly  one 
rose  for  all  service  due  to  Walter  and  his  heirs,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  Walter  and  his  heirs  all  other  services  which 
to  the  tenements  belong  for  ever.  Walter  and  his  heirs  will  warrant 
the  tenements  to  Adam  and  Anastasia  as  is  aforesaid  against  all  men 
for  ever.  Should  Adam  and  Anastasia  die  without  heir  of  their  bodies 
then  the  tenements  wholly  will  revert  to  Walter  and  his  heirs  quit  of 
the  other  heirs  of  Adam  and  Anastasia.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  tenements  for  ever. 

31  Edward  III.  (1357). 

(228)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  31  Edward 
III.  Between  Roger  de  Manyngford,  querent,  and  John  Wascon  and 
Edith  his  wife,  deforciants,  of  five  messuages,  one  carucate,  ten  acres  of 
land,  twenty  acres  of  meadow,  fifteen  acres  of  pasture,  three  acres  of  wood 
in  Blaneford  St.  Mary.  Plea  of  covenant  was  summoned.  John  and 
Edith  acknowledged  the  tenements  to  be  the  right  of  Roger,  of  which 
Roger  had  two  messuages,  one  carucate  and  two  acres  of  land,  nineteen 
acres  of  meadow  and  the  pasture  and  wood  aforesaid  by  their  gift.  For 
this  Roger  granted  to  them  the  said  tenements  and  rendered  them  at 
the  court..  To  have  and  to  hold  to  John  and  Edith  during  their  lives 
of  Roger  and  his  heirs,  rendering  therefor  yearly  one  rose  for  all  service 
belonging  to  Roger  and  his  heirs  and  doing  therefor  to  the  chief  lords 
of  that  fee  for  Roger  and  his  heirs  all  other  services  which  belong  to 
those  tenements,  during  their  lives.  Moreover  Roger  granted  for  himself 
and  his  heirs  that  one  messuage,  four  acres  of  land,  one  acre  of  meadow 
which  Robert  Batecokes  held  for  term  of  life,  and  one  messuage  and 
two  acres  of  land  which  John  le  Frye  and  Agnes  his  wife  held  for  term 
of  life,  and  one  messuage  and  two  acres  of  land  which  John  Jay  and 
Isabella  his  wife  held  for  term  of  life  of  the  inheritance  of  the  said 
Roger  in  the  vill  aforesaid  on  the  day  this  concord  was  made,  and 
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which  after  their  deaths  ought  to  revert  to  Roger  and  his  heirs,  should 
wholly  remain  to  John  Wascon  and  Edith,  to  hold  together  with  the 
tenements  which  remain  to  them  by  this  fine  of  Roger  and  his  heirs 
by  the  services  as  aforesaid  during  their  lives,  with  reversion  after 
their  deaths  to  Roger  quit  of  the  heirs  of  John  Wascon  and  Edith. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  for  ever. 

(229)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
William  de  Ryngeborn,  querent,  and  Thomas  le  Blount,  chivaler,  and 
Joan  his  wife,  deforciants,  of  ten  messuages,  one  mill,  two  carucates  of 
land,  fifteen  acres  of  meadow,  forty  acres  of  pasture  in  Swanewych. 
Plea  of  covenant  was  summoned.  Thomas  and  Joan  acknowledged 
the  tenements  to  be  the  right  of  William  as  by  their  gift  and  remised 
and  quit  claimed  them  for  themselves  and  the  heirs  of  Thomas  to 
William  and  his  heirs  for  ever.  Moreover  they  will  warrant  them  to 
William  and  his  heirs  against  all  men  for  ever.  For  this  William 
gave  to  Thomas  and  Joan  twenty  marcs  of  silver. 

(230)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
John  Gogh,  John  Seys,  William  de  Osberston  and  Martin  de  Moulisshe, 
clerks,  querents,  and  Nicholas  Gouitz  and  Matilda  his  wife,  deforciants, 
of  the  manors  of  Durewyneston  and  Knyghton  and  the  advowsons  of 
the  churches  of  those  manors.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  manors  and  advowsons  to  be  the  right  of 
John  Gogh  and  remised  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Nicholas  to  all  the  querents  and  the  heirs  of  John  Gogh  for 
ever.  Moreover  they  will  warrant  the  same  to  them  and  the  heirs  of 
John  Gogh  against  all  men  for  ever.  For  this  the  querents  gave  to 
Nicholas  and  Matilda  one  hundred  marcs  of  silver. 

32  Edward  III.  (1358). 

(231)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  William  Clavyle  junior  and  Edith  his  wife 
and  William  Clavyle,  senior,  querents,  and  William  Filol,  deforciant,  of 
one  messuage,  one  carucate  of  land,  one  acre  of  meadow,  sixty  acres  of 
pasture  in  Tarente  Hyneton.  Plea  of  covenant  was  summoned.  The 
querents  acknowledged  the  tenements  to  be  the  right  of  William  Filol 
as  by  their  gift.  For  this  he  granted  the  tenements  to  William  Clavyle 
senior  and  rendered  them  at  the  court.  To  have  and  to  hold  to  him 
during  his  life  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  said  tenements.  With  remainder  after  his  death  to  William 
Clavyle  junior  and  Edith  his  wife  and  the  heirs  of  Edith  by  his  body 
begotten,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever,  with  remainder,  in  default  of  such 
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heir,  after  their  deaths  to  the  right  heirs  of  the  said  William  Clavyle 
senior  to  hold  as  aforesaid.  William  Filol  and  his  heirs  will  warrant 
the  tenements  to  William  Clavyle  senior  during  his  life  and  also  to 
William  Clavyle  Junior  and  Edith  during  their  lives  against  all  men. 

(232)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between 
Roger  de  Manyngford  and  Margery  his  wife,  querents,  and  Geoffrey 
de  Bares  and  Margaret  his  wife,  deforciants,  of  one  messuage,  one 
carucate  of  land,  forty  acres  of  wood,  twenty  acres  of  meadow,  thirtv 
acres  of  pasture  in  Hilnehide.  Plea  of  covenant  was  summoned. 
The  deforciants  granted  to  Roger  and  Margery  the  tenements  and 
rendered  them  at  the  court.  To  have  and  to  hold  for  their  lives,  of 
Geoffrey  and  Margaret  and  the  heirs  of  Geoffrey,  rendering  therefor 
yearly  to  Geoffrey  and  Margaret  twenty  shillings  of  silver  and  to  the 
heirs  of  Geoffrey  forty  shillings  of  silver  for  all  service,  &c,  belonging 
to  them,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  Geoffrey 
and  Margaret  and  the  heirs  of  Geoffrey  all  other  services  which  belong 
to  the  tenements.  The  deforciants  will  warrant  the  tenements  to 
Roger  and  Margery  during  their  lives,  against  all  men.  After  their 
deaths  the  tenements  wholly  shall  revert  to  the  deforciants,  to  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
tenements  for  ever.  For  this  Roger  and  Margery  gave  to  them  one 
hundred  marcs  of  silver. 

(233)  At  Westminster,  in  the  octaves  of  Holy  Trinity.  Between 
Walter  Sparwe  of  Cherleton  and  Thomas  his  son,  querents,  and  Ralph 
le  Dunere  and  Margaret  his  wife,  deforciants,  of  a  mill  in  Cherleton 
juxta  Lytelton.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  mill  to  be  the  right  of  Thomas  as  that  which  he  and 
Walter  had  by  their  gift  and  remised  and  quit  claimed  the  same  to  them 
and  the  heirs  of  Thomas  for  ever  and  will  warrant  the  mill  to  them  and 
the  heirs  of  Thomas  against  all  men  for  ever.  For  this  Walter  and 
Thomas  gave  to  them  one  hundred  marcs  of  silver. 

(234)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
William  de  Middelton  and  Isabella  his  wife,  plaintiffs,  and  Ralph  Basset 
son  and  heir  of  Ralph  Basset  of  Drayton,  tenant,  by  his  warranty  of  one 
third  part  of  the  manor  of  Upmelcombe,  which  William  and  Isabella 
claim  as  Isabella's  dower  by  the  endowment  of  Richard  de  Amondevill 
at  one  time  her  husband,  in  the.  said  vill.  Plea  was  summoned  be- 
tween them  in  the  said  court.  William  and  Isabella  granted  the  third 
part  to  Ralph  and  remised  and  quit  claimed  what  they  had  therein  by 
way  of  dower,  to  Ralph  and  his  heirs  for  ever.  For  this  Ralph  gave  to 
them  one  hundred  marcs  of  silver. 

(235)  At  Westminster,  in  three  weeks  from  Easter  day,  31  Edward 
III.,  and  afterwards  fifteen  days  after  Easter  da)-,  32  Edward  III.  Be- 
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tween  Walter,  parson  of  the  church  of  Cheselbourn,  and  John,  vicar  of 
the  church  of  Stokland,  querents,  and  Hugh  de  Courtenav  Earl  of 
Devon  and  Margaret  his  wife,  deforciants,  of  five  messuages,  one 
carucate,  thirty  acres  of  land,  sixteen  acres  of  meadow,  fifty  acres  of 
pasture,  thirteen  acres  of  wood,  ten  shillings  of  rent  and  a  rent  of  one 
pound  of  cumin  in  Stoklond.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  Walter,  of 
which  Walter  and  John  have  one  messuage  and  the  said  carucate, 
fourteen  acres  of  meadow,  the  pasture  and  the  wood  bv  their  gift, 
and  they  granted  to  Walter  and  John  the  said  rent  together  with  the 
homages  and  whole  services  of  John  Michel  and  Letitia  Michel  and 
their  heirs  in  respect  of  all  the  tenements  they  before  held  of  the 
Earl  and  Countess  in  the  said  vill.  "To  have  and  to  hold  to  Walter 
and  John  and  the  heirs  of  Walter  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements  and  rent  for  ever.  Moreover 
they  granted  for  themselves  and  the  heirs  of  the  Earl  the  one  messuage, 
twenty-seven  acres  of  land,  one  acre  of  meadow  which  Gilbert  Wronke 
.and  Alice  his  wife  and  John  their  son  held  for  term  of  life,  and  one 
messuage,  two  acres  of  land,  one  acre  of  meadow  which  William  Ven- 
gour  and  Agnes  his  wife  and  John  their  son  held  for  term  of  life,  and 
•one  messuage,  one  acre  of  land  which  John  Dalewode  and  Elizabeth 
his  wife  and  John  their  son  held  for  term  of  life,  and  one  messuage 
which  William  le  Hayward  and  Joan  his  wife  held  for  term  of  life  of 
the  inheritance  of  the  said  Earl  in  the  said  vill  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  ought  to  revert  to  the  said  Earl 
and  Margaret  and  the  heirs  of  the  Earl,  should  then  wholly  remain  to  the 
said  Walter  and  John,  vicar  of  the  church  of  Stoklond,  and  the  heirs  of 
Walter.  To  hold  together  with  the  tenements  and  rent  which  remain 
to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever.  The  Earl  and  Margaret  and  the 
heirs  of  the  Earl  will  warrant  the  tenements  and  rent  to  Walter  and 
John  and  the  heirs  of  Walter  as  is  aforesaid  against  all  men  for  ever. 
For  this  Walter  and  John  gave  to  the  Earl  and  Margaret  one  hundred 
pounds  sterling. 

(236)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  William  Clavyle,  senior,  and  William  Clavyle, 
junior,  and  Edith  his  wife,  querents,  and  William  Filol,  deforciant,  of 
one  messuage,  one  carucate  of  land,  six  acres  of  meadow,  ten  acres  of 
wood  in  Feme  juxta  Upwymborn.  Plea  of  covenant  was  summoned. 
The  querents  acknowledged  the  tenements  to  be  the  right  of  William 
Filol  as  by  their  gift.  For  this  William  Filol  granted  the  tenements 
to  William  Clavyle  senior  and  rendered  them  to  him  at  the  court.  To 
have  and  to  hold  to  him  during  his  life  of  the  chief  lords  of  that  fee  by 
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the  services  which  belong  to  the  tenements,  with  remainder  after  his 
death  to  William  Clavyle  junior  and  Edith  his  wife  and  the  heirs  of 
their  bodies,  to  hold  as  aforesaid  for  ever.  Should  Edith  die  without 
such  heir  then  after  the  deaths  of  both  her  and  her  husband  the 
tenements  wholly  shall  remain  to  the  right  heirs  of  William  Clavyle 
senior.  To  hold  of  the  chief  lords  as  aforesaid  for  ever.  William 
Filol  and  his  heirs  will  warrant  the  tenements  to  them. 

33  Edward  III.  (1359). 

(237)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  32 
Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  33 
Edward  III.  Between  John  Gogh,  senior,  clerk,  William  de  Osberton, 
John  Seys  and  Martin  le  Moulish,  querents,  and  Thomas  de  Brudeport 
and  Edith  his  wife,  deforciants,  of  three  messuages,  two  carucates  of 
land,  seventeen  acres  of  meadow,  two  acres  of  pasture,  sixty  shillings  of 
rent  in  Kyngeston.  Plea  of  covenant  was  summoned.  Thomas  and 
Edith  granted  the  tenements  to  the  querents,  and  remised  and  quit 
cliamed  what  they  had  in  the  tenements  for  term  of  their  lives,  to  the 
said  querents  for  ever,  and  will  warrant  the  tenements  to  them  and  the 
heirs  of  John  Gogh  against  all  men  for  ever.  For  this  the  querents 
gave  to  Thomas  and  Edith  one  hundred  marcs  of  silver. 

(238)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Edward  de  Bohun  and  Philippa  his  wife,  querents,  and  John 
de  Bohun  of  Midhurst,  deforciants,  of  six  marcs  of  rent  in  Sturmyster 
Marchal,  and  the  hundred  of  Hundredesbergh.  Plea  of  covenant  was 
summoned.  John  granted  the  rent  and  hundred  to  Edward  and 
Philippa  and  rendered  the  same  to  them  at  the  court.  To  have  and 
to  hold  to  Edward  and  Philippa  and  the  heirs  of  their  bodies,  of  John 
and  his  heirs  for  ever.  Rendering  therefor  yearly  one  rose  for  all 
service,  &c,  to  the  said  John  and  his  heirs  belonging  and  doing  there- 
for to  the  chief  lords  of  that  fee  for  John  and  his  heirs  all  other  services 
which  to  the  said  rent  and  hundred  belong  for  ever.  Should  Edward 
and  Philippa  die  without  heir  of  their  bodies  then  the  rent  and  hundred 
shall  revert  to  John  and  his  heirs  quit  of  the  other  heirs  of  Edward  and 
Philippa.  To  hold  as  aforesaid  for  ever.  For  this  Edward  and  Philippa 
gave  to  John  two  hundred  marcs  of  silver. 

(239)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  Walter  de  Frompton  of  Melecombe,  querent, 
and  John  de  Alveton  and  Margaret  his  wife,  deforciants,  of  a  third  part 
of  the  manor  of  Boklond  Kipers,  which  Henry  Flemmyng  holds  for 
term  of  the  life  of  Margaret  wife  of  Nicholas  Sampson.  Plea  of  cove- 
nant was  summoned.  John  and  Margaret  acknowledged  the  third  part 
to  be  the  right  of  Walter,  and  granted  for  themselves  and  the  heirs  of 
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Margaret  that  the  said  third  part  which  Henry  held  for  the  life  of 
Margaret  wife  of  Nicholas  of  the  inheritance  of  Margaret  wife  of  John 
on  the  day  this  concord  was  made  and  which  after  the  death  of 
Margaret  wife  of  Nicholas  ought  to  revert  to  John  and  Margaret 
should  then  wholly  remain  to  the  said  Walter  and  his  heirs.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
third  part  belong  for  ever.  For  this  Walter  gave  to  John  and  Margaret 
forty  marcs  of  silver. 

(240)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
John  de  Stupelton,  querent,  and  Nicholas  Latymer  and  Katherine  his 
wife,  deforciants,  of  one  messuage,  twenty  acres  of  land  in  Iwerne 
Stupelton.  Plea  of  covenant  was  summoned.  Nicholas  and  Katherine 
acknowledged  the  tenements  to  be  the  right  of  John  as  by  their  gift. 
To  have  and  to  hold  to  John  and  his  heirs  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  tenements  for  ever.  Moreover 
they  granted  for  themselves  and  the  heir  of  Katherine  that  they  will 
warrant  the  tenements  to  John  and  his  heirs  against  all  men  for  ever. 
For  this  John  gave  to  them  twenty  marcs  of  silver. 

(241)  At  Westminster,  on  the  morrow  of  Souls.  Between  John  de 
la  Hale,  "  chivaler,"  querent,  and  William  de  Hastynges  and  Margaret 
his  wife,  deforciants,  of  two  messuages,  one  carucate,  forty  acres  of  land 
in  Tarente  Rousshton  and  Tarente  Preston.  Plea  of  covenant  was 
summoned.  William  and  Margaret  acknowledged  the  tenements  to 
be  the  right  of  John  as  by  their  gift.  To  have  and  to  hold  to  John 
and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  William  that  they  will  warrant  the  tenements  to  John 
and  his  heirs  against  all  men  for  ever.  For  this  John  gave  them 
twenty  marcs  of  silver. 

34  Edward  III.  (1360). 

(242)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Edward  le  Mohoun  of  Shirbourn,  Deigher,  querent,  and  Peter  le  Gold- 
smyth  of  Shirbourn  and  Edith  his  wife,  deforciants,  of  one  messuage 
in  Shirbourn.  Plea  of  covenant  was  summoned.  Peter  and  Edith 
acknowledged  the  messuage  to  be  the  right  of  Edward  as  by  their  gift, 
and  remised  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Edith  to  Edward  and  his  heirs  for  ever,  and  will  warrant  the  same  to 
him  and  his  heirs  against  all  men  for  ever.  For  this  Edward  gave 
them  ten  marcs  of  silver. 

(243)  At  Westminster,-  in  the  octaves  of  St.  Michael.  Between 
William  Muryel  of  Shirbourn,  querent,  and  Peter  le  Goldsmyth  of 
Shirbourn  and  Edith  his  wife,  deforciants,  of  one  messuage  and  the 
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moiety  of  one  acre  of  land  in  Shirbourn.  Plea  of  covenant  was  sum- 
moned. Peter  and  Edith  acknowledged  the  tenements  to  be  the  right 
of  William  as  by  their  gift,  and  remised  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Edith  to  William  and  his  heirs  for  ever ; 
and  will  warrant  the  same  to  him  and  his  heirs  against  all  men  for 
ever.    For  this  William  gave  them  ten  marcs  of  silver. 

(244)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween Robert  de  Remmesbury,  querent,  and  Walter  Deverous  and 
Thomasia  his  wife,  deforciants,  of  one  carucate  of  land  in  Maugerton. 
Plea  of  covenant  was  summoned.  Walter  and  Thomasia  acknow- 
ledged the  land  to  be  the  right  of  Robert  as  by  their  gift,  and  remised 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Walter  to 
Robert  and  his  heirs  for  ever.  For  this  Robert  gave  them  ten  marcs 
of  silver. 

(245)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween William  de  Edyngdon,  Bishop  of  Winchester,  querent,  and  Peter 
son  of  Robert  de  Brydeport  and  Margaret  his  wife,  deforciants,  of  one 
acre  of  land  in  Swynenetolre  and  the  advowson  of  the  church.  Plea  of 
covenant  was  summoned.  Peter  and  Margaret  acknowledged  the  land 
and  advowson  to  be  the  right  of  the  Bishop  as  by  their  gift,  and  remised 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to 
the  Bishop  and  his  heirs  for  ever  and  will  warrant  the  same  to  him  and 
his  heirs  against  all  men  for  ever.  For  this,  the  Bishop  gave  them 
twenty  marcs  of  silver. 

(246)  At  Westminster,  on  the  morrow  of  St.  John  Baptist.  Between 
Edward  son  of  Robert  de  Combe,  querent,  and  Walter  de  Park1  junior, 
Robert  de  Combe  and  John  de  Frome,  deforciants,  of  one  messuage,  six 
bovates  of  land  in  Croukeston.  Plea  of  covenant/was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  Edward  and 
granted  for  themselves  and  the  heirs  of  Robert  that  the  tenements  which 
.Walter  de  Perle  held  for  term  of  life  of  the  inheritance  of  the  said  Robert 
in  the  said  vill  on  the  day  this  concord  was  made  and  which  after  the 
death  of  the  said  Walter  de  Perle  ought  to  revert  to  Walter  de  Park' 
Robert  and  John  and  the  heirs  of  Robert,  should  then  wholly  remain  to 
the  said  Edward  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  said  tenements  for  ever.  For  this 
Edward  gave  them  one  hundred  marcs  of  silver. 

(247)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  William  de  Stupelton  and  Alice  his  wife,  querents,  by  Edmond 
Barnabe  in  Alice's  place,  and  John  de  Neuburgh  and  Joan  his  wife, 
deforciants,  of  one  messuage,  one  and  a  half  carucates  of  land,  twenty- 
four  acres  of  meadow,  thirty  acres  of  pasture,  twenty-six  shillings  and 
eight  pence  of  rent  in  Parva  Funtemel.    Plea  of  covenant  was  sum- 
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moned.  John  and  Joan  acknowledged  the  tenements  to  be  the  right  of 
William  as  by  their  gift.  To  have  and  to  hold  to  William  and  Alice 
and  the  heirs  of  William  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  tenements  for  ever,  and  they  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  tenements 
to  William  and  Alice  and  the  heirs  of  William  against  all  men  for  ever. 
For  this  William  and  Alice  gave  them  one  hundred  marcs  of  silver. 

(248)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
John  Pyjon,  querent,  and  Nicholas  Goumpe  and  Edith  his  wife,  de- 
forciants, of  one  messuage,  one  acre  of  land  in  Shaftesbury.  Plea  of 
covenant  was  summoned.  Nicholas  and  Edith  acknowledged  the  tene- 
ments to  be  the  right  of  John  as  by  their  gift.  To  have  and  to  hold  to 
John  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever,  and  they  will  warrant  the  same 
for  themselves  and  the  heirs  of  Edith  to  John  and  his  heirs  against 
all  men  for  ever.     For  this  John  gave  them  twenty  marcs  of  silver. 

35  Edward  III.  (1361). 

(249)  At  Westminster,  in  three  weeks  from  Easter  day,  and  after- 
wards in  the  octaves  of  St.  Michael.  Between  John  de  Godmanston 
and  Cecilia  his  wife,  querents,  and  Geoffrey  de  Bares,  deforciant,  of 
the  manor  of  Fifhide  Seint  Quintyn  and  one  messuage,  one  virgate  of 
land  in  Fifhide  Nevill.  Plea  of  covenant  was  summoned.  Geoffrey 
acknowledged  the  manor  and  tenements  to  be  the  right  of  John  and 
Cecilia  as  by  his  gift  and  remised  and  quit  claimed  the  same  for  him 
and  his  heirs  to  John  and  Cecilia  and  the  heirs  of  John  for  ever.  For 
this  they  gave  to  Geoffrey  two  hundred  marcs  of  silver. 

(250)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Guy  de  Bryene,  "  chivaler,"  Martin  Moulissh,  clerk,  and  John  Seys, 
clerk,  querents,  and  Nicholas  Poyntz,  clerk,  deforciant,  of  the  manor 
of  Sutton  Poyntz.  Plea  of  covenant  was  summoned.  Nicholas 
acknowledged  the  manor  to  be  the  right  of  Guy,  and  remised  and 
quit  claimed  the  same  for  himself  and  his  heirs  to  Guy,  Martin  and 
John  and  the  heirs  of  Guy  for  ever  and  will  warrant  it  against  all  men 
for  ever.  For  this  Guy,  Martin  and  John  gave  to  Nicholas  one  hundred 
marcs  of  silver. 

(251)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
Bernard  Brocas,  "chivaler,"  and  Mary  his  wTife,  querents,  and  Philip 
de  Hoo  and  Robert  de  Singleton,  deforciants,  of  the  manor  of  Bromlegh 
juxta  Brodewyndesore.  Plea  of  covenant  was  summoned.  Bernard 
and  Mary  acknowledged  the  manor  to  be  the  right  of  Philip  as  that 
which  he  and  Robert  have  by  their  gift.  For  this  Philip  and  Robert 
granted  the  manor  to  Bernard  and  Mary  and  rendered  the  same  at  the 
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court.  To  have  and  to  hold  to  them  and  the  heirs  of  their  bodies  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  manor 
for  ever,  with  remainder  in  default  of  such  heirs  after  their  deaths  to 
the  right  heirs  of  Bernard,  to  hold  as  aforesaid  for  ever. 

(252)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Roger  de  Cloune,  querent,  and  Geoffrey  Hudeyn,  and  Joan  his  wife, 
deforciants,  of  one  messuage,  thirty-seven  acres  of  land,  seven  acres  of 
meadow  in  Yatmynstre.  Plea  of  covenant  was  summoned.  Geoffrey 
and  Joan  acknowledged  the  tenements  to  be  the  right  of  Roger,  of 
which  he  has  one  messuage,  thirty-five  acres  of  land  and  six  acres  of 
meadow  by  their  gift.  To  have  and  to  hold  to  Roger  and  his  heirs  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  tene- 
ments for  ever.  And  they  granted  for  themselves  and  the  heirs  of 
Joan  that  two  acres  of  land  which  Isabella  Pydel  held  for  term  of  life 
and  one  acre  of  meadow  which  Robert  Yerde  and  Emma  his  wife  held 
for  term  of  Emma's  life  of  the  inheritance  of  the  said  Joan  in  the  said 
vill  on  the  day  this  concord  was  made,  and  which  after  their  deaths 
ought  to  revert  to  Geoffrey  and  Joan  and  the  heirs  of  Joan  should  then 
wholly  remain  to  the  aforesaid  Roger  and  his  heirs.  To  hold  together 
with  the  tenements  which  remain  to  him  by  this  fine  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  said  tenements  for  ever. 
Geoffrey  and  Joan  and  the  heirs  of  Joan  will  warrant  the  tenements  as 
is  aforesaid  to  Roger  and  his  heirs  against  all  men  for  ever.  For  this 
Roger  gave  them  twenty  marcs  of  silver. 

(253)  At  Westminster,  in  three  weeks  from  Easter.  Between 
Roger  de  Manyngford,  querent,  and  William  Maundevyll  and  Agnes 
his  wife,  deforciants,  of  one  garden,  three  acres  of  meadow  in  Blaneford 
St.  Mary.  Plea  of  covenant  was  summoned.  William  and  Agnes 
acknowledged  the  tenements  to  be  the  right  of  Roger  and  rendered 
them  to  him  at  the  court.  To  have  and  to  hold  to  Roger  and  his 
heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  tenements  for  ever,  and  will  warrant  them  for  themselves  and  the 
heirs  of  Agnes  to  him  and  his  heirs  against  all  men  for  ever.  For  this 
Roger  gave  them  twenty  marcs  of  silver. 

(254)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Guy  de  Bryene,  "  chivaler,"  querent,  and  Richard  de  Acton,  "  chivaler," 
deforciant,  of  the  manor  of  Haselbere  in  Blakemore  and  three  caru- 
cates  of  land  in  Crokerstok  and  Turbervilstok  and  the  advowson  of  the 
church  of  the  aforesaid  manor.  Plea  of  covenant  was  summoned. 
Richard  acknowledged  the  manor  and  land  and  advowson  to  be  the 
right  of  Guy  and  rendered  the  same  to  him  at  the  court.  To  have 
and  to  hold  to  Guy  and  his  heirs  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  manor,  land  and  advowson,  and  will 
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warrant  them  to  Guy  and  his  heirs  against  all  men  for  ever.  For 
this  Guy  gave  Richard  three  hundred  marcs. 

(255)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Guy  de  Bryene,  "  chivaler,"  Martin  Moulissh,  clerk,  and  John  Seys, 
clerk,  querents,  and  Nicholas  Poyntz,  "  chivaler,"  deforciant,  of  the 
manor  of  Sutton  Poyntz.  Plea  of  covenant  was  summoned.  Nicholas 
acknowledged  the  manor  to  be  the  right  of  Guy  and  rendered  the  same 
to  Guy,  Martin  and  John  at  the  court.  To  have  and  to  hold  to  them 
and  the  heirs  of  Guy  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  manor  for  ever.  Nicholas  and  his  heirs  will  warrant  the 
manor  to  Guy,  Martin  and  John  and  the  heirs  of  Guy  against  all  men 
for  ever.    For  this  they  gave  Nicholas  one  hundred  marcs  of  silver. 

(256)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Alan  Cheyngne  and  Joan  his  wife,  querents,  and  Thomas  de  Radburgh 
and  Alice  his  wife,  deforciants,  of  a  moiety  of  the  manors  of  Melbury 
Sandford  and  Melbury  Usmond.  Plea  of  covenant  was  summoned. 
Thomas  and  Alice  granted  the  moiety  to  Alan  and  Joan  and  rendered 
the  same  to  them  at  the  court.  To  have  and  to  hold  to  Alan  and  Joan 
for  their  lives  from  Thomas  and  Alice  and  the  heirs  of  Alice,  rendering 
therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist 
for  all  service,  custom  and  demand  to  Thomas  and  Alice  and  the  heirs 
of  Alice  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
them  all  other  services  which  belong  to  the  said  moiety.  After  the 
death  of  Alan  and  Joan  the  moiety  wholly  shall  revert  to  Thomas  and 
Alice  and  the  heirs  of  Alice  quit  of  the  heirs  of  Alan  and  Joan.  To 
hold  as  aforesaid  for  ever.  For  this  grant,  rent,  fine  and  concord  Alan 
and  Joan  gave  to  Thomas  and  Alice  one  hundred  marcs  of  silver. 

36  Edward  III.  (1362). 

(257)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Roger  Holm,  clerk,  Walter  de  Perle  and  John  de  Bridemere,  querents, 
and  William  de  Lucy,  "chivaler,''  and  Margaret  his  wife,  deforciants, 
of  the  manor  of  Manston  and  one  carucate,  forty  acres  of  land,  twenty 
acres  of  meadow,  sixty  acres  of  pasture,  three  acres  of.  wood  in  Yate- 
mynstre  and  Meleburybubbe  and  the  advowson  of  the  church  of  the 
said  manor,  which  Margaret  who  was  the  wife  of  Richard  de  Manston 
holds  for  term  of  life.  Plea  of  covenant  was  summoned.  William 
and  Margaret  his  wife  acknowledged  the  manor,  tenements  and  advow- 
son to  be  the  right  of  John  and  granted  for  themselves  and  the  heirs 
of  Margaret  his  wife  that  the  manor,  tenements  and  advowson  which 
Margaret  who  was  wife  of  Richard  holds  for  life  of  the  inheritance  of 
Margaret  wife  of  William  in  the  said  vills  on  the  day  this  concord  was 
made,  and  which  after  her  death  ought  to  revert  to  William  and 
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Margaret  his  wife  and  the  heirs  of  Margaret,  should  then  wholly 
remain  to  Roger,  Walter  and  John  and  the  heirs  of  John.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
premises  for  ever.  The  deforciants  will  warrant  the  premises  to 
Roger,  Walter  and  John  and  the  heirs  of  John  against  all  men  for 
ever.  For  this  they  gave  to  W'illiam  and  Margaret  his  wife  two 
hundred  marcs  of  silver. 

(258)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Walter  de  Perlee,  querent,  and  Edward  de  Coumbe,  deforci- 
ant, of  the  manor  of  Croukeston.  Plea  of  covenant  was  summoned. 
Edward  acknowledged  the  manor  to  be  the  right  of  WTalter  as  by  his 
gift,  and  remised  and  quit  claimed  the  same  for  himself  and  his  heirs 
to  Walter  and  his  heirs  for  ever,  and  will  warrant  the  same  to  Walter 
and  his  heirs  against  all  men  for  ever.  For  this  Walter  gave  to 
Edward  two  hundred  marcs  of  silver. 

(259)  At  Westminster,  on  the  morrow  of  Souls.  Between  William 
de  Thomere,  parson  of  the  church  of  Kyngton,  querent,  and  John  de 
Glaunvyle,  deforciant,  of  the  manor  of  Wotton  Glaunvyle,  and  the 
advowsons  of  the  church  of  that  manor  and  the  chantry  of  St.  Marg- 
in the  same  church.  Plea  of  covenant  was  summoned.  John  ac- 
knowledged the  manor  and  advowsons  to  be  the  right  of  William  as 
by  his  gift.  For  this  William  granted  them  to  John  and  rendered 
them  to  him  at  the  court.  To  have  and  to  hold  to  John  during  his 
life,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manor  and  advowsons,  with  remainder  after  his  death  to  John,  son 
of  the  said  John,  and  Cristina  his  wife  and  the  heirs  of  their  bodies. 
To  hold,  as  aforesaid,  for  ever.  Should  John  and  Cristina  die  without 
heir  of  their  bodies  the  remainder  shall  be  wholly  to  the  right  heirs  of 
John  de  Glaunvyle,  to  hold  as  aforesaid  for  ever. 

(260)  At  Westminster,  on  the  morrow  of  Souls.  Between  Geoffrey 
de  Bares,  querent,  by  Robert  Lugh  in  his  place,  and  Walter  de  God- 
manston,  deforciant,  of  the  manor  of  Godmanston  and  advowson  of 
the  church  of  the  manor.  Plea  of  covenant  was  summoned.  Walter 
•granted  the  manor  and  advowson  to  Geoffrey,  and  rendered  them  to 
him  at  the  court.  To  have  and  to  hold  to  Geoffrey  during  his  life, 
from  Walter  and  his  heirs,  rendering  therefor  one  rose  at  Nativity  of 
St.  John  Baptist  for  all  service  and  demand  to  Walter  and  his  heirs 
belonging.  Walter  and  his  heirs  will  warrant  the  manor  and  advowson 
to  Geoffrey  during  his  life  against  all  men.  After  his  death  the  manor 
and  advowson  shall  revert  to  Walter  and  his  heirs  quit  of  the  heirs  of 
Geoffrey.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  manor  and  advowson.  For  this  Geoffrey  gave  to  Walter 
two  hundred  marcs  of  silver. 


104 


Dorset  Fines. 


(261)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist.  Between  Roger  Folville  of  Cloune,  querent,  and  Robert 
Suthsexe  and  Matilda  his  wife,  deforciants,  of  one  messuage,  sixty- 
seven  acres  of  land,  thirteen  acres  of  meadow,  six  acres  of  pasture  in 
Berehaket  and  Knyghton.  Plea  of  covenant  was  summoned.  Robert 
and  Matilda  acknowledged  the  tenements  to  be  the  right  of  Roger  and 
rendered  them  to  him  at  the  court.  To  have  and  to  hold  to  Roger  and 
his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  tenements  for  ever.  Moreover  Robert  and  Matilda  granted  for 
themselves  and  the  heirs  of  Robert  that  they  will  warrant  the  tenements 
to  Roger  and  his  heirs  against  all  men  for  ever.  For  this  Roger  gave 
to  them  forty  marcs  of  silver. 

37  Edward  III.  (1363). 

(262)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
and  afterwards  in  the  octaves  of  St.  Trinity.  Between  William  de 
Lucy,  "chivaler,"  and  Margaret  his  wife,  querents,  by  Walter  Perle  in 
her  place,  and  Roger  de  Holme,  clerk,  and  John  de  Bridemere,  deforci- 
ants, of  the  manor  of  Manston  and  one  carucate,  forty  acres  of  land, 
twenty  acres  of  meadow,  sixty  acres  of  pasture,  three  acres  of  wood  in 
Yatmynstre  and  Melbury  Bubbe  and  the  advowson  of  the  church  of  the 
said  manor  which  Margaret  who  was  the  wife  of  Richard  de  Manston 
holds  for  term  of  life.  Plea  of  covenant  was  summoned.  Roger  and 
John  granted  for  themselves  and  the  heirs  of  John  that  the  manor, 
tenements  and  advowson  which  Margaret  who  was  wife  of  Richard 
held  for  term  of  life  of  the  inheritance  of  the  said  John  in  the  said  vill 
on  the  day  this  concord  was  made  and  which  after  her  death  ought  to 
revert  to  Roger  and  John  and  the  heirs  of  John,  should  then  wholly 
remain  to  William  and  Margaret  his  wife  and  the  heirs  of  their  bodies. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
the  manor,  tenements  and  advowson  for  ever.  Should  William  and 
Margaret  die  without  heir  of  their  bodies  then  the  manor,  tenements 
and  advowson  wholly  will  remain  to  the  right  heirs  of  Margaret  wife 
of  William.  To  hold,  as  aforesaid,  for  ever.  For  this  William  and 
Margaret  gave  to  Roger  and  John  three  hundred  marcs  of  silver. 

(263)  At  Westminster,  in  the  octaves  of  Holy  Trinity.  Between 
John  Hamely  and  Joan  his  wife,  querents,  and  John  Treuelle,  deforciant, 
of  the  manors  of  Upwymburn  and  Kynstenston.  Plea  of  covenant 
was  summoned.  John  Hamely  and  Joan  acknowledged  the  manors  to 
be  the  right  of  John  Treuelle,  of  which  he  has  two  parts  by  their  gift. 
For  this,  he  granted  the  said  two  parts  to  them  and  rendered  them  to 
them  at  the  court.  To  have  and  to  hold  to  them  and  the  heirs  of  John 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
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two  parts  for  ever.  Moreover  John  Treuelle  granted  for  himself  and 
his  heirs  that  the  third  part  of  the  said  manors  which  Ida  who  was  the 
wife  of  John  Plescy,  chivaler,  held  in  dower  of  the  inheritance  of  the 
said  John  Treuelle  on  the  day  this  concord  was  made,  and  which  after 
her  decease  ought  to  revert  to  him,  should  then  wholly  remain  to  John 
Hamely  and  Joan  and  the  heirs  of  John  to  hold,  together  with  the  said 
two  parts  which  remain  to  them  by  this  fine,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  that  third  part  for  ever. 

(264)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  and  after- 
wards in  fifteen  days  from  the  day  of  St.  Michael.  Between  William 
Crundall,  chaplain,  and  John  Ruddok,  chaplain,  querents,  and  Roger 
Edlof  and  Emma  his  wife,  deforciants,  of  one  messuage,  six  shops  and 
fourteen  acres  of  land  in  Wymbourn  Munstre  and  Leigh.  Plea  of 
covenant  was  summoned.  Roger  and  Emma  acknowledged  the  tene- 
ments to  be  the  right  of  William  and  rendered  them  to  William  and 
John  at  the  court.  To  have  and  to  hold  to  William  and  John  and  the 
heirs  of  William  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever.  Moreover  Roger  and  Emma 
granted  for  themselves  and  the  heirs  of  Roger  that  one  shop  which 
Geoffrey  Rowell  and  Cristina  his  wife  hold  for  term  of  life,  and  one 
shop  which  Robert  Fouk  and  Matilda  his  wife  hold  for  term  of  life,  and 
one  shop  which  Reginald  Boucher  and  Albreda  his  wife  hold  for  term 
of  life,  and  one  shop  which  Nicholas  Bernard  holds  for  term  of  life,  and 
one  shop  which  Joan  Conde  holds  for  term  of  life  and  also  one  shop 
which  John  Mayn  and  Amicia  his  wife  hold  for  term  of  life  of  the 
inheritance  of  the  said  Roger  in  the  said  vill  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  ought  to  revert  to  Roger  and 
Emma  and  the  heirs  of  Roger,  should  then  wholly  remain  to  the  said 
William  and  John  Ruddok  and  the  heirs  of  William.  To  hold,  together 
with  the  tenements  which  remain  to  them  by  this  fine,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  shops  for  ever.  Roger 
and  Emma  and  the  heirs  of  Roger  will  warrant  the  tenements  to 
William  and  John  Ruddok  and  the  heirs  of  William  as  is  aforesaid 
against  all  men  for  ever.  For  this  William  and  John  Ruddok  gave  to 
Roger  and  Emma  one  hundred  marcs  of  silver. 

(265)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
John  de  Crukern  and  Matilda  his  wife,  querents,  and  John  Stroude  and 
Alice  his  wife,  deforciants,  of  one  messuage,  ten  acres  of  land,  three  acres 
of  meadow,  one  acre  of  wood  in  Chedyndon.  Plea  of  covenant  was 
summoned  between  them.  John  and  Alice  acknowledged  the  tenements 
to  be  the  right  of  John  de  Crukern  as  those  which  he  and  Matilda  had 
by  their  gift,  and  remised  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Alice  to  John  de  Crukern  and  Matilda  and  the  heirs 
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of  John  for  ever.  Moreover  they  will  warrant  the  same  against  all 
men  for  ever.  For  this,  John  de  Crukern  and  Matilda  gave  to  then 
twenty  marcs  of  silver. 

(266)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Walter  atte  More,  querent,  and  William  Nipred  and  Cecilia  his  wife, 
deforciants,  of  one  messuage,  seven  acres  of  land,  one  acre  of  meadow 
in  Mortesthorne.  Plea  of  covenant  was  summoned.  William  and 
Cecilia  acknowledged  the  tenements  to  be  the  right  of  WTalter  and 
rendered  them  to  him  at  the  court.  To  have  and  to  hold  to  Walter 
and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  tenements  for  ever.  Moreover  they  granted  for  themselves  and 
the  heirs  of  Cecilia  that  they  will  warrant  the  tenements  to  Walter  and 
his  heirs  against  all  men  for  ever.  For  this,  he  gave  them  ten  marcs 
of  silver. 

(267)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
John  de  la  Hale,  "chivaler,"  querent,  and  Roger  Cly fiord,  "  chivaler," 
and  Thomas  his  brother,  deforciants,  of  a  moiety  of  the  manor  of 
Tarente  Vilers.  Plea  of  covenant  was  summoned.  Roger  and  Thomas 
acknowledged  the  moiety  to  be  the  right  of  John  as  by  their  gift,  and 
remised  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Roger  to  John  and  his  heirs  for  ever.  Moreover  they  granted  for  them- 
selves and  the  heirs  of  Roger  that  they  will  warrant  the  moiety  to  John 
and  his  heirs  against  all  men  for  ever.  For  this  John  gave  to  them 
one  hundred  marcs  of  silver. 

(268)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
John  de  Chidyok,  "  chivaler,''  querent,  and  Gilbert  Crubbe,  deforciant, 
of  the  manor  of  Kyngeston  Maureward,  which  Clemencia  who  was  the 
wife  of  John  Crubbe  holds  for  life.  Plea  of  covenant  was  summoned. 
Gilbert  acknowledged  the  manor  to  be  the  right  of  John  and  granted 
for  himself  and  his  heirs  that  the  said  manor  which  Clemencia  held  for 
life  of  his  inheritance  on  the  day  this  concord  was  made,  and  which 
after  her  death  ought  to  revert  to  him,  shall  then  wholly  remain  to  the 
said  John  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  manor.  Gilbert  and  his  heirs  will 
warrant  the  manor  to  John  and  his  heirs  as  is  aforesaid  against  all  men 
for  ever.    For  this  John  gave  to  Gilbert  one  hundred  marcs  of  silver. 

(269)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Robert  Neweman  and  Alice  his  wife,  querents,  and  John  Shudd  and 
Isolda  his  wife,  deforciants,  of  one  messuage  in  Dorchestre  Plea  of 
covenant  was  summoned.  John  and  Isolda  granted  the  messuage  to 
Robert  and  Alice  and  rendered  the  same  to  them  at  the  court.  To 
have  and  to  hold  to  Robert  and  Alice  during  their  lives  of  John  and 
Isolda  and  the  heirs  of  Isolda,  rendering  therefor  yearly  ten  shillings 
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for  all  custom  and  demand  belonging  to  John  and  Isolda  and  the  heirs 
of  Isolda,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  John  and 
Isolda  and  the  heirs  of  Isolda  all  other  services  which  belong  to  the 
said  messuage,  who  will  warrant  the  same  to  Robert  and  Alice  against 
all  men.  After  the  deaths  of  Robert  and  Alice  the  messuage  will 
wholly  revert  to  John  and  Isolda  and  the  heirs  of  Isolda  quit  of  the 
heirs  of  Robert  and  Alice,  to  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  messuage  for  ever.  For  this  Robert  and 
Alice  gave  to  John  and  Isolda  twenty  marcs  of  silver. 

(270)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
Thomas  Moigne,  chivaler,  querent,  and  John  de  Panes  of  Wyker 
deforciant,  of  the  manors  of  Poncknoll  and  Loueford  and  the  advowson 
of  the  church  of  Poncknoll.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  manors  and  advowson  to  be  the  right  of  Thomas 
and  remised  and  quit  claimed  them  for  himself  and  his  heirs  to 
Thomas  and  -his  heirs  for  ever,  and  will  warrant  them  to  Thomas 
and  his  heirs  against  all  men  for  ever.  For  this  Thomas  gave  to 
John  two  hundred  marcs  of  silver. 

(271)  At  Westminster,  in  fifteen  days  from  Easter  day,  37  Edward 
III.,  and  afterwards  in  fifteen  days  from  the  day  of  St.  Hilary,  38  Edward 
III.  Between  Hugh  de  Penbrigge  parson  of  the  church  of  Dychesyate, 
William  Pope,  chaplain,  John  de  Wryngton,  chaplain,  and  John  Gylot, 
chaplain,  querents,  and  Thomas  de  la  Bere  and  Isabella  his  wife,  de- 
forciants, of  three  messuages,  one  hundred  and  twenty-two  acres  of 
land,  twenty-one  acres  of  meadow,  eleven  acres  of  pasture,  four  acres 
of  wood,  sixteen  pence  of  rent  and  a  rent  of  one  rose  in  Estbakebere. 
Plea  of  covenant  was  summoned.  Thomas  and  Isabella  acknowledged 
the  tenements  and  rent  to  be  the  right  of  William,  of  which  the  said 
William,  Hugh,  John  and  John  have  the  said  messuages,  one  hundred 
and  four  acres  of  land,  twenty  acres  of  meadow,  and  the  said  pasture 
and  wood  by  gift  of  Thomas  and  Isabella,  who  also  granted  to  them 
the  rent  together  with  the  homage  and  whole  services  of  William 
Kaymes  and  Margaret  his  wife,  Roger  de  Bakebere,  Geoffrey  Peny 
and  Anastasia  his  wife,  John  de  Elmyngham  and  Elena  his  wife, 
Thomas  de  Buselegh,  John  Achard  and  Agnes  his  wife,  William 
Gaunt,  Robert  Ismel  and  Thomas  le  Walyische  and  their  heirs  for 
all  the  tenements  which  they  before  held  of  the  said  Thomas  de  la 
Bere  and  Isabella  in  the  said  vill.  To  have  and  to  hold  to  Hugh, 
William  Pope,  John  de  Wryngton  and  John  Gylot  and  the  heirs  of 
William  of  the  chief  lords  of  that  fee  by  the  services  which  to  those 
tenements  and  rent  belong  for  ever.  Moreover  Thomas  de  la  Bere 
and  Isabella  granted  for  themselves  and  the  heirs  of  Thomas  that  ten 
acres  of  land  and  a  moiety  of  one  acre  of  meadow  which  Thomas 
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Kyst  and  Juliana  his  wife  held  for  the  term  of  Juliana's  life,  and  two 
acres  of  land,  and  a  moiety  of  one  acre  of  meadow  which  Edward 
Wolysche  held  for  term  of  life,  and  also  six  acres  of  land,  the  residue 
of  the  aforesaid  tenements,  which  Thomas  le  Walysche  held  for  term 
of  life  of  the  inheritance  of  the  said  Thomas  de  la  Bere  in  the  afore- 
said vill  on  the  day  this  concord  was  made,  and  which  after  the  deaths 
of  the  said  Juliana,  Edward  and  Thomas  le  Walysche  ought  to  revert 
to  Thomas  de  la  Bere  and  Isabella  and  the  heirs  of  Thomas,  should 
then  wholly  remain  to  Hugh,  William,  John  and  John  and  the  heirs 
of  William.  To  hold  together  with  the  tenements  and  rent  which  re- 
main to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services 
■which  belong  to  those  tenements  for  ever.  And  they  will  warrant  the 
same  to  Hugh,  William,  John  and  John  and  the  heirs  of  William 
against  all  men  for  ever.  For  this  they  gave  to  Thomas  de  la  Bere 
and  Isabella  one  hundred  marcs  of  silver.  > 

38  Edward  III.  (1364). 

(272)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Robert  Fitzpayn,  "  chivaler,"  querent,  and  Nicholas  Wyke  and  Matilda 
"his  wife,  deforciants,  of  one  messuage,  sixty  acres  of  land,  eight  acres 
of  meadow,  four  acres  of  wood  in  Okford  Fitzpayn.  Plea  of  covenant 
was  summoned.  Nicholas  and  Matilda  granted  the  tenements  to 
Robert  and  remised  and  quit  claimed  whatever  they  had  in  the  said 
tenements  for  term  of  Matilda's  life  to  Robert  and  his  heirs  for  ever. 
For  this  Robert  gave  to  Nicholas  and  Matilda  twenty  marcs  of  silver. 

(273)  At  Westminster,  in  fifteen  days  from  Michaelmas  day.  Be- 
tween the  King  and  the  Prioress  of  Derteford,  querents,  and  Richard 
Nichol  of  Melkesham  and  Alianora  his  wife,  deforciants,  of  one  mes- 
suage, two  tofts,  one  dovehouse,  one  garden,  one  hundred  acres  of 
land,  eight  acres  of  meadow,  and  ten  shillings  of  rent  in  Shafton.  Plea 
of  covenant  was  summoned.  Richard  and  Alianora  acknowledged  the 
tenements  to  be  the  right  of  the  King,  as  those  which  He  and  the 
Prioress  had  by  their  gift,  and  they  remised  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Alianora  to  the  King  and  the 
Prioress  and  the  King's  heirs  for  ever.  For  this  the  King  and  the 
Prioress  gave  to  Richard  and  Alianora  one  hundred  marcs  of  silver. 

(274)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist  and  afterwards  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  William  le  Venour,  citizen  of  London,  querent,  and  John 
Sonynghull,  deforciant,  of  the  manor  of  Styntesforde  and  Frome  Bonvv- 
leston.  Plea  of  covenant  was  summoned.  William  acknowledged 
the  manor  to  be  the  right  of  John.  For  this  John  granted  for  himself 
and  his  heirs  that  the  said  manor,  which  Roger  Syward  held  for  a 
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term  of  four  and  a  quarter  years  of  the  inheritance  of  him  the  said 
John,  on  the  day  this  concord  was  made  and  which  after  that  term 
ought  to  revert  to  John  and  his  heirs,  should  then  wholly  remain  to- 
William.  To  hold  for  life,  of  John  and  his  heirs,  rendering  therefor 
yearly  twenty  marcs  for  all  service,  custom  and  demand  belonging  ta 
the  said  John  and  his  heirs,  and  doing  therefor  to  the  chief  lords  of 
that  fee  for  John  and  his  heirs  all  other  services  which  to  the  said 
manor  belong.  With  reversion  after  William's  death  to  John  and  his 
heirs  quit  of  the  heirs  of  William.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  manor  belong,  for  ever. 

(275)  At  Westminster,  in  the  octaves  of  St.  Martin.  Between 
Richard  de  Euerdon,  chaplain,  and  Henry  his  brother,  William  Cheddre, 
William  Taillour  of  Burnham,  chaplain,  and  Walter  de  Tentebury, 
querents,  and  Stephen  Bacoun  and  Beatrice  his  wife,  deforciants,  of  one- 
third  part  of  the  manor  of  Childokford  and  the  advowson  of  one-third 
part  of  the  church  of  the  same  manor.  Plea  of  covenant  was  sum- 
moned. Stephen  and  Beatrice  acknowledged  the  third  part  and  advow- 
son to  be  the  right  of  William  Cheddre,  as  those  which  he,  Richard, 
Henry,  William  Taillour  and  Walter  have  by  their  gift  and  they  remised 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Beatrice  to 
the  said  Richard,  Henry,  William,  William  and  Walter  and  the  heirs 
of  the  said  William  Cheddre  for  ever,  and  will  warrant  the  same  against 
all  men  for  ever.  For  this,  Richard,  Henry,  William,  William  and 
Walter  gave  to  Stephen  and  Beatrice  one  hundred  marcs  of  silver. 

(276)  At  Westminster,  fifteen  days  from  Easter  day.  '  Between  Alice 
who  was  the  wife  of  Richard  Puppe,  querent,  and  John  le  Deghere  and 
Matilda  his  wife,  deforciants,  of  one  messuage  and  one  acre  of  land  in 
Warham.  Plea  of  covenant  summoned.  The  deforciants  acknowledged 
the  tenements  to  be  the  right  of  Alice  as  by  their  gift  and  quit  claimed 
them  to  her  and  her  heirs  from  themselves  and  the  heirs  of  Matilda  and 
will  warrant  them  against  all  men  for  ever.  For  this  Alice  gave  them 
ten  marcs  of  silver. 

39  Edward  III.  (1365). 

(277)  At  Westminster,  on  the  morrow  of  St.  Baptist,  39  Edward  III.. 
Between  Robert  Martyn,  "chivaler,"  and  Agnes  his  wife,  querents,  and 
John  Lene,  parson  of  the  church  of  Tarente  Kayneston,  deforciant,  of  the 
manors  of  Waltereston  and  Polaynston.  Plea  of  covenant  summoned. 
Robert  acknowledged  the  manors  to  be  the  right  of  John  as  by  his  gift. 
For  this  John  granted  them  to  Robert  and  Agnes  and  rendered  them  at 
the  court.  To  have  and  to  hold  to  them  and  the  heirs  male  of  the  bodies 
of  the  said  Robert  and  Agnes  issuing,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  thereto  for  ever.    With  remainder  in  default 
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of  such  heirs  male  to  Robert  Marty n,  son  of  the  said  Agnes,  and  his  heirs 
male  to  hold  as  aforesaid  for  ever ;  with  remainder  in  default  to  Richard 
Martyn,  son  of  the  said  Agnes,  and  his  heirs  male,  to  hold  as  aforesaid 
for  ever;  with  remainder  in  like  case  to  William  Martyn,  son  of  the 
said  Agnes,  and  his  heirs  male,  to  hold  as  aforesaid  ;  with  remainder 
in  like  case  to  the  right  heirs  of  the  said  Robert  Martyn,  "chivaler," 
to  hold  as  aforesaid. 

(278)  At  Westminster,  on  the  morrow  of  St.  John  Baptist.  Between 
Robert  Martyn,  "  chivaler,"  querent,  and  John  Lene,  parson  of  the  church 
of  Tarente  Kayneston,  deforciant,  of  the  manor  of  Athelamston.  Plea  of 
covenant  summoned.  Robert  acknowledged  the  manor  to  be  the  right 
of  John  as  by  his  gift.  For  this  John  granted  it  to  Robert  and  rendered 
it  at  the  court.  To  have  and  hold  to  the  same  Robert  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  thereto  during  his  life,  with 
remainder  to  Agnes,  his  wife  and  to  Robert  Martyn,  son  of  the  said 
Agnes,  and  his  heirs  male,  to  hold  as  aforesaid  ;  with  remainders  in 
like  case  to  Richard  Martyn  and  William  Martyn,  sons  of  Agnes, 
and  to  the  right  heirs  of  Robert  Martyn,  "chivaler".  To  hold  as 
aforesaid. 

(279)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  the  Abbot  of  Cerne,  querent,  and  Alan  Cheyny,  "  chivaler,''  and 
Joan  his  wife,  deforciants,  of  two  tofts  and  one  carucate  of  land,  in 
Waterlese  Wynterborn.  Plea  of  covenant  was  summoned.  Alan  and 
Joan  acknowledged  the  tenements  to  be  the  right  of  the  Abbot  and  his 
church  of  the  Blessed  Apostles  Peter  and  Paul  of  Cerne,  and  quit 
claimed  them  for  themselves  and  the  heirs  of  Joan  to  the  Abbot  and 
his  successors  for  ever.  For  this  the  Abbot  gave  them  twenty  marcs 
of  silver. 

(280)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
and  afterwards  in  fifteen  days  from  the  day  of  St.  Michael.  Between 
John  Brunyng,  querent,  and  Ralph  Basset  of  Drayton,  deforciant,  of  the 
manor  of  Upmelcombe  and  ten  shillings  of  rent  in  Upmelcombe  and 
Nethermelcombe.  Plea  of  covenant  was  summoned.  Ralph  acknow- 
ledged the  manor  and  rent  to  be  the  right  of  John,  of  the  which  he  has 
the  manor  by  Ralph's  gift,  and  quit  claimed  the  same  for  himself  and 
his  heirs  to  John  and  his  heirs  for  ever;  and  granted  the  rent  to  John 
with  the  homages  and  services  of  Edward  de  Cerne,  Roger  de  Manyng- 
ford  and  Katherine  de  Byngham  and  their  heirs  in  respect  of  all  the 
tenements  which  they  before  held  from  Ralph  in  the  said  vills.  To 
have  and  to  hold  to  John  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  rent  belong  for  ever.  Ralph  and  his  heirs 
will  warrant  the  manor  and  rent  to  John  and  his  heirs  against  all  men 
for  ever.    For  this  John  gave  to  Ralph  two  hundred  marcs  of  silver. 
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(281)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
38  Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  Holy 
Trinity,  40  Edward  III.  Between  Walter  atte  More,  querent,  and 
Thomas  son  of  John  de  Mortesthorne,  deforciant,  of  five  messuages, 
three  carucates  of  land,  twenty-five  acres  of  meadow,  sixty  acres  of  pas- 
ture, sixty  acres  wood,  fifteen  pence  of  rent  in  Mortesthorne  and  Bremel- 
ham.  Plea  of  covenant  was  summoned.  Thomas  acknowledged  the 
tenements  to  be  the  right  of  Walter  and  granted  for  himself  and  his 
heirs  that  one  messuage,  one  carucate  of  land,  nine  and  a  half  acres  of 
meadow,  thirty  acres  pasture,  twenty  acres  wood  and  the  said  rent 
which  Felicia,  who  was  the  wife  of  John  de  Mortesthorne,  held  for  life ; 
and  one  and  a  half  carucates  of  land,  seven  acres  one  rood  of  meadow, 
eight  acres  pasture,  forty  acres  wood,  which  Robert  Lough  held  for  life ; 
and  twenty  acres  pasture,  which  Richard  Tipp  and  Edith  his  wife,  John, 
John  and  William,  sons  of  the  said  Edith,  Christina  and  Alice,  sisters  of 
John,  John  and  William,  held  for  term  of  their  lives ;  and  one  acre  one 
rood  of  meadow  and  the  moiety  of  one  carucate  of  land,  except  thirty- 
six  acres  of  land  in  the  same  moiety  which  Henry  le  Muleward  of 
Mortesthorne  and  Agnes  his  wife  held  for  life ;  and  that  four  acres  of 
the  land  above  excepted,  one  acre  meadow  and  two  acres  pasture,  which 
John  Stradeweye  and  Alice  his  wife  held  for  term  of  Alice's  life  ;  and 
that  one  messuage,  six  acres  of  the  land  above  excepted,  and  two  acres 
meadow,  which  William  Whyker  and  Lucy  his  wife  held  for  term  of 
life ;  and  that  two  acres  of  the  land  above  excepted,  and  two  acres 
meadow  which  Henry  Walteres  and  Agnes  his  wife  held  for  life  ;  and 
three  acres  of  the  land  above  excepted  which  Thomas  Balch'  and  Alice 
his  wife  hold  for  life ;  and  seven  acres  of  the  land  above  excepted  which 
William  Gomaide  and  Alice  his  wife  held  for  life  of  John  Lough  ;  and 
one  messuage,  two  acres  of  the  land  above  excepted,  which  William 
Morton  and  Alice  his  wife  held  for  Alice's  life  ;  and  one  messuage,  six 
acres  of  the  land  above  excepted,  and  one  acre  meadow,  which  Robert 
Broun  and  Alice  his  wife  held  for  life ;  and  one  messuage,  six  acres  of 
the  land  above  excepted,  and  one  acre  meadow,  which  John  Stradeweye 
and  Alice  his  wife  held  for  life  of  the  inheritance  of  the  said  Thomas 
son  of  John  in  the  said  vills  on  the  day  this  concord  was  made.  Which 
same  two  carucates  of  land,  nine  and  a  half  acres  meadow,  thirty  acres 
pasture  and  forty  acres  wood,  as  is  aforesaid  after  the  deaths  of  Robert 
Lough,  Edith,  John,  John  and  William,  Christina  and  Alice,  Henry  le 
Muleward  and  Agnes  his  wife  and  Alice  wife  of  John  Stradweye  ought 
to  remain  to  Felicia  if  she  survives  the  above-named  persons.  To  hold 
for  her  life.  And  which  same  four  messuages,  thirty-two  acres  of  land, 
six  acres  meadow,  after  the  deaths  of  William  Whyker  and  Lucy,  Henry 
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Walteres  and  Agnes,  Thomas  Balch'  and  Alice,  Alice  wife  of  William 
Morton,  Robert  Broun  and  Alice,  and  John  Stradeweye  and  Alice  ought 
to  remain  to  John  Lough  if  he  survives  those  persons.  To  hold  for  his 
life.  And  which  same  tenements  after  the  death  of  John  Lough  and 
the  last-mentioned  persons  ought  to  remain  to  Felicia  if  she  survived 
them.  To  hold  for  her  life.  And  which  same  one  messuage,  one 
carucate,  nine  and  a  haL  acres  meadow,  thirty  acres  pasture,  twenty 
acres  wood  and  the  said  rent  after  the  death  of  Felicia,  and  also  all  the 
other  tenements  remaining  after  the  deaths  of  Felicia,  John  Lough, 
Robert  Lough,  Edith,  John,  John  and  William,  Christina  and  Alice, 
Henry  le  Muleward  and  Agnes,  John  Stradeweye  and  Alice,  William 
Whyker  and  Lucy,  Henry  Walteres  and  Agnes,  Thomas  Balch  and 
Alice,  Alice  wife  of  William  Morton,  Robert  Broun  and  Alice  ought  to 
revert  to  the  said  John  son  of  John  and  his  heirs,  should  remain  to 
Walter  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements  for  ever.  Thomas  son  of  John 
and  his  heirs  will  warrant  them  to  Walter  and  his  heirs  as  is  aforesaid 
against  all  men  for  ever.  For  this  Walter  gave  to  Thomas  son  of 
John  one  hundred  marcs  of  silver. 

(282)  At  Westminster,  one  month  after  Easter  day,  35  Edward  III., 
and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  40  Edward  III.. 
Between  Guy  de  Bryene,  chivaler,  Martin  Moulissh,  clerk,  and  John 
Seys,  clerk,  querents,  and  Nicholas  Poyntz,  chivaler,  deforciant,  of  live 
knights'  fees  in  Sutton,  Poyntz,  Hoyford,  Brodeweygh,  Rodeweygh, 
Westchikerel,  Poditon,  Estchikerel,  Staforde,  Byngham,  Wigred,  Lange- 
ton,  Southbrodeweygh,  Cranforde  and  Wynterburn.  PLa  of  covenant 
was  summoned.  Nicholas  acknowledged  the  fees  to  be  the  right  of 
Guy  and  granted  them  to  Guy  Martin  and  John  with  the  homages  and 
services  of  Geoffrey  de  Bares,  John  di  Warmwelle,  John  de  Roges, 
Roger  le  Walishe,  Rose  de  Poditon,  Alice  de  Poditon,  Joan  de  Poditon, 
Matilda  de  Midelneygh,  John  Mautravers,  Robert  de  Byngham,  Robert 
Nyweman,  Raymond  Heryng,  Michael  Criket,  John  Frelond,  and  William 
de  Frome  and  their  heirs  in  respect  of  all  the  tenements  which  the  before 
held  of  the  said  Nicholas  in  the  said  vills.  To  have  and  to  hold  to  Guy 
Martin  and  John  and  the  heirs  of  Guy  from  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  those  fees  for  ever.  For  this  the 
querents  gave  to  Nicholas  two  hundred  marcs  of  silver. 

(283)  At  Westminster,  fifteen  days  from  the  day  of  St.  Michael. 
Between  Adam  atte  Moure  and  Anastasia  his  wife,  querents,  and  John 
de  Thornhulle  and  Margery  his  wife,  deforciants,  of  a  mill,  eight  acres 
of  land,  and  twelve  acres  of  meadow,  in  Akfordeskyllyng.  Plea  of 
covenant  was  summoned.  John  and  Margery  acknowledged  the  tene- 
ments to  be  the  right  of  Adam  and  remitted  and  quit  claimed  them  for 
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themselves  and  the  heirs  of  Margery  to  Adam  and  Anastasia  and 
the  heirs  of  Adam  for  ever.  Moreover  they  will  warrant  them  to  Adam 
and  Anastasia  and  the  heirs  of  Adam  against  all  men  for  ever.  For 
this,  they  gave  John  and  Margery  one  hundred  marcs  of  silver. 

(284)  At  Westminster  in  the  octaves  of  St.  Michael.  Between 
Alan  de  Boxhull,  chivaler,  querent,  and  William  Fylloll  and  Mary  his 
wife,  deforciants,  of  the  manor  of  Bryanston  and  advowson  of  the  church 
of  the  manor.  Plea  of  covenant  was  summoned.  William  and  Mary 
acknowledged  the  manor  and  advowson  to  be  the  right  of  Alan,  and 
remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
William  to  Alan  and  his  heirs  for  ever.  For  this,  Alan  gave  them  two 
hundred  marcs  of  silver. 

(285)  At  Westminster,  in  the  Octaves  of  St.  John  Baptist,  40  Edward 
III.  and  afterwards  in  fifteen  days  from  the  day  of  St.  Michael  in  the 
same  year.  Between  John  Brunyng,  Roger  Manygford,  William  Payn 
and  Walter  de  Perlee,  querents,  and  Adam  atte  More  and  Anastasia  his 
wife,  deforciants,  of  fourteen  messuages,  three  mills,  two  dovecots,  one 
carucate,  two  hundred  and  twenty-four  acres  of  land,  thirty-eight  acres 
of  meadow,  one  hundred  acres  of  pasture  in  Burton  juxta  Dorchestre  and 
Litelfrome.  Plea  of  covenant  was  summoned.  Adam  and  Anastasia 
acknowledged  the  tenements  to  be  the  right  of  John  as  those  which 
he,  Roger,  William,  and  Walter  had  of  their  gift.  For  this  they  granted 
the  tenements  to  Adam  and  Anastasia  and  rendered  them  at  the  Court. 
To  have  and  to  hold  to  Adam  and  Anastasia  during  their  lives,  from 
John,  Roger,  William  and  WTalter,  and  the  heirs  of  John,  rendering  there- 
for yearly  a  rose  at  Nativity  of  St.  John  Baptist  for  all  service,  &c,  to 
them  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
the  querents  all  other  services  which  belong  to  the  tenements.  After 
the  deaths  of  Adam  and  Anastasia  the  tenements  wholly  shall  revert  to 
the  querents,  and  the  heirs  of  John,  quit  of  the  heirs  of  Adam  and 
Anastasia.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements  for  ever. 

(286)  At  Westminster  on  the  morrow  of  the  Ascension  of  Our  Lord. 
Between  William  Bakke,  chaplain,  and  Henry  Worthe,  chaplain, 
querents,  and  Thomas  de  Brutford  and  Alice  his  wife,  deforciants,  of  six 
messuages,  four  acres  of  land,  two  acres  of  meadow,  in  Chupyngblane- 
ford,  Pymperne,  Nutford,  Stoke  and  Hide.  Plea  of  covenant  was  sum- 
moned. Thomas  and  Alice  acknowledged  the  tenements  to  be  the  right 
of  William.  Of  which  he  and  Henry  have  five  messuages  and  the  land 
and  meadow  of  the  gift  of  Thomas  and  Alice.  To  have  and  to  hold  to 
William  and  Henry  and  the  heirs  of  William  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  for  ever.  More- 
over Thomas  and  Alice  granted  for  themselves  and  the  heirs  of  Alice 
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that  one  messuage  which  Henry  Kylpek  held  for  life  of  the  inheritance 
of  the  said  Alice  in  Chupyngblaneford  on  the  day  this  concord  was 
made  and  which  after  the  death  of  Henry  Kylpek  ought  to  revert  to 
them  and  the  heirs  of  Alice  should  then  wholly  remain  to  William 
and  Henry  Worthe  and  the  heirs  of  William.  To  hold  together  with 
the  tenements  which  remain  to  them  by  this  fine  by  the  services  which 
belong  to  that  messuage,  for  ever.  And  Thomas  and  Alice  and  the 
heirs  of  Alice  will  warrant  all  the  tenements  to  William  and  Henry 
Worthe  and  the  heirs  of  William,  as  is  aforesaid,  against  all  men  for 
ever.  For  this  William  and  Henry  Worthe  gave  to  Thomas  and  Alice 
twenty  marcs  of  silver. 

41  Edward  III.  (1367). 

(2S7)  At  Westminster,  fifteen  days  after  the  day  of  St.  Martin,  40 
Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Hilary,  41 
Edward  III.  Between  Robert  de  Assheton,  querent,  and  John  Corbyn 
and  Cecilia  his  wife,  and  Thomas  Niter  and  Isabella  his  wife,  deforciants, 
of  the  manor  of  Porstoke.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  manor  to  be  the  right  of  Robert,  and 
remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
Cecilia  and  Isabella  to  Robert  and  his  heirs  for  ever.  For  this  Robert 
gave  to  them  one  hundred  marcs  of  silver. 

(288)  At  Westminster,  in  the  octaves  of  St.  Trinity,  40  Edward  III., 
and  afterwards  fifteen  days  after  the  day  of  St.  Michael,  41  Edward  III. 
Between  John  de  Corf,  clerk,  querent,  and  Ralph  Talbot,  deforciant,  of 
six  messuages,  one  mill,  two  carucates  of  land,  twelve  acres  meadow, 
ytwo  hundred  acres  pasture,  and  thirty  shillings  rent  in  Gedelyngston, 

Niweton  and  Knyghteston  in  Purbyk  which  William  Bardolf  and 
Alianora  his  wife  hold  for  term  of  the  life  of  Alianora.  Plea  of  cove- 
nant was  summoned.  Ralph  acknowledged  the  tenements  to  be  the 
right  of  John,  and  granted  for  himself  and  his  heirs  that  the  tenements 
which  William  and  Alianora  held  for  term  of  Alianora's  life  of  the  in- 
heritance of  Ralph  in  the  said  vills,  on  the  day  this  concord  was  made 
and  which  after  her  death  ought  to  revert  to  Ralph  and  his  heirs,  should 
then  wholly  remain  to<John  and  his  heirs.  To  hold  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements  for  ever. 
And  he  will  warrant  them  to  John  and  his  heirs,  as  is  aforesaid,  against 
all  men  for  ever.  For  this  John  gave  to  Ralph  three  hundred  marcs  of 
silver.  William  and  Alianora  were  present  and  agreed  to  this  concord 
and  did  fealty  to  John  in  the  court. 

(289)  At  Westminster,  fifteen  days  after  Easter  day.  Between 
Hugh  Tyrel,  querent,  and  Thomas  Bouklond  and  Agnes  his  wife,  defor- 
ciants, of  the  manors  of  Gorewell  and  Caundelwake.    Plea  of  covenant 
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was  summoned.  The  deforciants  granted  the  manors  to  Hugh  and 
remitted  and  quit-claimed  what  right  they  had  in  the  manors,  as  the 
dower  of  Agnes,  to  Hugh  and  his  heirs  tor  ever.  For  this  Hugh 
granted  for  himself  and  his  heirs  that  every  year  during  Agnes'  life 
he  would  render  to  Thomas  and  Agnes  £33,  with  power  of  distraint 
for  non-payment.  After  the  death  of  Agnes,  Hugh  and  his  heirs  shall 
be  quit  of  the  payment. 

(290)  At  Westminster,  fifteen  days  after  the  day  of  St.  John  Baptist. 
Between  John  de  la  Hale,  chivaler,  and  Elena  his  wife,  querents,  and 
John  Pomfrayt,  parson  of  the  church  of  Aspele  Gyse,  and  William 
Lange,  parson  of  the  church  of  Stondland,  deforciants,  of  four  mes- 
suages, three  carucates,  forty  acres  land,  forty  acres  pasture,  and  a 
moiety  of  the  manor  of  Tarente  Vilers  with  the  appurtenances  in 
Tarente  Rousshton,  Tarente  Preston  and  Tarente  Goundevyll.  Plea 
of  covenant  was  summoned.  John  de  la  Hale  acknowledged  the  tene- 
ments and  moiety  to  be  the  right  of  John  Pomfrayt  as  those  which  both 
the  querents  had  of  his  gift.  For  this  they  granted  to  John  de  la  Hale 
and  Elena  the  said  tenements  and  moiety,  and  rendered  them  at  the 
Court.  To  have  and  to  hold  to  John  de  la  Hale  and  Elena  and  the 
heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  and  moiety  for  ever.  With  remainder  should 
they  die  without  issue  to  the  right  heirs  of  John  de  la  Hale.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
tenements  and  moiety,  for  ever. 

(291)  At  Westminster,  fifteen  days  after  the  day  of  St.  Hilary.  Be- 
tween Roger  de  Manyngford,  querent,  and  William  Bruwere  of  Gilde- 
ford  and  Alice  his  wife,  deforciants,  of  two  messuages,  ten  acres  of  land 
in  Upsidelyng.  Plea  of  covenant  was  summoned.  William  and  Alice 
acknowledged  the  tenements  to  be  the  right  of  Roger  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  Roger  and  his  heirs 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  tene- 
ments for  ever.  Moreover,  William  and  Alice  granted  for  themselves 
and  the  heirs  of  Alice  that  they  will  warrant  the  tenements  to  Roger 
and  his  heirs  against  all  men  for  ever.  For  this  Roger  gave  to  them 
ten  marcs  of  silver. 

.(292)  At  Westminster,  fifteen  days  after  Easter  day,  41  Edward 
III.,  and  afterwards  fifteen  days  after  Michaelmas  day  in  the  same 
year.  Between  Richard  Cressebien,  querent,  and  John  atte  Hulle  and 
Christina  his  wife,  deforciants,  of  one  acre  of  meadow,  and  a  fourth  part 
of  one  hide  of  land  in  Parva  Sydelyng  and  Chermenstre.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  tene- 
ments to  be  the  right  of  Richard,  as  of  their  gift,  and  remitted  and  quit 
claimed  them  for  themselves  and  the  heirs  of  Christina  to  Richard  and 
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his  heirs  for  ever.  Moreover,  John  and  Christina  will  warrant  them 
to  him  and  his  heirs  against  all  men  for  ever.  For  this  Richard  gave 
them  ten  marcs  of  silver. 

(293)  At  Westminster,  fifteen  days  after  the  day  of  St.  John  Baptist, 
41  Edward  III.,  and  afterwards  fifteen  days  after  Michaelmas  day  in 
the  same  year.  Between  Robert  son  of  John  Brudemere,  querent,  and 
John  son  of  John  Bengervyle,  de'orciant,  of  one  messuage,  one  carucate 
of  land,  eight  acres  meadow,  six  acres  wood,  nine  shillings  rent  in 
Pyterichesham  and  Wodekesworthe,  which  the  said  Robert  and  Eliza- 
beth his  wife  held  for  term  of  Elizabeth's  life  (of  the  inheritance  of  the 
said  John).  Plea  of  covenant  was  summoned.  John  granted  for  himself 
and  his  heirs  that  those  tenements,  which  after  Elizabeth's  death  ought 
to  revert  to  John  and  his  heirs,  should  then  wholly  remain  to  Robert. 
To  hold  of  John  and  his  heirs  during  Robert's  life,  rendering  therefor  a 
rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service  due  to 
John,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  John  and  his 
heirs  all  other  services  which  to  the  said  tenements  belong.  With 
reversion  after  Robert's  death  to  John  and  his  heirs,  quit  of  the  heirs  of 
Robert,  to  hold  as  aforesaid  for  ever.  For  this  Robert  gave  to  John 
one  hundred  marcs  of  silver. 

(294)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Robert  Babbe,  chaplain,  and  John  Olyver,  querents,  and  Robert  Pygatz 
and  Elizabeth  his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Pilles- 
done  and  a  moiety  of  the  advowson  of  the  chapel  of  the  same  manor. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
moieties  to  be  the  right  of  Robert  Babbe  and  those  which  he  and  John 
Olyver  had  of  their  gilt.  For  this  they  granted  the  moieties  to  the 
deforciants  and  rendered  them  at  the  Court.  To  have  and  to  hold  to 
Robert  Pygatz  and  Elizabeth  and  the  heirs  of  their  bodies  of  the  chief 
lords  of  that  fee,  by  the  services  which  belong  to  the  said  moieties  for 
ever,  with  remainder  in  default  to  William  le  Jew  and  Thomas  his 
brother,  sons  of  John  le  Jew,  and  John  Hauckechurche.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  moieties 
belong  during  the  lives  of  the  said  William,  Thomas  and  John,  with 
remainder  after  their  deaths  to  the  right  heirs  of  Elizabeth. 

42  Edward  III.  (1368). 

(295)  At  Westminster,  fifteen  days  after  Easter  day.  Between  Roger 
son  of  Roger  le  Guldene  and  Clarice  his  wife,  querents,  and  John  de 
Wanesyng',  chaplain,  deforciant,  of  seven  messuages,' six  shops,  three 
tofts,  four  carucates  and  seven  acres  ot  land,  thirty  acres  meadow,  two 
acres  wood,  twenty-eight  acres  pasture  in  Shireborn,  Estlulleworth, 
Dorchestre,  Whetene,  Caundel  and  \  Yatminstre.    Plea  of  covenant  was 
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summoned.  Roger  acknowledged  the  tenements  to  be  the  right  of 
John  as  of  his  gift.  For  this  John  granted  them  to  Roger  and  Clarice 
and  rendered  them  to  them  at  the  court.  To  have  and  to  hold  to 
Roger  and  Clarice  and  the  heirs  of  their  bodies  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  those  tenements  for  ever,  with 
remainder  in  default  to  the  right  heirs  of  Roger. 

(296)  At  Westminster,  fifteen  days  after  Easter  day.  Between  Walter 
de  Perle  and  Alice  his  wife,  querents,  and  William  de  Wynterborn  and 
Elizabeth  his  wife,  deforciants,  of  one  messuage,  one  carucate  of  land, 
three  acres  meadow,  forty  acres  pasture,  and  a  moiety  of  a  mill  in 
Croukeston.  Plea  of  covenant  was  summoned.  The  deforciants  granted 
the  tenements  to  Walter  and  Alice,  and  remitted  and  quit-claimed  what- 
ever they  had  in  the  tenements  for  term  of  their  lives  to  Walter  and 
Alice  and  the  heirs  of  Walter  for  ever.  For  this  Walter  and  Alice  gave 
to  William  and  Elizabeth  one  hundred  marcs  of  silver. 

(297)  At  Westminster,  fifteen  days  after  the  day  of  St.  Martin,  33 
Edward  III.,  and  afterwards  in  the  octaves  of  St.  Hilary,  42  Edward 
III.,  between  Edmund  de  Arundell  and  Sibil  his  wife,  querents,  and 
Richard  de  Acton,  knight,  deforciant,  of  the  manor  of  Stokwod  de  Seint 
Edwold,  and  one  messuage  and  two  carucates  of  land  in  Badcombe. 
Plea  of  covenant  was  summoned.  Edmund  acknowledged  the  manor 
and  tenements  to  be  the  right  of  Richard.  For  this  Richard  granted 
for  himself  and  his  heirs  that  the  said  manor  and  tenements  which 
Nicholas  Poyntz  and  Eva  de  Stokes  held  for  term  of  life  of  the  inherit- 
ance of  the  said  Richard  in  the  said  vill  on  the  day  this  concord  was 
made,  and  which  after  the  deaths  of  Nicholas  and  Eva  ought  to  revert 
to  Richard  and  his  heirs,  should  then  remain  to  Edmund  and  Sibil  and 
the  heirs  of  Sibil,  to  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manor  and  tenements  for  ever. 

(298)  At  Westminster  in  the  octaves  of  St.  Martin.  Between  Robert, 
Abbot  of  Middleton,  querent,  by  Robert  Lough,  and  Thomas  Houton 
and  Joan  his  wife,  deforciants,  of  three  messuages,  sixty  acres  of  land  in 
Brodesydelyng.  Plea  of  covenant  was  summoned.  Thomas  and  Joan 
acknowledged  the  tenements  to  be  the  right  of  the  Abbot  and  his 
church  of  St.  Sampson  of  Middelton,  and  remitted  and  quit-claimed  them 
for  themselves  and  the  heirs  of  Joan  to  the  Abbot  and  his  successors 
and  his  church  for  ever.  For  this  the  Abbot  gave  to  them  forty  marcs 
of  silver. 

(299)  At  Westminster  on  the  morrow  of  Souls.  Between  John 
Welonstide,  chaplain,  querent,  and  Edmund  Fitz  Herberd  and  Joan  his 
wife,  deforciants,  of  the  manor  of  Brodemayne  Martel.  Plea  of  covenant 
was  summoned.  Edmund  acknowledged  the  manor  to  be  the  right  of 
John,  as  of  his  gift.    For  this,  John  granted  it  to  Edmund  and  Joan 
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and  rendered  it  to  them  at  the  Court.  To  have  and  to  hold  to  Edmund 
and  Joan  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  that  manor  for  ever,  with  remainder  in 
default  to  the  heirs  male  of  Edmund,  with  remainder  in  default  to 
Thomes  Hakeluyt,  clerk,  and  his  heirs.    To  hold  as  aforesaid  for  ever. 

(300)  At  Westminster,  in  the  octaves  of  St.  Trinity,  42  Edward  III. 
and  afterwards  fifteen  days  after  the  day  of  St.  Michael  in  the  same  year. 
Between  George  de  Kaneford  and  Robert  de  Chesterton,  chaplain, 
querents,  by  William  de  Athelyngton  in  Robert's  place,  and  Henry 
Hak'  of  Leghe  and  Margery  his  wife,  deforciants,  of  three  messuages, 
one  toft,  one  dovecot,  forty-two  acres  of  land,  four  acres  and  one  rood 
of  meadow  in  Wymbornemynstre  and  Leghe.  Plea  of  covenant  was 
summoned.  Henry  and  Margery  acknowledged  the  tenements  to  be 
the  right  of  George,  of  which  George  and  Robert  have  one  messuage, 
forty  acres  of  land,  three  acres  meadow  in  the  vill  of  Leghe  of  the 
gift  of  Henry  and  Margery.  To  have  and  to  hold  to  George  and  Robert 
and  the  heirs  of  George  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Margaret  that  one  messuage,  the  dovecot, 
and  one  acre,  one  rood  of  meadow  of  the  said  tenements  in  Leghe  which 
Roger  de  Hescombe  and  Alice  his  wife  held  for  Alice's  life,  and  one 
messuage  in  Wymbernemynstre  which  John  Bolt  and  Matilda  his  wife 
and  John  their  son  held  for  term  of  life,  and  also  one  toft,  two  acres  of 
the  said  tenements  in  Wymbornemynstre  which  John  Capon  held  for 
life  of  the  inheritance  of  Margery  on  the  day  this  concord  was  made, 
and  which  after  the  deaths  of  Alice,  John  and  Matilda,  John  and  John 
ought  to  revert  to  Henry  and  Margery  should  then  wholly  remain  to 
George  and  Robert  and  the  heirs  of  George,  to  hold  together  with  the 
tenements  which  remain  to  them  by  this  fine  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  for  ever.  And  the 
deforciants  will  warrant  the  tenements  to  George  and  Robert  and  the 
heirs  of  George  as  is  aforesaid  against  all  men  for  ever.  For  this 
George  and  Robert  gave  Henry  and  Margery  one  hundred  marcs  of 
silver. 

(301)  At  Westminster,  fifteen  days  after  Easterday,  41  Edward  III., 
and  afterwards  in  the  octaves  of  St  Michael,  42  Edward  III.  Between 
John  Abbotisburye,  querent,  and  Peter  le  Veer  and  Alianora  his  wife* 
deforciants,  of  one  messuage,  one  carucate  of  land  in  Symondesbergh 
which  Thomas  le  Veer  and  John  le  Veer  hold  for  term  of  life.  Plea  of 
covenant  was  summoned.  Peter  and  Alianora  granted  for  themselves 
and  the  heirs  of  Peter  that  the  said  tenements  which  Thomas  and  John 
held  for  life  of  the  inheritance  of  the  said  Peter  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  should  revert  to  Peter  and 
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Alianora  and  the  heirs  of  Peter,  should  then  wholly  remain  to  John 
Abbotisburye,  to  hold  of  Peter  and  Alianora  and  the  heirs  of  Peter 
during  his  life,  rendering  therefor  yearly  one  rose  at  the  feast  of  the 
nativity  of  St.  John  Baptist  for  all  service  belonging  to  Peter  and 
Alianora  and  the  heirs  of  Peter,  and  doing  therefor  to  the  chief  lords 
of  that  fee  for  Peter  and  Alianora  and  the  heirs  of  Peter  all  other 
services  which  belong  to  those  tenements.  Peter  and  Alianora  and  the 
heirs  of  Peter  will  warrant  the  tenements  as  is  aforesaid  to  John  Abbotis- 
bury  against  all  men  during  his  life.  Reversion,  after  his  death,  to 
Peter  and  Alianora  and  the  heirs  of  Peter,  quit  of  the  heirs  of  John 
Abbotisbury.  To  hold  as  aforesaid  for  ever.  For  this  John  Abbotis- 
bury  gave  to  them  twenty  marcs  of  silver. 

43  Edward  III.  (1369). 

(302)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael. 
Between  Peter  Ie  Gust  and  Christina  his  wife,  querents,  and  William 
Dymmok,  parson  of  the  church  of  Corscombe,  deforciant,  of  one 
messuage,  one  carucate  of  land,  ten  acres  meadow,  ten  shillings  rent  in 
Chedyngton.  Plea  of  covenant  was  summoned.  The  querents  ac- 
knowledged the  tenements  to  be  the  right  of  William  as  of  their  gift. 
For  this  William  granted  them  to  the  querents  and  rendered  them  at 
the  Court.  To  have  and  to  hold  to  Peter  and  Christina  and  the  heirs  of 
Christina  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  William  and  his  heirs  will  warrant  the 
tenements  to  Peter  and  Christina  and  the  heirs  of  Christina  against  all 
men  for  ever. 

(303)  At  Westminster,  fifteen  days  after  the  day  of  St.  Michael,  42 
Edward  III.,  and  afterwards  fifteen  days  after  the  day  of  St.  Trinity, 
43  Edward  III.  Between  Richard  Gille  and  Christina  his  wife,  querents, 
and  John  de  Chidyok,  "chivaler,"  deforciant,  of  the  Manor  of  Kyngeston 
Maureward,  which  Clemencia  who  was  the  wife  of  John  Crubbe  holds 
for  term  of  life.  Plea  of  covenant  was  summoned.  John  granted  for 
himself  and  his  heirs  that  the  said  manor  which  Clemencia  held  for  life 
of  his  inheritance  on  the  day  this  concord  was  made,  and  which  after  her 
death  ought  to  revert  to  him  and  his  heirs,  should  then  wholly  remain 
to  Richard  and  Christina  and  the  heirs  of  their  bodies.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  that  manor  for 
ever,  with  remainder  in  default  of  such  heirs  to  the  right  heirs  of  Richard, 
to  hold  as  aforesaid  for  ever.  John  and  his  heirs]will  warrant  the  manor 
to  Richard  and  Christina  and  their  heirs  and  also  to  the  right  heirs  of 
Richard,  as  is  aforesaid,  against  all  men  for  ever.  For  this  Richard  and 
Christina  gave  to  John  two  hundred  marcs  of  silver. 

(304)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
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Nicholas  de  Tamworthe,  knight,  and  Joan  his  wife,  querents,  and  William 
Payn  and  Agnes  his  wife,  deforciants,  of  the  manor  of  Wynterbornewast 
and  aclvowson  of  the  church  of  that  manor.  Plea  of  covenant  was 
summoned.  Wiltfam  and  Agnes  acknowledged  the  manor  and  ad- 
vowson  to  be  right  of  Nicholas  and  remitted  and  quit-claimed  them  for 
themselves  and  the  heirs  of  William  to  Nicholas  and  Joan  and  the  heirs 
of  Nicholas  for  ever.  For  this  Nicholas  and  Joan  gave  to  William  and 
Agnes  two  hundred  marcs  of  silver. 

(305)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
.Blessed  Mary,  42  Edward  III.,  and  afterwards  in  three  weeks  from  Easter 
day,  43  Edward,  III.  Between  William  de  Henton,  querent,  and  John 
Babur  of  Bemynstre,  deforciant,  of  one  messuage  and  one  carucate  oi 
land  in  Whitchirche  which  Richard  Colmore  holds  for  term  of  life. 
Plea  of  covenant  was  summoned.  John  acknowledged  the  tenements 
to  be  the  right  of  William,  and  granted  for  himself  and  his  heirs  that 
the  tenements  which  Richard  held  for  life  of  the  inheritance  of  the  said 
John  in  the  said  vill  on  the  day  this  concord  was  made  and  which  after 
the  decease  of  Richard  ought  to  revert  to  John  and  his  heirs  should  then 
wholly  remain  to  William  and  his  heirs.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  said  tenements  for  ever. 
John  and  his  heirs  will  warrant  the  tenements  to  William  and  his  heirs 
as  is  aforesaid  against  all  men  for  ever.  For  this,  William  gave  to  John 
one  hundred  marcs  of  silver. 

(306)  At  Westminster,  in  the  octaves  of  St.  Trinity.  Between 
Thomas  Florak,  knight,  querent,  and  Peter  Blount'  and  Juliana  his  wife, 
deforciants,  of  three  tofts,  one  water  mill,  sixty  acres  of  land,  twenty 
acres  meadow,  twelve  pence  rent  in  Swynentolre,  Netherkentecombe 
and  Childefrome.  Plea  of  covenant  was  summoned.  Peter  and  Juliana 
granted  the  tenements  to  Thomas  and  remitted  and  quit-claimed  what 
they  had  in  the  tenements  for  term  of  Juliana's  life  to  Thomas  and  his 
heirs  for  ever.  For  this  Thomas  gave  to  Peter  and  Juliana  one  hundred 
marcs  of  silver. 

(307)  At  Westminster  in  three  weeks  from  Easter  day,  43  Edward 
III.,  and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year. 
Between  Robert  de  Asshetone  "chivaler,"  querent,  and  John  Hont' 
and  Margery  his  wife,  kinswoman  and  heir  of  Drugo  Bardok,  deforciant, 
of  one  carucate  of  land,  twelve  acres  meadow  in  Linton  [or  Lucton]. 
Plea  of  covenant  was  summoned.  John  and  Margery  acknowledged  the 
tenements  to  be  the  right  of  Robert  and  remitted  and  quit-claimed  them 
for  themselves  and  the  heirs  of  Margery  to  Robert  and  his  heirs  for 
€ver.  Moreover  they  will  warrant  them  to  Robert  and  his  heirs  against 
all  men  for  ever.  For  this  Robert  gave  to  John  and  Margery  one 
hundred  marcs  of  silver. 


44  Edward  III.  (1370). 
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(308)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Roger  de  Manyngford  and  John  his  son,  querents,  and  Thomas  son  of 
Richard  le  Taillour  of  Lytelton,  deforciant,  of  one  messuage,  forty  acres 
of  land,  three  acres  of  meadow  in  Blaneford  St.  Mary.  Plea  of  covenant 
was  summoned.  Thomas  acknowledged  the  tenements  to  be  the  right 
of  Roger  and  rendered  them  to  him  in  the  court.  To  have  and  to  hold 
to  Roger  and  John  and  the  heirs  of  Roger  of  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  tenements  for  ever.  For  this  Roger 
and  John  gave  to  Thomas  one  hundred  marcs  of  silver. 

(309)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Henry  Perechay,  Richard  Bere  and  William  le  Helyere  of  Milverton, 
querents,  and  John  Combe  of  Dalwode  and  Alice  his  wife,  deforciants, 
of  the  manor  of  Dalwode.  Plea  of  covenant  was  summoned.  John 
and  Alice  acknowledged  the  manor  to  be  the  right  of  Henry  as  that 
which  he,  Richard  and  William  had  of  their  gift.  For  this  they  granted 
the  manor  to  John  and  Alice  and  rendered  it  to  them  in  the  Court.  To 
have  and  to  hold  to  John  and  Alice  during  their  lives,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  said  manor,  with  re- 
mainder to  Richard  le  Warre  and  Joan  his  wife  and  the  heirs  of  their 
bodies,  to  hold  as  aforesaid  for  ever,  with  remainder  in  default  of  such 
heirs,  to  the  right  heirs  of  the  said  John  (Combe)  to  hold  as  aforesaid 
for  ever. 

44  Edward  III.  (1370). 

(310)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
44  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Hilary  in  the 
same  year.  Between  Richard  Gerard  of  Dorchestre  and  Agnes  his 
wife,  querents,  by  William  de  Athelyngton  in  the  place  of  Agnes,  and 
Robert  Porstoke,  deforciant,  of  one  messuage,  two  and  a  half  virgates 
of  land,  eleven  acres  of  meadow,  sixty  acres  of  pasture,  eight  shillings 
and  one  penny  rent  in  Brode  Wyndesore.  Plea  of  covenant  was  sum- 
moned. Richard  acknowledged  the  tenements  to  be  the  right  of  Robert 
as  of  his  gift.  For  this  Robert  granted  them  to  Richard  and  Agnes 
and  rendered  them  at  the  court.  To  have  and  to  hold  to  Richard  and 
Agnes  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements  for  ever,  with  remainder  in 
default  of  such  heirs  to  Margaret  sister  of  the  said  Richard  and  the 
heirs  of  her  body,  with  remainder  in  default  to  Joan  sister  of  Margaret 
and  the  heirs  of  her  body,  with  remainder  in  default  to  the  right  heirs 
of  the  said  Richard,  to  hold  as  aforesaid  for  ever. 

(311)  At  Westminster  on  the  morrow  of  the  Ascension  of  our  Lord, 
43  Edward  III.,  and  afterwards  in  fifteen  days  from  the  day  of  St. 
Trinity,  44  Edward  III.,  between  Guy  de  Brene,  knight,  and  Richard 
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de  Acton,  knight,  querents,  and  Roger  Speke  and  Alice  his  wife,  Thomas 
Grede  and  Lucy  his  sister  and  Alice  sister  of  Lucy,  deforciants,  of  one 
messuage,  four  carucates  of  land,  one  hundred  shillings  rent  in  Hasel- 
bere,  Stoketurberville  and  Crokkerestoke  and  the  advowson  of  a  moiety 
of  the  church  of  Haselbere.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  and  advowson  to  be  the  right 
of  Guy  and  remitted  and  quit-claimed  the  same  for  themselves  and  the 
heirs  of  Alice,  Thomas,  Lucy  and  Alice  and  will  warrant  them  to  Guy 
and  Richard  and  the  heirs  of  Guy  for  ever.  For  this  Guy  and  Richard 
gave  to  the  deforciants  two  hundred  marcs  of  silver. 

(312)  At  Westminster,  three  weeks  after  Easter  day,  44  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Between 
John  de  Sancto  Laudo,  knight,  junior,  querent,  and  Thomas  Hunger- 
ford  and  Alianora  his  wife,  deforciants,  of  eleven  messuages,  one  hundred 
and  seventy-six  acres  of  land  and  thirty-three  shillings  rent  in  Crokweye 
Neton  and  Le  Throp.  Plea  of  covenant  was  summoned.  The  deforci- 
ants acknowledged  the  tenements  and  rent  to  be  the  right  of  John.  Of 
which  he  has  the  tenements  by  their  gift  and  they  remitted  and  quit- 
claimed the  same  to  him  for  themselves  and  the  heirs  of  Alianora  for 
ever  and  granted  him  the  rent  together  with  the  homages  and  services 
of  John  Bonevill  and  Thomas  Roberd  and  their  heirs  in  respect  of  all 
the  tenements  which  they  before  held  of  the  deforciants  in  the  said  vills. 
To  have  and  to  hold  to  John  de  Sancto  Laudo  and  his  heirs  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  that  rent  for  ever. 
The  deforciants  will  warrant  the  tenements  and  rent  to  John  and  his 
heirs  against  all  men  for  ever.  For  this  John  gave  to  them  one  hundred 
marcs  of  silver. 

(313)  At  Westminster,  three  weeks  after  Easter  day.  Between  Adam 
Atte  More  and  Edith  his  wife,  querents,  by  Richard  Dorchestre  in 
Edith's  place,  and  Walter  Atte  More,  deforciant,  of  one  messuage  two 
mills,  one  dovecot,  two  carucates  of  land  and  a  rent  of  one  pound  of 
pepper  and  one  pound  of  cummin  in  Akford  Skyllyng.  Plea  of  covenant 
was  summoned.  Adam  acknowledged  the  tenements  to  be  the  right  of 
Walter  as  of  his  gift.  For  this  Walter  granted  them  to  Adam  and 
Edith  and  rendered  them  to  them  at  the  court.  To  have  and  to  hold  to 
Adam  and  Edith  and  the  heirs  of  their  bodies,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements  for  ever.  With 
remainder  in  default  of  such  heirs  to  the  right  heirs  of  Adam.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
tenements  for  ever. 

(314)  At  Westminster,  fifteen  days  after  Michaelmas  day.  Between 
John  Mautravers,  querent,  and  Walter  de  Frompton  and  Margaret  his 
wife,  deforciants,  of  five  marcs  of  rent  in  Wynterborn  Clyncheston, 


45  Edward  III.  (1371). 


Wynterborn  Nicolston,  Wynterborn  Monketon  and  Wynterborn  Wate- 
combe.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  rent  to  be  the  right  of  John  as  of  their  gift  and  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to  John 
and  his  heirs  for  ever.    For  this  he  gave  them  forty  marcs  of  silver. 

45  Edward  III.  (1371). 

(315)  At  Westminster,  one  month  after  Michaelmas  day,  44  Edward 
III.,  and  afterwards  fifteen  days  after  Easter  day,  45  Edward  III.  Be- 
tween John  Mautravers,  querent,  and  Thomas  Pot  and  Agnes  his  wife, 
deforciants,  of  a  moiety  of  one  messuage,  one  carucate  of  land,  sixteen 
acres  meadow,  one  hundred  acres  pasture,  sixteen  acres  wood,  forty 
shillings  rent  in  North  Pourton.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  moiety  to  be  the  right  of  John.  Of 
which  he  has  the  moiety  of  the  rent  of  their  gift.  To  have  and  to  hold 
to  John  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  that  moiety  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Agnes  that  the  moiety  of  the  other  tenements,  which 
Henry  Knycche  and  Richard  Knycche  held  for  term  of  life  of  the  inherit- 
ance of  the  said  Agnes  in  the  said  vill  on  the  day  this  concord  was 
made,  and  which  after  their  deaths  ought  to  revert  to  Thomas  and 
Agnes  and  the  heirs  of  Agnes,  should  then  wholly  remain  to  John  and 
his  heirs.  To  hold  together  with  the  said  moiety  of  rent  which  remains 
to  him  by  this  fineof  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  moiety  for  ever.  For  this  John  gave  them  one  hundred 
marcs  of  silver. 

(316)  At  Westminster,  fifteen  days  after  Easter  day,  45  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Between 
John  Bray,  and  Joan  his  wife,  querents,  and  John  Doughy  and  Margery 
his  wife,  and  Nicholas  Stokfissh  and  Joan  his  wife,  deforciants  of  one 
messuage  one  virgate  of  land  in  Estelleworth  juxta  Portesham.  Plea 
of  covenant  was  summoned.  The  deforciants  acknowledged  the  tene- 
ments to  be  the  right,  of  John  Bray,  as  those  which  he  and  his  wife 
have  of  their  gift,  and  remitted  and  quit-claimed  the  same  for  them- 
selves and  the  heirs  of  Margery  and  Joan  to  John  Bray  and  Joan  his 
wife  and  the  heirs  of  John  for  ever.  Moreover  they  will  warrant  them 
to  John  Bray  and  Joan  and  the  heirs  of  John  against  all  men  for  ever. 
For  this  John  and  Joan  gave  to  them  twenty  marcs  of  silver. 

(317)  At  Westminster,  fifteen  days  after  Easter  day,  45  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Between 
the  Abbess  of  Shafton,  querent,  and  John  Charenchous  and  Alice  his 
wife,  deforciants,  of  seven  acres  of  land  in  Canne.    Plea  of  covenant  was 
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summoned.  John  and  Alice  acknowledged  the  land  to  be  the  right  of 
the  Abbess  and  her  church  of  St.  Edward  of  Shafton,  and  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  the 
Abbess  and  her  successors  and  her  church  for  ever.  Moreover  they  will 
warrant  the  same  against  all  men  for  ever.  For  this,  the  Abbess  gave 
to  John  and  Alice  ten  marcs  of  silver. 

(318)  At  Westminster,  fifteen  days  after  the  day  of  St.  Trinity. 
Between  Walter  de  Frompton,  querent,  and  John  Dornaye  of  Gillyng- 
ham  and  Christina  his  wife  and  Thomas  Forward  and  Agnes  his  wife, 
deforciants,  of  1  toft,  50  acres  land,  12  acres  meadow,  2  acres  wood  in 
Mageston  and  Stoure  Estoure.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  Walter  as  of 
their  gift,  and  remitted  and  quit-claimed  the  same  for  themselves  and 
the  heirs  of  John  to  Walter  and  his  heirs  for  ever.  Moreover  the}-  will 
warrant  the  same  against  all  men  for  ever.  P'or  this  Walter  gave  to 
them  20  marcs  of  silver. 

(319)  At  Westminster,  fifteen  days  after  Easter  day,  45  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Between 
John  Halewelle,  chaplain,  John  William,  chaplain,  and  David  Thormond, 
querent,  and  John  Charenchous  and  Alice  his  wife,  deforciants,  of  sixteen 
acres  of  land  in  Shafton.  Plea  of  covenant  was  summoned.  The  de- 
forciants acknowledged  the  land  to  be  the  right  of  John  Halewelle  and 
remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Alice 
to  John  Halewelle,  John  William  and  David  Thormond  and  the  heirs 
of  John  Halewelle  for  ever.  Moreover  they  will  warrant  the  same 
against  all  men  for  ever.  For  this  the  querents  gave  to  John  Charen- 
chous and  Alice  10  marcs  of  silver. 

(320)  At  Westminster,  three  weeks  after  Easter  day.  Between 
Thomas  Veer,  querent,  and  Peter  Veer,  deforciant,  of  one  messuage, 
and  one  carucate  of  land  in  Vereswatton  juxta  Symondesbergh.  Plea 
cf  covenant  was  summoned.  Peter  acknowledged  the  tenements  to  be 
the  right  of  Thomas  as  of  .  his  gift,  and  remitted  and  quit-claimed  the 
same  for  himself  and  his  heirs  to  Thomas  and  his  heirs  for  ever.  More- 
over he  will  warrant  the  same  against  all  men  for  ever.  For  this 
Thomas  gave  to  Peter  one  hundred  marcs  of  silver. 

(321)  At  Westminster,  three  weeks  after  Easter  day.  Between 
Ivo  Fitz  Waryn,  chivaler,  querent,  and  Richard  Tonge  and  Alianora 
his  wife,  deforciants,  of  one  messuage,  three  carucates  of  land,  twenty 
acre  meadow,  two  hundred  acre  pasture,  one  hundred  acres  wood  and 
sixty  shillings  of  rent  in  Lydelynch  Caundel  and  Stokke  Coillard.  Plea 
of  covenant  was  summoned.  The  deforciants  acknowledged  the  tene- 
ments to  be  the  right  of  Ivo,  and  remitted  and  quit-claimed  the  same  for 
themselves  and  the  heirs  of  Alianora  to  Ivo  and  his  heirs  for  ever. 
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Moreover  they  will  warrant  them  against  all  men  for  ever.  For  this 
Ivo  gave  to  Richard  and  Alianora  two  hundred  marcs  of  silver. 

(322)  At  Westminster,  fifteen  days  after  Easter  day.  Between  John 
Corf,  clerk,  John  Rymston,  and  Robert  Loter,  querents,  and  Lawrence 
Perrot  and  Alice  his  wife,  deforciants,  of  one  messuage,  one  toft,  forty- 
six  acres  land  and  pasture,  three  horses,  eighteen  oxen,  forty  sheep, 
twenty  pigs  in  Wynterbourn  Stupelton.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  tenements  and  pasture  to  be 
the  right  of  John  Corf,  as  those  which  the  same  John,  John  Rymston 
and  Robert  Loter  have  of  their  gift,  and  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Lawrence  to  John,  John  and 
Robert  and  the  heirs  of  John  Corf  for  ever.  Moreover  they  will  war- 
rant the  same  against  all  men  for  ever.  For  this  the  querents  gave  to 
Lawrence  and  Alice  one  hundred  marcs  of  silver. 

(323)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
John  de  Brudemere,  querent,  and  Nicholas  atte  Orchard  and  Joan 
his  wife,  deforciants,  of  one  messuage  in  Cheppyngblaneford.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  messuage 
to  be  the  right  of  John  as  of  their  gift,  and  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  Joan  and  will  warrant  the 
same  against  all  men  for  ever.  For  this  John  gave  to  Nicholas  and 
Joan  ten  marcs  of  silver. 

(324)  At  Westminster,  in  the  octaves  of  St.  Martin.  Between 
William  Latymer  and  Margaret  his  wife,  querents,  by  Richard  Dor- 
chestre  in  their  place,  and  John  Oleborn  and  Joan  his  wife,  deforciants, 
of  three  messuages,  three  carucates  of  land,  sixty  acres  of  meadow, 
eight  acres  of  wood  and  ten  shillings  of  rent  in  Estpulham,  Helton  and 
Wynterborn  Whitchurch.  Plea  of  covenant  was  summoned.  The  de- 
forciants acknowledged  the  tenements  to  be  the  right  of  William  as 
those  which  he  and  Margaret  had  of  their  gift,  and  remitted  and  quit- 
claimed them  to  them  and  the  heirs  of  William,  for  themselves  and 
the  heirs  of  Joan  for  ever.  And  will  warrant  them  against  all  men  for 
ever.  For  this  William  and  Margaret  gave  to  John  and  Joan  two 
hundred  marcs  of  silver. 

46  Edward  III.  (1372). 

(325)  At  Westminster,  fifteen  days  from  Easter  day,  45  Edward  III., 
and  afterwards  fifteen  days  from  the  day  of  St.  Hilary,  46  Edward  IIL 
Between  William  Russell  of  Mapoudr',  querent,  and  John  Hamond  of 
Mapoudr',  deforciant,  of  three  carucates  of  land  and  forty  acres  of  wood 
in  Aulton  Pancras  which  William  Latymer  holds  for  life.  Plea  of 
covenant  was  summoned.  John  acknowledged  the  tenements  to  be  the 
right  of  William  Russell.    And  granted  for  himself  and  his  heirs  that 


126 


Dorset  Fines. 


the  tenements  which  William  Latymer  held  for  life  of  the  inheritance 
of  the  said  John  in  the  said  vill  on  the  day  this  concord  was  made,  and 
which  after  his  death  ought  to  revert  to  John  and  his  heirs,  should  then 
remain  to  William  Russell  and  his  heirs,  to  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  tenements  for  ever.  John 
and  his  heirs  will  warrant  the  tenements  to  William  Russell  and  his 
heirs  against  all  men  for  ever.  For  this,  William  Russell  gave  to  John 
one  hundred  marcs  of  silver.  This  concord  was  made  there  being 
present  William  Latymer  who  agreed  thereto  and  did  fealty  to  William 
Russell  at  the  court. 

(326)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  Alexander  de  Risshton,  clerk,  querent,  and 
Henry  Suwerye  and  Elena  his  wife,  deforciants,  of  a  messuage,  one 
hundred  acres  of  land,  three  shillings  and  fourpence  rent  and  a  fourth 
part  of  a  mill  in  Pudeletrentehide.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  to  be  the  right  of  Alexander 
as  of  their  gift,  and  remitted  and  quit-claimed  them  for  themselves  and 
the  heirs  of  Elena  to  Alexander  and  his  heirs  for  ever,  and  will  warrant 
them  against  all  men  for  ever.  For  this  Alexander  gave  to  them  one 
hundred  marcs  of  silver. 

(327)  At  Westminster,  fifteen  days  from  the  day  of  St.  Hilary. 
Between  William  Latymer  and  Margaret  his  wife,  querents,  by  Thomas 
Cammell  in  Margaret's  place,  and  William  Russel  of  Mapoudre,  defor- 
ciant, of  a  messuage,  three  carucates  of  land,  one  hundred  acres  of 
pasture,  sixty  acres  of  wood  in  Aulton  Pancras.  Plea  of  covenant  was 
summoned.  Wrilliam  Latymer  acknowledged  the  tenements  to  be  the 
right  of  William  Russel  as  those  which  he  had  by  his  gift.  For  this, 
William  Russel  granted  them  to  William  Latymer  and  Margaret  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them  for 
their  lives,  of  William  Russel  and  his  heirs,  rendering  therefor  yearly  to 
him  and  his  heirs  ten  marcs  of  silver,  and  doing  therefor  to  the  chief 
lords  of  that  fee  for  William  Russel  and  his  heirs  all  other  services 
which  to  the  said  tenements  belong.  After  the  deaths  of  William  and 
Margaret  the  tenements  wholly  shall  revert  to  William  Russel  and  his 
heirs  quit  of  the  heirs  of  William  Latymer  and  Margaret.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  tenements  belong 
for  ever. 

(328)  At  Westminster,  in  fifteen  days  from  Easter  day,  46  Edward 
III.,  and  afterwardsjn  fifteen  days  from  the  day  of  St.  Michael.  Between 
Hugh  Tyrell  and  Katherine  his  wife,  querents,  and  Master  Walter, 
parson  of  the  church  of  Cheselburn  and  Alexander  de  Ryston  [?  Ryfton], 
chaplain,  deforciants,  of  the  manors  of  Stokewake  and  Candelwake.  Plea 
of  covenant  was  summoned.    Hugh  acknowledged  the  manors  to  be  the 
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ri«rht  of  Alexander  as  those  which  he  and  Master  Walter  had  by  his 
(Hugh's)  gift.  For  this  they  granted  the  manors  to  Hugh  and  Katherine 
and  rendered  them  at  the  Court.  To  have  and  to  hold  to  Hugh  and 
Katherine  and  the  heirs  of  their  bodies,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  manors  for  ever,  with  remainder  in 
default  of  such  heirs  to  the  right  heirs  of  Hugh.  To  hold  as  aforesaid 
for  ever. 

(329)  At  Westminster,  on*  the  morrow  of  Souls.  Between  Roger  de 
Manyngford,  senior,  and  Margaret  his  wife,  querents,  and  John  de 
Manyngford,  deforciant,  of  the  manors  of  Bedeshurst  and  Preston  juxta 
Sheftebury.  Plea  of  covenant  was  summoned.  Roger  acknowledged 
the  manors  to  be  the  right  of  John  as  of  his  gift.  For  this,  John 
granted  them  to  Roger  and  Margaret  and  rendered  them  at  the  Court. 
To  have  and  to  hold  to  Roger  and  Margaret  for  their  lives,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  manors,  with 
remainder  after  their  deaths  to  Roger  son  of  the  said  Roger,  and  his 
heirs  male,  to  hold  as  aforesaid  for  ever,  with  remainder  in  default  to 
the  right  heirs  of  the  said  Roger  de  Manyngford,  to  hold  as  aforesaid 
for  ever. 

(330)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  46  Edward  III.,  and  afterwards  in  the  octaves  of  St. 
Michael.  Between  John  Bydyk,  querent,  and  Simon  Barnabe,  de- 
forciant, of  two  messuages,  three  mills,  four  tofts,  one  hundred  and 
eighteen  acres  of  land,  and  two  shillings  rent  in  Selton.  Plea  of 
covenant  was  summoned.  Simon  acknowledged  the  tenements  to  be 
the  right  of  John.  Of  which  he  has  the  mill  called  "  Bostesmille  "  by 
his  gift  and  remitted  and  quit-claimed  it  for  himself  and  his  heirs  to 
John  and  his  heirs  for  ever.  Moreover  Simon  granted  that  the  residue 
of  the  premises  which  John  atte  Hole  and  Hawisia  his  wife  held  for  the 
life  of  Hawisia  of  the  inheritance  of  the  said  Simon  in  the  said  vill  on 
the  day  this  concord  was  made,  and  which  after  the  death  of  Hawisia 
ought  to  revert  to  Simon  and  his  heirs,  should  then  wholly  remain  to 
John  Bydyk  and  his  heirs,  to  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements  for  ever.  Simon  and  his  heirs 
will  warrant  them  to  him  as  aforesaid,  against  all  men  for  ever.  For 
this,  John  Bydyk  gave  to  Simon  one  hundred  marks  of  silver. 

47  Edward  III.  (1373)- 

(331)  At  Westminister,  in  fifteen  days  from  Easter  day,  47  Edward 
III.,  and  afterwards  in  the  octaves  of  St.  Trinity.  Between  William 
Houpere  of  Shirborn,  querent,  and  John  Pertu  and  Joan  his  wife, 
deforciants,  of  nine  acres  of  land  in  Shirborn.  Plea  of  covenant  was 
summoned.    John  and  Joan  acknowledged  the  tenements  to  be  the 
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right  of  William  and  rendered  them  to  him  at  the  Court.  To  have  and 
to  hold  to  William  and  his  heirs  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  tenements  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Joan  that  they  will  warrant  the 
tenements  to  William  and  his  heirs  against  all  men  for  ever.  For  this 
William  gave  to  John  and  Joan  ten  marcs  of  silver. 

(332)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
John  Bydyk,  querent,  and  John  atte  Hole  and  Hawisia  his  wife,  de- 
forciants, of  two  messuages,  three  mills,  four  tofts,  one  hundred  and 
eighteen  acres  land,  two  shillings  rent  in  Selton.  Plea  of  covenant  was 
summoned.  John  atte  Hole  and  Hawisia  granted  to  John  Bydyk  the 
said  tenements  and  remitted  and  quit-claimed  whatever  they  had  therein 
for  the  term  of  their  lives,  to  John  Bydyk  and  his  heirs  for  ever.  For 
this  he  gave  them  one  hundred  marcs  of  silver. 

(333)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  Alan  Chene,  knight,  querent,  and  Roger  Folvyll  of  Cloune  and 
Elizabeth  his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Melbury 
Saunford.  Plea  of  covenant  was  summoned.  The  deforciants  granted 
the  moiety  to  Alan  and  rendered  it  to  him  at  the  Court.  To  have  and 
to  hold  to  Alan  for  life,  of  them  and  the  heirs  of  Elizabeth,  rendering 
therefor  yearly  one  rose  for  all  service,  custom  and  demand  to  them 
belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  Roger  and 
Elizabeth  and  the  heirs  of  Elizabeth  all  other  services  which  belong  to 
that  moiety.  The  deforciants  will  warrant  the  moiety  to  Alan  for  life 
against  all  men.  After  his  death  the  moiety  will  wholly  revert  to  the 
deforciants,  to  hold  of  the  chief  lords  as  aforesaid  for  ever.  For  this 
Alan  gave  to  them  one  hundred  marcs  of  silver. 

(334)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin. 
Between  William  Tcurnay,  querent,  and  Walter  de  Clopton  and  Edward 
Payn,  deforciants,  of  the  manors  of  Shapwyk  and  Wynterbourne, 
Thounnestone  and  two  carucates  of  land,  ten  acres  meadow,  five  acres 
wood  and  forty  shillings  rent  in  Stourmynstre  Marchal,  Charlton  juxta 
Spectebury  and  Wynterbourne  Kingston.  Plea  of  covenant  summoned. 
William  acknowledged  the  manors  and  tenements  to  be  the  right  of 
Edward  as  those  which  Edward  and  Walter  have  of  his  gift.  For  this 
Walter  and  Edward  granted  them  to  William  and  rendered  them  to 
him  at  the  Court.  To  have  and  to  hold  to  William  for  life,  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  manors  and 
tenements,  with  remainder  after  his  death  to  Mary  wife  of  the  said 
William  and  the  heirs  of  her  body,  to  hold  of  the  chief  lords  as  aforesaid 
for  ever.  Should  Mary  die  without  heir  of  her  body  then  the  manors 
and  tenements  wholly  will  remain  to  the  right  heirs  of  Mary  to  hold  of 
the  chief  lords  as  aforesaid  for  ever. 
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(335)  At  Westminster,*  in  fifteen  days  from  Easter  day,  48  Edward 
III.,  and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year. 
Between  Roger  de  Manyngford  and  Margaret  his  wife,  querents,  by 
the  said  Roger  in  Margaret's  place,  and  Robert  Trailyure  and  Alianora 
his  wife,  deforciants,  of  the  manors  of  Bedeshurst  and  Preston  juxta 
Shereueton.  Plea  of  covenant  summoned.  Roger  acknowledged  the 
manors  to  be  the  right  of  Alianora.  For  this  Robert  and  Alianora 
granted  them  to  Roger  and  Margaret  and  rendered  them  to  them  at  the 
Court.  To  have  and  to  hold  to  Roger  and  Margaret  and  their  heirs 
male  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manors  for  ever.  Should  they  die  without  such  heirs  the  manors  wholly 
will  remain  to  the  right  heirs  of  Roger.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  manors  for  ever. 

(336)  At  Westminster,  in  fifteen  days  from  Easter  day,  48  Edward 
III.,  and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year. 
Between  John  Randolf  and  Edith  his  wife,  querents,  and  William 
le  Clerk  of  Batecombe,  deforciant,  of  a  messuage,  twenty  acres  of  land, 
one  acre  meadow  in  Watercombe,  which  Geoffrey  Chynne  and  Agnes  his 
wife  hold  for  term  of  life.  Plea  of  covenant  was  summoned.  William 
granted  for  himself  and  his  heirs  that  the  tenements  which  Geoffrey 
and  Agnes  held  for  life  of  the  inheritance  of  the  said  William  in  the 
said  vill  on  the  day  this  concord  was  made  and  which  after  their  death 
should  revert  to  him,  should  then  wholly  remain  to  John  and  Edith 
and  heirs  of  their  bodies.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  tenements  for  ever,  with  remainder 
in  default  of  such  heirs  to  the  right  heirs  of  John.  To  hold  of  the  chief 
lords  as  aforesaid  for  ever.  For  this,  John  and  Edith  gave  to  William 
twenty  marcs  of  silver. 

(337)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  William  de  Monte  Acuto,  Earl  of  Salisbury,  querent,  by  John 
Bevyn  in  his  place,  and  Richard  son  of  John  Gouitz,  deforciant,  of 
twenty-six  acres  of  meadow  in  Wymbourn  Munistre,  Hamme  Preston 
and  Parva  Caneford  (?)  which  William  Payn  and  Elianora  his  wife 
hold  for  term  of  Elianora's  life.  Plea  of  covenant  was  summoned. 
Richard  acknowledged  the  meadow  to  be  the  right  of  the  Earl.  And 
granted  for  himself  and  his  heirs  that  the  meadow  which  William 
Payn  and  Elianora  hold  of  the  inheritance  of  the  said  Richard  and 
which  after  Elianora's  death  ought  to  revert  to  him  and  his  heirs 
should  then  wholly  remain  to  the  Earl  and  his  heirs.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  meadow  for 
ever.    Richard  and  his  heirs  will  warrant  the  meadow  to  the  Earl  and 
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his  heirs  as  is  aforesaid  against  all  men  for  ever.    For  this  the  Earl 
gave  to  Richard  one  hundred  marcs  of  silver. 

(338)  At  Westminster,  in  fifteen  days  from  Easter  day,  48  Edward 
III.,  and  afterwards  in  the  octaves  of  St.  Michael  in  the  same  year. 
.Between  Roger  Seward,  querent,  and  Thomas  Vyrly,  citizen  of  London, 
and  Margaret  his  wife,  deforciants,  of  two  messuages,  ten  tofts,  seven- 
teen acres,  three  roods  of  land,  two  shillings  rent  in  Dorchestre,  Frome- 
belet,  Fromecranchon  and  Burton.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  to  be  the  right  of  Roger, 
of  which  he  has  the  tofts,  five  acres  of  land  and  the  rent  of  their  gift, 
and  they  remitted  and  quit-claimed  the  same  for  themselves  and  the 
heirs  of  Margaret  to  him  and  his  heirs  for  ever.  Moreover  they  granted 
that  one  messuage  and  eleven  acres  of  the  said  tenements  in  Dorchestre 
which  John  atte  Lode  and  Amicia  his  wife  held  for  the  life  of  Amicia, 
and  also  one  messuage  in  the  same  town  which  John  Clap  held  for  his 
life,  of  the  inheritance  of  the  aforesaid  Margaret  on  the  day  this  concord 
•was  made,  and  which  after  the  deaths  of  John  and  Amicia,  and  John 
ought  to  revert  to  them,  should  then  wholly  remain  to  Roger  and  his 
heirs,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements  for  ever.  And  the  deforciants  will  warrant  them  to 
Roger  and  his  heirs  against  all  men  as  aforesaid  for  ever.  For  this, 
Roger  gave  to  them  one  hundred  marcs  of  silver. 

49  Edward  III.  (1375). 

(339)  At  Westminster,  in  one  month  from  Easter  day,  49  Edward  III., 
and  afterwards  in  the  octaves  of  St.  Michael  in  the  same  year.  Between 
Walter  de  Frompton,  querent,  and  Peter  de  Besyles,  deforciant,  of  a 
moiety  of  the  Manors  of  Upweye  and  Lytelpudele  which  John  Sully 
"chivaler"  and  Isabella  his  wife  hold  for  term  of  Isabella's  life.  Plea 
of  covenant  was  summoned.  Peter  acknowledged  the  moiety  to  be 
the  right  of  Walter  and  granted  for  himself  and  his  heirs  that  the  said 
moiety  which  should  revert  to  him  after  the  deaths  of  John  and  Isabella, 
should  then  wholly  remain  to  Walter  and  his  heirs,  to  hold  of  the  chief 
lords  of  that  fee^  by  the  services  which  belong  to  the  said  moiety  for 
ever,  and  he  and  his  heirs  will  warrant  it  to  Walter  and  his  heirs  as 
aforesaid  against  all  men  for  ever.  For  this  Walter  gave  to  Peter  one 
hundred  marcs  of  silver. 

50  Edward  III.  (1376). 

(340)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
49  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Michael,  50  Edward 
III.  Between  John  Semer,  clerk,  and  Robert  Worthe,  clerk,  querents, 
and  John  Gary,  deforciant,  of  three  messuages,  and  four  carucates  ot 
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land  in  Blondeleshegh,  Pyrecombe,  Wylyshstoke,  Donstrowe,  Mour- 
b.ithe,  Atram,  Stoke  Abbots  and  Whitechurche  juxta  Brydeport.  Plea 
of  covenant  was  summoned.  John  Cary  acknowledged  the  tenements 
to  be  the  right  of  Robert.  For  this  the  said  Robert  and  John  granted 
that  the  said  tenements  which  Alice  who  was  the  wife  of  Thomas  Cary 
held  for  her  life  of  Robert's  inheritance  in  the  said  vills  on  the  day  this 
concord  was  made  and  which  after  her  decease  ought  to  come  to  them 
should  then  wholly  remain  to  John  Cary,  to  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  tenements  belong  during  his 
life,  and  after  his  (John  Cary's)  death  the  same  shall  wholly  remain  to 
Joan,  wife  of  the  said  John  Cary,  and  the  heirs  which  John  shall  beget 
by  her,  to  hold  as  aforesaid  for  ever,  with  remainder  in  default  of  such 
heirs  to  the  right  heirs  of  John  Cary,  to  hold  as  aforesaid  for  ever. 

(341)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
50  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Hilary  in  the  same 
year.  Between  William  de  Brantyngham,  querent,  and  Margaret  de 
Wotton,  deforciant,  of  the  Manor  of  Tarent  Keyns,  which  Robert  Kous 
"  chivaler "  and  Joan  his  wife  hold  as  the  dower  of  Joan.  Plea  of 
covenant  was  summoned.  Margaret  acknowledged  the  manor  to  be 
the  right  of  William  and  granted  that  after  the  death  of  Joan,  the  same 
should  wholly  remain  to  William  and  his  heirs,  to  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  manor  for 
ever.  Margaret  and  her  heirs  will  warrant  the  manor  to  William  and 
his  heirs,  as  aforesaid,  against  all  men  for  ever.  For  this,  William 
gave  to  Margaret  one  hundred  marcs  of  silver. 

(342)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
31  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Hilary,  50  Edward 
III.  Between  John  de  Kynele  and  Alice  his  wife,  querents,  and  Robert 
de  Strode,  deforciant,  of  one  messuage,  two  carucates  and  seventy-two 
acres  of  land  and  wood  and  rents  of  two  shillings  and  one  pair  of  gloves, 
in  Strode,  Southbouvvode,  Pourton,  Mangreton,  Bitelake  and  North- 
bouwode  which  John  Chidiok,  knight,  holds  for  the  term  of  the  life  of 
Ralph  Chidiok.  Plea  of  covenant  was  summoned.  Robert  acknow- 
ledged the  tenements  to  be  the  right  of  John  de  Kynele  and  granted 
that  the  tenements  which  after  the  death  of  Ralph  Chydiok  ought  to 
revert  to  him  (Robert)  and  his  heirs  should  then  wholly  remain  to  John 
de  Kynele  and  Alice  and  the  heirs  of  John.  To  hold  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  tenements  for  ever. 
Kobert  and  his  heirs  will  warrant  the  tenements  to  John  de  Kynele  and 
Alice  and  the  heirs  of  John,  as  aforesaid,  against  all  men  for  ever.  For 
this  John  de  Kynele  and  Alice  gave  to  Robert  one  hundred  marcs  of 
silver. 

(343)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
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50  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same 
year.  Between  John  de  la  Hale,  "chivaler,"  querent,  and  John  Tuchc- 
born,  "  chivaler  "  and  Cecilia  his  wife,  deforciants,  of  one  messuage,  one 
carucate  of  land,  three  acres  of  meadow,  one  hundred  acres  of  pasture 
in  Loueton.  Plea  of  covenant  was  summoned.  The  deforciants  ac- 
knowledge:! the  tenements  to  be  the  right  of  John  de  la  Hale  as  of 
their  gift,  and  remitted  and  quit-claimed  the  same  for  themselves  and 
the  heirs  of  Cecilia  to  him  and  his  heirs  for  ever,  and  will  warrant  them 
against  all  men  for  ever.  For  this  he  gave  to  them  one  hundred  marcs 
of  silver. 

(344)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  50  Edward  III.,  and  afterwards  in  fifteen  days  from  Easter 
day.  Between  Robert  Brudemere,  querent,  and  Matilda  daughter  and 
heir  of  Henry  Fitz  Elys,  deforciant,  of  one  messuage,  one  carucate  of 
land,  six  acres  of  meadow,  four  acres  of  alder  and  twenty  shillings  of 
rent  in  Pyterichesham,  Upwymborn,  Kyngeston,  Leygh,  Manyngton 
and  Wymbornemynstre.  Plea  of  covenant  was  summoned.  Matilda 
acknowledged  the  tenements  to  be  the  right  of  Robert  as  of  her  gift. 
For  this,  he  granted  them  to  Matilda  and  rendered  them  at  the  Court. 
To  have  and  to  hold  to  Matilda  for  life,  of  Robert  and  his  heirs,  render- 
ing therefor  yearly  one  rose  for  all  custom  and  demand  belonging  to 
Robert  and  his  heirs,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
Robert  and  his  heirs  all  other  services  which  belong  to  the  said  tene- 
ments. After  the  death  of  Matilda  the  tenements  will  wholly  revert  to 
Robert  and  his  heirs  quit  of  the  heirs  of  Matilda,  to  hold  as  aforesaid 
for  ever. 

(345)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  John  de  Moulham,  querent,  by  Thomas  Arundell  in  his  place, 
and  John  Fissh  and  Isabella  his  wife,  deforciants,  of  one  messuage,  ten 
acres  of  land,  and  a  moiety  of  one  acre  of  meadow  in  Swanewych.  Plea 
of  covenant  was  summoned.  The  deforciants  acknowledged  the  tene- 
ments to  be  the  right  of  John  de  Moulham  as  of  their  gift,  and  remitted 
and  quit-claimed  them  for  themselves  and  the  heirs  of  Isabella  to  John 
de  Moulham  and  his  heirs  for  ever.  Moreover  they  will  warrant  them 
against  all  men  for  ever.   For  this  he  gave  to  them  twenty  marcs  of  silver. 

(346)  At  Westminster,  on  the  morrow  of  Souls.  Between  John  Haly- 
welle,  chaplain,  David  Harsrigge,  chaplain,  William  Rydell,  chaplain, 
and  John  de  Arn,  chaplain,  querents,  and  Cecilia  Turbervylle,  sister  and 
one  of  the  heirs  of  John  Beauchamp,  late  lord  of  Hacche  Beauchamp, 
deforciant,  of  the  manor  of  Stouremynstre  Mareschal  and  one-fourth 
part  of  the  hundred  of  Hundredesberghe,  one-fourth  part  of  the  hundred 
of  Lousberghe,  and  a  moiety  of  one-fourth  part  of  the  said  hundred  oi 
Lousberghe.    Plea  of  covenant  was  summoned.    Cecilia  acknowledged 
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the  manor,  fourth  parts  and  moiety  to  be  the  right  of  John  Halywelle 
and  remitted  and  quit-claimed  the  same  for  herself  and  her  heirs  to  all 
the  querents  and  the  heirs  of  John  Halywelle  for  ever,  and  will  warrant 
the  same  to  them  against  all  men  for  ever.  For  this  they  gave  to 
Cecilia  five  hundred  marcs  of  silver. 

(347)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
4S  Edward  III.,  and  afterwards  in  the  octaves  of  St.  Michael,  50  Edward 
III.  Between  Robert  Treylyure,  John  atte  Forde,  William  Erissh  and 
Philip  Erissh,  querents,  by  John  Fitelton  in  their  place,  and  Edward 
Payn  and  Joan  his  wife,  deforciants,  of  a  moiety  of  two  messuages,  one 
carucate  of  land,  seven  acres  of  meadow,  twelve  acres  of  pasture  in 
Blaneford  Martel  which  Robert  Fitz  Payn  "  chivaler "  and  Roger 
Manyngford  hold  for  term  of  the  life  of  Agnes  who  was  wife  of  Richard 
Hacche.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  moiety  to  be  the  right  of  Philip  and  granted  for  themselves 
and  the  heirs  of  Joan  that  the  said  moiety  which  after  the  death  of 
Agnes  ought  to  revert  to  them,  should  then  wholly  remain  to  all  the 
querents  and  the  heirs  of  Philip  Erissh  to  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  moiety  for  ever,  and  they 
will  warrant  the  same  to  them  against  all  men  for  ever.  For  this,  the 
querents  gave  to  Edward  and  Joan  one  hundred  marcs  of  silver. 

(348)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between  Roger 
Manyngford  and  Margaret  his  wife,  querents,  by  the  said  Roger  in 
Margaret's  place,  and  Thomas  Husey,  deforciant,  of  five  messuages,  one 
carucate  and  ten  acres  of  land,  twenty  acres  of  meadow,  fifteen  acres  of 
pasture  and  three  acres  of  wood  in  Blaneford  St.  Mary.  Plea  of  cove- 
nant was  summoned.  Roger  acknowledged  the  tenements  to  be  the 
right  of  '1  homas  as  of  his  gift.  For  this,  Thomas  granted  the  tenements 
to  Roger  and  Margaret  and  rendered  them  at  the  Court.  To  have  and 
to  hold  during  their  lives  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  tenements,  with  remainder  after  their  deaths  to 
John  Manyngford  and  Joan  his  wife  and  heirs  of  their  bodies,  to  hold 
of  the  chief  lords  for  ever,  with  remainder  in  default  of  such  heirs  to  the 
heirs  of  the  body  of  John,  to  hold  as  aforesaid  for  ever,  with  remainder 
in  default  of  such  heirs  to  the  heirs  of  Roger  and  Margaret,  to  hold  as 
aforesaid  for  ever,  with  remainder  in  default  of  such  heirs  to  the  right 
heirs  of  Roger,  to  hold  as  aforesaid  for  ever. 

51  Edward  III.  (1377). 

(349)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
50  Edward  III.,  and  afterwards  in  the  octaves  of  the  Purification  jf 
the  Blessed  Mary,  51  Edward  III.  Between  John  Cok',  clerk,  Robert 
Grondeswell,  clerk,  Richard    Sholeweye,  clerk,  and    Walter  Pinde.r 
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[?  Purden],  querents,  and  John  Kynele  and  Alice  his  wife,  deforciants,  of 
one  messuage,  two  carucates  of  land,  ten  acres  of  meadow,  twenty  acres 
of  pasture,  twenty  acres  of  wood,  four  shillings  rent,  and  a  rent  of  a  pair 
of  gloves  in  Strode,  Southbowode,  Northbowode,  [Bite]lake  and  Pour- 
ton.  Plea  of  covenant  was  summoned.  The  deforciants  acknowledged 
the  tenements  and  rent  to  be  the  right  of  Walter,  of  which  he  and  John, 
Robert  and  Richard  have  the  tenements  of  their  gift,  and  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  John  Kynele  to 
the  querents  and  the  heirs  of  Walter  for  ever,  and  granted  to  them  the 
rents  with  the  homage  and  service  of  Robert  Doune  and  his  heirs  in  re- 
spect of  all  the  tenements  which  he  holds  from  them  (John  Kenele  and 
Alice)  in  the  said  vills.  To  have  and  to  hold  to  the  querents  and  the 
heirs  of  Walter  of  the  chief  lords  of  that  fee  by  the  services  which  be- 
long to  the  said  rents  for  ever,  and  will  warrant  them  against  all  men 
for  ever.  For  this,  the  querents  gave  to  John  de  Kynele  and  Alice  one 
hundred  marcs  of  silver. 

(350)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Thomas  Nywehalle,  chaplain,  and  William  Nichol,  chaplain,  querents, 
and  John  Scopy  of  Shirborn  and  Cristina  his  wife,  deforciants,  of  two 
messuages  in  Shirborn.  Plea  of  covenant  was  summoned.  The  deforci- 
ants acknowledged  the  messuages  to  be  the  right  of  Thomas,  as  those 
which  he  and  William  had  of  their  gift.  For  this  they  granted  them  to 
the  said  John  and  Cristina  and  rendered  them  at  the  Court.  To  have 
and  to  hold  to  John  and  Cristina  for  their  lives,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  messuages,  with  remainder  after 
their  deaths  to  Cristina  daughter  of  John  and  Cristina  for  her  life,  with 
remainder  after  her  death  to  Margaret  daughter  of  Cristina  wife  of  John 
and  the  heirs  of  her  body  to  hold  as  aforesaid  for  ever.  Should 
Margaret  die  without  heir  of  her  body  the  messuages  wholly  will  remain 
to  the  right  heirs  of  Cristina  wife  of  John,  to  hold  as  aforesaid  for  ever. 

(351)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Walter  de  Perle  and  Hawisia  his  wife,  and  John  son  of  the  said  Walter, 
querents,  and  Hugh  Tirel,  "chivaler,"  Guy  Besevile  and  Margaret  his 
wife,  and  John  Middelton  of  Shirborn  Wayte  and  Alice  his  wife,  deforci- 
ants, of  one  messuage,  one  toft,  one  carucate  of  land,  six  acres  of  meadow, 
ten  acres  of  wood,  one  hundred  acres  of  pasture  in  Thornford  and 
Westleigh.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  tenements  to  be  the  right  of  Walter  as  those  which  he 
and  Hawisia  and  John  his  son  have  of  their  gift,  and  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to 
Walter  and  Hawisia  and  John,  and  the  heirs  of  Walter  for  ever,  and 
will  warrant  them  against  all  men  for  ever.  For  this,  the  querent> 
gave  to  the  deforciants  one  hundred  marcs  of  silver. 
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(352)  A*  Westminster,  in  fifteen  days  from  Easter  day,  51  Edward 
HI.,  and  afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Be- 
tween Ralph  Thornhulle  and  Thomas  Fryday,  chaplain,  querents,  and 
fohn  Thornhulle  and  Margery  his  wife  and  John  son  of  the  said  John 
Thornhulle,  deforciants,  of  the  manors  of  Alueston  and  Thornhulle  juxta 
Caundel  Haddon.  Tlea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  manors  to  be  the  right  of  Ralph  as  those  which  he 
And  Thomas  have  of  their  gift.  For  this  Ralph  and  Thomas  granted 
to  the  deforciants  the  manor  of  Alueston  and  rendered  the  same  to  them 
at  the  Court.  To^have  and  to  hold  to  John  and  Margery  and  the  heirs 
of  their  bodies  from  Ralph  and  Thomas  and  the  heirs  of  Ralph  for  ever 
Rendering  therefor  yearly  one  rose  for  all  service,  custom  and  demand 
to  them  belonging,  and  doing  therefore  to  the  chief  lords  of  that  fee  for 
Ralph  and  Thomas  and  the  heirs  of  Ralph  all  other  services  which  be 
long  to  that  manor  for  ever.  Should  John  and  Margery  die  without 
heir  of  their  bodies  the  manor  will  revert  to  Ralph  and  Thomas  and  the 
heirs  of  Ralph  quit  of  the  other  heirs  of  John  and  Margery.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that  manor 
for  ever.  Ralph  and  Thomas  also  granted  to  John  and  Margery  the 
manor  of  Thornhulle  and  rendered  it  to  them  at  the  Court.  To  have 
and  to  hold  to  them  for  life,  from  Ralph  and  Thomas  and  the  heirs  of 
Ralph,  rendering  therefor  yearly  one  rose  and  after  John  ThornhulPs 
death  if  Margery  survives  twenty-six  shillings  and  eightpence  during  her 
life  for  all  custom  and  demand  due  to  Ralph  and  Thomas  and  the  heirs 
of  Ralph,  and  doing  therefor  to  the  chief  lords  of  that  fee  for  Ralph 
and  Thomas  and  the  heirs  of  Ralph  which  belong  to  that  manor.  After 
their  deaths  the  manor  shall  wholly  revert  to  Ralph  and  Thomas  and 
the  heirs  of  Ralph  quit  of  the  heirs  of  John  and  Margery.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  manor 
for  ever. 
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DORSET  AND  WILTS. 

(24)  At  York,  in  the  octaves  of  St.  Martin,  2  Edward  III.,  between 
Oliver  de  Servyngton  and  Elizabeth  his  wife,  querents,  and  John  de 
Woborn,  deforciant,  of  the  manor  of  Maugerston  (and  a  manor  in  Wilts). 
Plea  of  covenant  was  summoned.  Oliver  acknowledged  the  manors  to 
be  the  right  of  John  as  of  his  gift.  For  this,  John  granted  them  to  Oliver 
and  Elizabeth  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  them  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  manors  for  ever.  Should 
they  die  without  heirs  of  their  bodies  the  manors  shall  wholly  remain 
to  the  right  heirs  of  Oliver.    To  hold  as  aforesaid. 

[Endorsed.] 

Richard  de  la  Bere  put  in  his  claim. 

4  Edward  III.  (1330). 

DORSET  AND  SOMERSET. 

(52)  At  Westminster  in  fifteen  days  from  the  day  of  St.  John  Baptist, 
1  Edward  III.,  and  afterwards  in  fifteen  days  from  Easter  day,  4  Edward 
III.,  between  Robert  de  Hulle,  querent,  and  William  Quarel  and  Robert 
de  Bannebury,  deforciants,  of  the  manor  of  Childhacford  and  advowson 
of  a  moiety  of  the  church  of  the  same  manor  (and  a  manor  in  Somerset). 
Plea  of  covenant  was  summoned.  Robert  de  Hulle  acknowledged  the 
manors  and  advowson  to  be  the  right  of  William  Quarel  as  of  his  gift. 
For  this  William  and  Robert  de  Bannebury  granted  to  Robert  de  Hulle 
the  manors  and  advowson  and  rendered  them  to  him  at  the  Court.  '1  0 
have  and  to  hold  to  Robert  de  Hulle  during  his  life,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  manors  and  advowson,  with 
remainder  to  Walter  de  Staunford  and  Anastasia  his  wife  arid  'the  ""heirs 
of  their  bodies.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manors  and  advowson  for  ever,  with  remainder 
in  default  of  such  heirs,  to  the  right  heirs  of  Robert  de  Hulle.  To  hold 
as  aforesaid  for  ever. 

(136) 
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DORSET  AND  WILTS. 

(58)  At  Westminster  in  the  octaves  of  St.  Trinity,  4  Edward  III., 
between  Richard  de  Horsiche,  querent,  and  Robert  de  Novo  Burgo  and 
Margaret  his  wife,  deforciants,  of  a  messuage,  a  carucate  of  land,  and 
ten  shillings  of  rent  in  Horsiche  (and  premises  in  Wilts).  Plea  of 
covenant  was  summoned.  Richard  acknowledged  the  tenements  to  be 
the  right  of  Robert  as  of  his  gift.  For  this  Robert  and  Margaret 
granted  the  tenements  to  Richard,  and  rendered  them  to  him  at  the 
Court.  To  have  and  to  hold  to  Richard  for  his  life,  of  the  said  Robert 
and  Margaret  and  the  heirs  of  Robert,  rendering  therefor  yearly  a  rose 
for  all  service,  custom  and  demand  to  them  belonging,  and  doing  there- 
for to  the  chief  lords  of  that  fee  for  Robert  and  Margaret  and  the  heirs 
of  Robert  all  services  which  belong  to  the  tenements.  The  tenements 
shall  revert  to  Robert  and  Margaret  and  the  heirs  of  Robert  after  the 
death  of  Richard.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
belonging  to  the  tenements  for  ever. 

[Endorsed.'] 

William  Brekenat  of  Craneburn  and  Margaret  his  wife,  and  Adam 
le  Bakere  and  Joan  his  wife  put  in  their  claim. 

DORSET,  DEVON,  HANTS  AND  LINCOLN. 

(66)  At  Westminster,  in  the  octaves  of  St.  Michael,  4  Edward  III., 
between  Walter  Waleys,  querent,  and  Ralph  de  Gorges,  deforciant,  of 
the  manors  of  Lu£ton  and  Bradepol  and  the  hundreds  of  La  Redehoue 
and  Bemestre  and  four  messuages,  three  carucates  of  land  and  ten 
librates  of  rent  in  Sturminister,  Combe,  Kentecombe,  and  Bridport  and 
advowsons  of  the  churches  of  the  aforesaid  manor  of  Lucton  and  of  the 
vill  of  Brideport  and  of  the  vicarage  of  the  vill  of  Sturminister  (and 
other  premises,  in  Devon,  Southampton  and  Lincoln).  Plea  of  covenant 
was  summoned.  Ralph  acknowledged  the  premises  to  be  the  right  of 
Walter.  Of  which  he  has  certain  of  the  premises  in  cos.  Southampton 
and  Devon  of  Ralph's  gift.  For  this  Walter  granted  to  Ralph  those 
premises  and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold 
to  Ralph  and  his  heirs  male,  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  tho?e  premises  for  ever.  Moreover  Walter  granted 
that  the  manors  of  Lucton  and  Bradepol  and  the  hundreds,  and  all 
other  the  tenements  and  advowsons  which  John  Pecche  and  Alianora 
his  wife  hold  in  the  other  counties  as  the  dower  of  Alianora  for  term  of 
her  life  of  the  inheritance  of  the  said  Walter  on  the  day  this  concord 
was  made  and  which  after  her  death  ought  to  revert  to  Walter  and  his 
heirs,  should  then  wholly  remain  to  Ralph  and  his  heirs.    To  hold 
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(together  with  the  other  premises  in  Devon,  Southampton  and  Lincoln) 
of  the  chief  lords  of  that  fee  by  the  services  which  to  those  manors, 
hundreds,  tenements  and  advowsons  belong  for  ever.  With  remainder, 
should  Ralph  die  without  heir  male  of  his  body,  to  William  son  of 
Theobald  Russel  and  heirs  male  of  his  body  to  hold  as  aforesaid  ;  with 
remainder  in  default  to  Theobald,  brother  of  the  said  William  and  heirs 
male  of  his  body  to  hold  as  aforesaid;  with  remainder  in  default  to 
John,  brother  of  the  said  Theobald  and  heirs  male  of  his  body  to  hold 
as  aforesaid  ;  with  remainder  in  default  to  Richard,  brother  of  John  and 
heirs  male  of  his  body  to  hold  as  aforesaid  ;  with  remainder  in  default 
to  the  right  heirs  of  the  aforesaid  Ralph  to  hold  as  aforesaid  for  ever. 

[Endorsed.'] 

Elizabeth  wife  of  Ralph  de  Gorges  put  in  her  claim. 

DORSET  AND  WILTS. 

(no)  At  Westminster  in  the  octaves  of  St.  Michael,  4  Edward  III. 
Between  Hugh  Poyntz  of  Corymalet,  querent,  and  Nicholas  Poyntz, 
parson  of  the  church  of  St.  Mary  de  Hoo,  and  Hugh  de  Meliplash, 
parson  of  the  church  of  Corymalet,  deforciants,  of  the  manor  of  Sutton 
Poyntz  (and  a  manor  in  Wilts).  And  afterwards  in  the  octaves  of  St. 
Hilary,  5  Edward  III.  Plea  of  covenant  was  summoned.  Hugh  Poyntz 
acknowledged  the  manors  to  be  the  right  of  Nicholas.  For  this,  the  de- 
forciants granted  for  themselves  and  the  heirs  of  Nicholas  that  the  manor 
of  Sutton  Poyntz  which  Roger  de  Chaundos  and  Matilda  his  wife  held  as 
Matilda's  dower  of  the  inheritance  of  the  said  Nicholas  (and  the  manor 
in  Wilts  which  John  Godhyve  (?)  held  for  life)  on  the  day  this  concord 
was  made  and  which  after  the  deaths  of  John  and  Matilda  ought  to 
revert  to  the  deforciants  and  the  heirs  of  Nicholas,  should  then  wholly 
remain  to  Hugh  Poyntz.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  manors,  for  the  life  of  the  said  Hugh 
Poyntz,  with  remainder  after  his  death  to  Nicholas  his  son  and  heirs 
of  his  body,  to  hold  as  aforesaid  ;  with  remainder  in  default  of  such 
heirs  to  Hugh  brother  of  Nicholas  and  heirs  of  his  body,  to  hold  as 
aforesaid ;  with  remainder  in  default  of  such  heirs  to  Walter  brother  of 
Hugh  and  heirs  of  his  body,  to  hold  as  aforesaid  ;  with  remainder  in 
default  of  such  heirs  to  Henry  brother  of  Walter  and  heirs  of  his  body, 
to  hold  as  aforesaid;  with  remainder  in  default  of  such  heirs  to  Thomas 
brother  of  Henry  and  heirs  of  his  body  to  hold  as  aforesaid  ;  with 
remainder  in  default  of  such  heirs  to  the  right  heirs  of  the  aforesaid 
Hugh  Poyntz,  to  hold  as  aforesaid  for  ever. 


7  Edward  II L  (1333). 
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6  Edward  III.  (1332). 

DORSET  AND  WILTS. 

(132)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
6  Edward  III.,  and  afterwards  in  fifteen  days  from  Easter  day  in  the 
same  year.    Between  William  de  Butelgate  and  Mary  his  wife,  querents, 

and  William  de  Boys  and  Richard  son  of  Taverner  of  Cranebourn, 

deforciants,  of  a  messuage  and  sixty-five  acres  of  land  in  Butelgate 
juxta  Cranebourn  (and  premises  in  Wilts).  Plea  of  covenant  was 
summoned.  William  de  Butelgate  acknowledged  the  tenements  to  be 
the  right  of  William  de  Boys  as  of  his  gift.  For  this  the  deforciants 
granted  to  the  querents  the  said  tenements  and  rendered  them  to  them 
at  the  Court.  To  have  and  to  hold  to  William  and  Mary  and  the  heirs 
of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  those  tenements  for  ever.  With  remainder  in  default  of  such  heirs 
to  Peter  son  of  the  said  William  de  Butelgate  and  heirs  of  his  body  to 
hold  as  aforesaid ;  with  remainder  in  default  to  William  brother  of 
Peter  and  the  heirs  of  his  body  to  hold  as  aforesaid ;  with  remainder 
in  default  to  Matilda  sister  of  William  and  the  heirs  of  her  body  to 
hold  as  aforesaid  ;  with  remainder  in  default  to  Claricia  sister  of  Matilda 
and  the  heirs  of  her  body  to  hold  as  aforesaid  ;  with  remainder  in 
default  to  Joan  sister  of  Claricia  and  the  heirs  of  her  body  to  hold  as 
aforesaid ;  with  remainder  in  default  to  Margery  sister  of  Joan  and  the 
heirs  of  her  body  to  hold  as  aforesaid  ;  with  remainder  in  default  to 
Nicholas  Pyk  and  the  heirs  of  his  body  to  hold  as  aforesaid;  with 
remainder  in  default  to  the  right  heirs  of  the  said  William  de  Butelgate 
to  hold  as  aforesaid  for  ever. 

7  Edward  III.  (1333). 

DORSET  AND  DEVON. 

(144)  At  York,  in  fifteen  days  from  the  day  of  St.  Michael,  7  Edward 
HI.  Between  William  Everard  and  Elizabeth  his  wife,  querents,  and 
Hugh  de  Meleplesh,  parson  of  the  church  of  Cory  Malet  and  Edmund 
Everard,  parson  of  the  church  of  Tychemersh,  deforciants,  of  a  messuage, 
two  carucates  of  land  and  four  hundred  and  forty  acres  of  meadow  and 
pasture  and  forty  shillings  of  rent  in  Adysham  (and  premises  in  Devon). 
Plea  of  covenant  was  summoned.  The  querents  acknowledged  the 
premises  to  be  the  right  of  Edmund,  as  of  their  gift.  For  this  Hugh 
and  Edmund  granted  them  to  William  and  Elizabeth  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  the  premises  in 
Adysham  to  William  and  Elizabeth  and  the  heirs  of  W7illiam,  and  the 
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premises  in  Devon  to  William  and  Elizabeth  and  the  heirs  of  Elizabeth, 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
tenements  for  ever. 

DORSET  AND  WILTS. 

(145)  At  York,  in  fifteen  days  from  the  day  of  St.  Michael,  7  Edward 
III.  Between  William  Everard  and  Elizabeth  his  wife,  querents,  and 
Hugh  de  Meleplesh,  parson  of  the  church  of  Cory  Malet,  and  Edmund 
Everard,  parson  of  the  church  of  Tychemersh,  deforciants,  of  two  mes- 
suages, 4  carucates  of  land,  one  hundred  and  ninety  acres  of  meadow  and 
pasture  and  10s.  of  rent  in  Est  Meleplesh  and  Mapoudre  (and  premises 
in  Wilts).  Plea  of  covenant  was  summoned.  The  querents  acknow- 
ledged the  premises  to  be  the  right  of  Edmund  as  of  their  gift.  For 
this  Hugh  and  Edmund  granted  them  to  William  and  Elizabeth  and 
rendered  them  to  them  at  the  Court.    To  have 

[Note. — The  rest  of  the  document  is  torn  off.] 

10  Edward  III.  (1336). 

DORSET  AND  SOMERSET. 

(182)  At  York,  in  fifteen  days  from  Easter  day,  10  Edward  III.  and 
afterwards  in  the  octaves  of  St.  Trinity  in  the  same  year.  Between 
William  de  Whitefeld,  "  chivaler,"  and  Constance  who  was  the  wife  of 
John  de  Kyngeston,  querents,  and  Thomas  de  Pershore,  chaplain,  and 
Maurice  de  Radure,  chaplain,  deforciants,  of  the  manor  of  Werdesford 
Bellet  (and  a  manor  and  premises  in  Somerset).  Plea  of  covenant  was 
summoned.  William  acknowledged  both  the  manors  to  be  the  right  of 
Thomas,  of  which  he  (Thomas)  and  Maurice  have  the  said  manors  of 
the  gift  of  William.  For  this  Thomas  and  Maurice  granted  the  manors 
to  William  and  Constance,  and  rendered  them  to  them  at  the  court. 
To  have  and  to  hold  to  William  and  Constance  and  the  heirs  of  their 
bodies  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
manors  for  ever.  Moreover  Thomas  and  Maurice  granted  for  them- 
selves and  the  heirs  of  Thomas  that  the  other  premises  in  co.  Somerset 
should  revert  to  William  and  Constancia  and  the  heirs  of  their  bodies 
after  the  death  of  John  Cole  the  tenant,  to  hold  together  with  the  manors 
as  aforesaid.  Should  they  die  without  heirs  of  their  bodies  the  manors 
and  other  premises  shall  remain  to  the  right  heirs  of  William,  to  hold 
as  aforesaid  for  ever. 

11  Edward  III.  (1337). 

DORSET,  SOMERSET  AND  HANTS. 

(221)  At  Westminster,  in  three  weeks  from  Easter  day,  7  Edward  III.. 
and  afterwards  in  the  octaves  of  St.  Hilary,  n  Edward  III.  Between 
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Walter,  son  of  Lucy  de  Meryet,  querent,  by  Stephen  Percehaye  in  his 
place,  and  John  de  Meryet  of  Hestercumbe,  deforciant,  of  6d.  of  rent, 
and  one  knight's  fee  in  Hemelisworth  (with  knight's  fees,  manors,  lands 
and  rents  in  cos.  Somerset  and  Southampton).  Plea  of  covenant  was 
summoned.  John  acknowledged  the  manors,  tenements  and  fees  to  be 
the  right  of  Walter,  and  rendered  to  him  one  messuage,  two  carucates, 
and  a  moiety  of  a  virgate  of  land,  the  meadow,  wood  and  rent,  of  the 
aforesaid  tenements,  except  the  6d.  of  rent  in  co.  Dorset,  at  the  Court. 
John  also  granted  to  Walter  the  same  6d.  of  rent  above  excepted,  and 
the  fees,  together  with  the  hommages  and  whole  services  of  John  de 
Cormailles,  John  Madhurst  of  Eston  Boloygne,  John  Gyan  and  Emma 
his  wife,  Thomas  Cunduyt,  William  de  Asshelond,  William  de  la  Pole 
and  Edith  his  wife,  and  Thomas  de  Bykefold  and  their  heirs  in  respect 
of  all  the  tenements  which  they  before  held  of  the  said  John  in  the  vills. 
To  have  and  to  hold  to  Walter  and  his  heirs  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements  and  fees  for  ever. 
Moreover  John  granted  for  himself  and  his  heirs  that  the  manors  and 
residue  of  the  premises  should  revert  to  Walter  and  his  heirs  after  the 
deaths  of  the  tenants.  To  hold  together  with  the  tenements  and  fees 
which  remain  to  him  by  this  fine,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  manors  and  tenements  for  ever.  For 
this  Walter  gave  to  John  de  Meryet  one  hundred  marcs  of  silver. 

DORSET  AND  NORFOLK. 

(222)  At  York,  in  one  month  from  the  day  of  St.  Michael,  n  Edward 
III.,  and  afterwards  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary,  12  Edward  III.,  between  William  de  Whitewell  and  Katherine 
his  wife,  querents,  and  Nicholas  de  Hedersete,  Richard  de  Burwode  and 
John  Hemme,  deforciants,  of  the  manor  of  Wynterburn  Kyngeston  (and 
a  manor  and  lands  in  Norfolk).  Plea  of  covenant  was  summoned, 
William  acknowledged  the  manors  and  tenements  to  be  the  right  of 
Nicholas  as  of  his  gift.  For  this  Nicholas,  Richard  and  John  granted 
them  to  William  and  Katherine  and  rendered  them  to  them  in  the  court. 
To  have  and  to  hold  to -William  and  Katherine  and  the  heirs  of  their 
bodies,  to  wit:  the  manor  of  Wynterburn  of  the  King  and  his  heirs,  and 
the  premises  in  Norfolk  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manors  and  tenements  for  ever.  With  re- 
mainder, should  William  and  Katherine  die  without  heir  of  their  bodies 
to  William  Brikk  of  Wychingham  and  his  heirs,  to  hold  in  like  manner 
as  above  stated  for  ever.  As  to  the  manor  of  Wynterburn  this  concord 
was  made  by  precept  of  the  King. 
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12  Edward  III.  (1338). 

DORSET,  SOMERSET  AND  GLOUCESTER. 

(245)  At  York,  on  the  morrow  of  St.  Martin,  12  Edward  III.,  between 
William  de  Whitefeld,  chivaler,  and  Constance  his  wife,  querents,  and 
Robert,  Bishop  of  Salisbury  and  John  de  Camera,  deforciants,  of  the 
manor  of  Werde,  three  acres  of  land  in  Morton,  and  the  bailiwick  of 
keeping  the  banks  of  the  waters  of  Frome  and  Stoure  (and  manors, 
tenements,  rent,  and  advowson  in  co.  Somerset  and  Gloucester).  Plea 
of  covenant  was  summoned.  William  and  Constancia  acknowledged 
the  manors,  tenements,  bailiwick  and  advowson  to  be  the  right  of  the 
Bishop.  Of  which  the  Bishop  and  John  have  the  manors,  bailiwick 
and  three  acres  in  Morton  (and  advowson  aforesaid)  of  the  gift  of 
William  and  Constancia.  For  this  the  Bishop  and  John  granted  them  to 
William  and  Constancia,  and  rendered  them  to  them  in  the  court.  To 
have  and  to  hold  to  William  and  Constancia  and  heirs  of  their  bodies 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
manors,  bailiwick,  three  acres  (and  advowson)  for  ever.  Moreover  the 
Bishop  and  John  granted  for  themselves  and  the  heirs  of  John  that  the 
premises  in  cos.  Somerset  and  Gloucester  shall  wholly  remain  to  William 
and  Constancia  after  the  deaths  of  the  tenants,  to  hold  together  with 
the  manors,  three  acres,  bailiwick  (and  advowson)  which  remain  to  them 
by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  Should  William  and  Constancia  die  without 
heir  of  their  bodies  then  all  the  premises  shall  remain  to  John  son  of 
William  de  WThitefeld  and  Eva  his  wife  and  the  heirs  of  their  bodies  to 
hold  as  aforesaid  ;  with  remainder  in  default  of  such  heirs  to  the  right 
heirs  of  the  said  William  de  Whitefeld,  to  hold  as  aforesaid  for  ever. 

13  Edward  III.  (1339). 
DORSET,  WILTS  AND  GLOUCESTER. 

(261)  At  Westminster  in  the  octaves  of  St.  Michael,  13  Edward  III. 
Between  John  Mautravers,  senior,  plaintiff,  and  Henry  de  Forneaux  and 
Thomas  de  Homere,  deforciants,  of  the  Manors  of  Wychampton,  Lange- 
ton,  Wollecomb  and  Hammeprestone,  and  the  advowsons  of  the  churches 
of  the  manors  of  Wychampton  and  Langeton  and  the  advowson  of  the 
church  of  Melebury  Bobbe  (and  manors  and  advowsons  in  the  counties 
of  Wilts  and  Gloucester).  Plea  of  covenant  was  summoned.  John 
acknowledged  the  premises  to  be  the  right  of  Henry  as  those  which 
Henry  and  Thomas  have  by  his  gift.  For  this  they  granted  the  premises 
to  John  and  they  rendered  them  to  him  at  the  court.  To  have  and  to 
hold  to  John  for  life,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  same,  with  remainder  to  John  son  of  John  Mautravers. 


15  Edivard  III.  (i  34 1). 


143 


junior,  and  his  heirs  male,  to  hold  as  aforesaid  for  ever.  With  remainder 
in  default  of  such  heirs  tc  the  right  heirs  of  the  said  John  son  of  John, 
10  hold  as  aforesaid  for  ever. 

[Endorsed.'] 
"The  Prioress  of  Kyngton  put  in  her  claim." 

DORSET  AND  SOMERSET. 
(262)  At  Westminster  in  the  octaves  of  St.  Michael.  Between  John 
Mautravers,  senior,  plaintiff,  and  Roger  Mautravers  and  Thomas  de 
Homere,  deforciants,  of  the  manor  of  Lychet  Mautravers  and  the  advow- 
son  of  the  church  of  the  same  manor  (and  the  manor  of  Kyneford  in  co. 
Somers).  Plea  of  covenant  was  summoned.  John  acknowledged  the 
premises  to  be  the  right  of  Roger  as  those  which  Roger  and  Thomas 
have  by  the  gift  of  John.  For  this  they  gave  the  same  to  John  and 
rendered  them  to  him  at  the  court.  To  have  and  to  hold  to  John  for 
life,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
same,  with  remainder  to  John  son  of  John  Mautravers,  junior,  and  his 
heirs  male.  To  hold  as  aforesaid  for  ever.  With  remainder  in  default 
of  such  heirs  to  the  right  heirs  of  John  son  of  John,  to  hold  as  aforesaid 
for  ever. 

15  Edward  III.  (1341). 

DORSET,  BERKS  AND  SOMERSET. 
(290)  At  Westminster,  in  fifteen  days  from  Easter  day,  15  Edward  III. 
Between  Ralph  son  of  Theobald  Russel  and  Alesia  his  wife,  plaintiffs, 
and  Maurice  de  Brun,  senior,  Maurice  de  Brun,  junior,  and  Gilbert  de 
Bradegate,  chaplain,  deforciants,  of  two  parts  of  the  manors  of  Kynge- 
ston  and  Athelyngton  and  advowsons  of  the  chapels  of  those  manors 
(and  premises  in  cos.  Berks  and  Somers).  Plea  of  covenant  was 
summoned.  Ralph  acknowledged  the  premises  to  be  the  right  of  the 
deforciants  as  those  which  they  have  by  his  gift.  For  this,  they  granted 
them  to  Ralph  and  Alesia  and  rendered  the  same  to  them  at  the  Court. 
To  have  and  to  hold  to  them  during  their  lives,  of  the  King  and  his 
heirs  by  the  services  which  belong  to  the  premises,  with  remainder  to 
Theobald  their  son  and  heirs  of  his  body.  To  hold  as  aforesaid  for  ever. 
With  remainder  in  default  of  such  to  John  brother  of  Theobald  and 
heirs  of  his  body,  and  in  default  to  the  right  heirs  of  Ralph.  To  hold 
as  aforesaid  for  ever.    This  concord  was  made  by  precept  of  the  King. 

DORSET,  OXON,  BUCKS,  SOMERSET  AND  DEVON. 
(294)  At  Westminster  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  Hugh  son  of  Hugh  de  Courteneye,  Earl  of  Devon,  and  Elizabeth 
his  wife,  plaintiffs,  and  Hugh  de  Courteneye,  Earl  of  Devon,  deforciant, 
°f  the  manor  of  Ebrighton  and  advowson  of  the  church  of  the  same 
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manor  (and  premises  in  cos.  Oxon,  Bucks,  Somers  and  Devon).  Plea  of 
covenant  was  summoned.  The  Earl  granted  to  Hugh  and  Elizabeth 
the  said  premises  and  rendered  the  same  to  them  at  the  Court.  To 
have  and  to  hold  to  them  and  the  heirs  of  their  bodies,  of  the  Kin>r 
and  his  heirs,  by  the  services  which  belong  to  the  premises  for  ever. 
With  reversion  in  default  of  such  heirs  to  the  Earl  and  his  heirs  quit 
of  the  other  heirs  of  Hugh  and  Elizabeth.  To  hold  as  aforesaid  for 
ever.  For  this  Hugh  and  Elizabeth  gave  to  the  Earl  ^1,000  sterling. 
This  concord  was  made  by  precept  of  the  King. 

DORSET,  DEVON  AND  SOMERSET. 

(295)  At  Westminster  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  Hugh  de  Courteneye,  Earl  of  Devon  and  Margaret  his  wife, 
plaintiffs,  and  William  de  Chebeseve,  chaplain,  and  John  Horncastel 
chaplain,  deforciants,  of  the  manor  of  Hull  (and  premises  in  cos.  Devon 
and  Somers).  Plea  of  covenant  was  summoned.  The  Earl  acknow- 
ledged the  premises  to  be  the  right  of  William  and  John.  Of  which 
they  have  all  the  premises,  excepting  the  manor  of  Hull,  by  gift  from 
the  Earl.  For  this  they  granted  those  premises  to  the  Earl  and 
Margaret  his  wife  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  them  and  the  heirs  of  their  bodies,  of  the  King  and  his 
heirs  by  the  services  due  to  those  premises.  Moreover  they  granted  for 
themselves  and  their  heirs  that  the  manor  of  Hull  which  Claricia  who 
was  the  wife  of  Robert  de  Hull  "Chivaler"  held  for  her  life  of  the 
inheritance  of  the  said  William  and  John,  on  the  day  this  concord  was 
made,  and  which  after  her  death  ought  to  revert  to  them  and  their 
heirs,  should  then  wholly  remain  to  the  Earl  and  Margaret  and  heirs  oi 
their  bodies.  To  hold,  together  with  the  other  premises  of  the  King  and 
his  heirs  by  the  services  which  belong  to  that  manor  for  ever.  With 
remainder,  in  default  of  such  heirs,  to  the  right  heirs  of  the  Earl.  To 
hold  as  aforesaid  for  ever. 

18  Edward  III.  (1344). 
DORSET  AND  WILTS. 
(325)  At  Westminster,  in  fifteen  days  from  Easter  day,  18  Edward  III. 
Between  John  Tony  and  Nicholas  de  WTodemanton,  chaplain,  plaintiffs, 
and  John  de  Wodemanton  and  Joan  hiswife,  deforciants,  of  five  messuages 
and  one  acre  of  land  in  Wymbourn  Minster  (and  premises  in  co.  Wilts). 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
premises  to  be  the  right  of  John  Tony  as  those  which  he  and  Nicholas 
have  by  their  gift.  For  this,  they  granted  the  same  to  John  and  Joan 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  John 
and  Joan  and  the  heirs  of  their  bodies,  of  the  chief  lords  of  that  fee  by 
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the  services  which  belong  to  those  tenements  for  ever.  With  remainder 
in  default  of  such  heirs  to  John  son  of  the  said  John  de  Wodemanton 
und  heirs  of  his  body.  To  hold  as  aforesaid.  And  so  in  succession  to 
William,  Matilda,  Alice  and  Edith,  brother  and  sisters  of  the  said  John 
t  on  of  John,  should  he  or  they  die  without  heir  of  their  bodies,  and  then 
to  the  right  heirs  of  John  de  Wodemanton.  To  hold  as  aforesaid  for 
ever. 

19  Edward  III.  (1345). 
DORSET  AND  WILTS. 

(353)  At  Westminster,  in  the  octaves  of  St.  Trinity  19  Edward  III. 
Between  Thomas  de  Cary,  plaintiff,  and  WTilliam  de  Boys  and  Elizabeth 
his  wife,  deforciants,  of  two  messuages,  one  carucate  of  land,  five  acres  of 
meadow,  thirty  acres  of  wood  and  one  hundred  shillings  of  rent  in  Fern- 
ham  (and  premises  in  co.  Wilts).  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  premises  to  be  the  right  of  Thomas 
and  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Elizabeth  to  Thomas  and  his  heirs  for  ever.  For  this  Thomas  gave 
to  them  one  hundred  marcs  of  silver. 

20  Edward  III.  (1346). 
DORSET  AND  WILTS. 

(378)  At  Westminster,  in  the  morrow  of  the  Ascension  of  our  Lord 
20  Edward  III.  Between  John  de  Barton  and  John  de  Melton  of  Barton, 
plaintiffs,  and  Richard  de  Gascrik  and  Elizabeth  his  wife,  deforciants,  of 
a  moiety  of  the  manor  of  Rammesham  and  advowson  of  the  church  of 
the  same  manor  (and  premises  in  co.  Wilts).  Plea  of  covenant  was 
summoned.  The  deforciants  acknowledged  the  premises  to  be  the  right 
of  John  de  Melton  of  which  he  and  John  de  Barton  have  the  advowson 
and  the  premises  in  co.  Wilts  by  gift  from  the  deforciants.  To  have 
and  to  hold  to  them  and  the  heirs  of  John  de  Melton  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  premises  for  ever. 
And  the  deforciants  granted  for  themselves  and  the  heirs  of  Elizabeth 
that  the  moiety  of  the  manor  of  Rammesham  which  John  de  Mundene, 
John  Briot  and  Robert  Hayward  held  for  life  of  the  inheritance  of 
Elizabeth  on  the  day  this  concord  was  made  and  which  after  their  deaths 
ought  to  revert  to  Richard  and  Elizabeth  and  the  heirs  of  Elizabeth 
should  then  wholly  remain  to  John  de  Barton  and  John  de  Melton  and 
the  heirs  of  John  de  Melton.  To  hold,  together  with  the  advowson  and 
the  premises  in  co.  Wilts  which  remain  to  them  by  this  fine,  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  that  moiety  for 
t-*ver.    Richard  and  Elizabeth  and  her  heirs  will  warrant  the  premises. 
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to  the  plaintiffs  and  the  heirs  of  John  de  Melton  against  all  men  for 
ever.  For  this  they  gave  to  Richard  and  Elizabeth  one  hundred  marcs 
of  silver. 

22  Edward  III.  (1348). 

DORSET  AND  SOUTHANTS. 

(414)  At  Westminster,  in  the  morrow  of  all  Souls,  21  Edward  III., 
and  afterwards  in  fifteen  days  after  Easter  day,  22  Edward  III.  Between 
John  de  Cormailles  and  Goda  his  wife,  plaintiffs,  and  Richard  Folk', 
vicar  of  the  church  of  Stupelasshton,  deforciant,  of  the  manor  of  Hem- 
blesworth  Giffard  and  fifty-five  acres  of  land  in  Shapewyk  (and  premises 
in  co.  Southampton).  Plea  of  covenant  was  summoned.  John  acknow- 
ledged the  premises  to  be  the  right  of  Richard,  of  which  he  had  the  above- 
said  premises  in  co.  Dorset  by  John's  gift.  For  this  Richard  granted 
those  premises  to  John  and  Goda  and  rendered  the  same  to  them  at  the 
Court.  To  have  and  to  hold  to  John  and  Goda  and  the  heirs  of  their 
bodies  of  the  chief  lords  of  that  fee  by  the  services  belonging  thereto 
for  ever.  Moreover  Richard  granted  for  himself  and  his  heirs  that  the 
premises  in  co.  Southampton  which  Isabella  who  was  the  wife  of  John 
de  Cormailles,  senior,  holds  for  life  of  the  inheritance  of  the  said  Richard 
should  after  her  death  remain  to  John  and  Goda  and  their  heirs,  with 
remainder  in  default  to  the  right  heirs  of  John.  This  concord  was  made 
in  the  presence  of  Isabella  who  agreed  thereto  and  did  fealty  to  John 
and  Goda  in  the  Court. 

DORSET  AND  WILTS. 

(417)  At  Westminster,  in  one  month  after  Easter  day  and  afterwards 
in  the  octaves  of  Holy  Trinity.  Between  Henry  de  Blockesworth 
and  Amicia  his  wife,  plaintiffs,  and  John  Giffard,  chaplain,  William 
Blockesworth  and  Robert  de  Blockesworth,  deforciants,  of  six  mes- 
suages, three  water  mills,  four  carucates,  and  sixty  acres  of  land,  eight 
and  a  half  acres  meadow,  six  acres  heath,  one  and  a  half  acres  of  alder, 
and  twenty-four  shillings  and  sixpence  halfpenny  rent  in  Blockesworth, 
Holne,  Wynterbourn  Kyngeston,  Mourdon,  Doddyngbyre,  Wynter- 
bourn  Maureward,  Lychet  Mynstre,  and  Wynterbourn  Whitchurch,  and 
three  messuages,  three  virgates  of  land,  one  acre  of  meadow  in  Flam- 
bardeston,  co.  Wilts.  Plea  of  covenant  was  summoned.  Henry  acknow- 
ledged the  premises  to  be  the  right  of  John,  of  which  John,  William 
and  Robert  have  three  messuages,  two  mills,  three  carucates,  sixty-nine 
and  a  half  acres  of  land,  seven  acres  of  meadow,  six  acres  of  heath,  one 
and  a  half  acres  of  alder  by  gift  from  him.  For  this  they  granted  to  Henry 
and  Amicia  the  same  premises  and  the  rent  together  with  the  homage 
and  whole  services  of  Philip  Thomefyn,  James  Huse  and  Joan  his  wife, 
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Klias  Deverel,  Bartholomew  de  Staunton,  and  William  Busmere  and 
their  heirs  in  respect  of  all  the  tenements  which  they  before  held  of  the 
>aid  John,  William  and  Robert  in  the  vills  of  Wynterbourn  Maureward 
and  Wynterbourn  Whitchurch,  and  they  rendered  those  premises  to 
them  at  the  Court.  To  have  and  to  hold  to  Henry  and  Amicia  and  the 
heirs  of  Henry  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  same  premises  for  ever.  Moreover  the  deforciants  granted  for 
themselves  and  the  heirs  of  John  that  one  mill  and  one  acre  of  meadow 
in  the  vill  of  Doddyngbyre  which  William  de  Whitfeld  held  for  term  of 
life,  and  fifteen  and  a  half  acres  of  land  and  a  moiety  of  an  acre  of 
meadow  in  the  said  vill  of  Wynterbourn  Maureward  which  William 
Fillol  held  for  term  of  the  life  of  Philip  de  Wynterbourn,  and  two 
messuages,  one  virgate  of  land  in  Wynterbourn  WThitchurch  which 
William  Deverel  and  Sarra  his  wife  held  for  term  of  life,  and  one 
messuage,  one  virgate  of  land,  one  rood  of  meadow  in  Flambardeston, 
co.  Wilts,  which  John  Aunger  held  for  life,  and  one  messuage,  one 
virgate  of  land,  one  rood  of  meadow  there  which  John  Gille  held  for  life, 
and  one  messuage,  one  virgate  of  land,  and  a  moiety  of  one  acre  of  meadow 
there  which  Hugh  Trawe  held  for  life  of  the  inheritance  of  John  GirTard 
on  the  day  this  concord  was  made,  and  which  after  the  deaths  of  all 
those  tenants  ought  to  revert  to  the  deforciants  and  the  heirs  of  John 
Giffard  should  then  wholly  remain  to  Henry  and  Amicia  and  the  heirs 
of  Henry.  To  hold  together  with  the  tenements  and  rent  which  remain 
to  them  by  this  fine,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever. 

DORSET  AND  WILTS. 

(421)  At  Westminster,  in  three  weeks  after  Easter  day  and  after- 
wards in  fifteen  days  from  the  day  of  Holy  Trinity.  Between  John  son 
of  Thomas  de  Freomantel  and  Alianora  his  wife,  plaintiffs,  and  Thomas 
de  Freomantel  and  John  Brunyng,  deforciant,  of  the  manor  of  Longa 
Kurchel,  and  twenty  acres  of  meadow  in  Hamme  Preston  and  the 
advowson  of  the  church  of  Longa  Kurchel  (and',  premises  in  co.  Wilts). 
Plea  of  covenant  was  summoned.  John  son  of  Thomas  acknowledged 
all  the  premises  to  be  the  right  of  Thomas  as  those  which  Thomas  and 
John  Brunyng  have  by  his  gift.  For  this  the  deforciants  granted  the 
premises  to  John  son  of  Thomas  and  Alianora,  and  rendered  the  same 
to  them  at  the  Court.  To  have  and  to  hold  to  them  and  the  heirs  of 
their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  premises  belong  for  ever,  with  remainder  in  default  of  such  heirs 
to  the  right  heirs  of  John  son  of  Thomas.  To  hold  as  aforesaid  for 
ever. 
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DORSET,  BERKS,  DEVON  AND  SOMERSET. 

(422)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  John  de  Mohun  of  Dunsterre,  "chivaler"  and  Joan  his  wife, 
plaintiffs,  by  William  Stowy  in  their  place,  and  William  de  Hontorp 
and  Richard  Cok',  chaplain,  deforciants,  of  the  manor  of  Sturmenistre 
Mareschal  (and  premises  in  cos.  Berks,  Devon  and  Somers).  Plea  of 
covenant  was  summoned.  The  deforciants  granted  that  the  said  manor 
which  John  Carreu  held  for  a  term  of  twelve  years,  and  the  premises  in 
the  other  counties  under  tenants  for  life,  of  the  inheritance  of  the  said 
William  de  Hontorp,  on  the  day  this  concord  was  made,  should  at  the 
ends  of  the  said  terms  wholly  remain  to  John  and  Joan  and  the  heirs 
of  their  bodies.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  premises  belong,  for  ever.  With  remainder  in  default 
of  such  heirs  to  the  right  heirs  of  the  said  John  de  Mohun  to  hold  as 
aforesaid  for  ever. 

25  Edward  III.  (1351). 

DORSET,  KENT,  SUFFOLK,  WILTS,  ESSEX  AND  SALOP. 

(466)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
25  Edward  III.  Between  Thomas  de  Arundel,  "chivaler"  and  Margery 
his  wife,  plaintiffs,  and  Robert  Flemmyng,  clerk,  Rese  ap  Rees  and 
William  Wade,  deforciants,  of  the  manor  of  Tarent  Russeauxton  (and 
premises  in  cos.  Kent,  Suff.,  Wilts,  Essex  and  Salop).  Plea  of 
covenant  was  summoned.  The  plaintiffs  acknowledged  the  castle  and 
manor  of  Chilham  in  co.  Kent  to  be  the  right  of  all  the  deforciants,  and 
the  other  premises  to  be  the  right  of  Robert  Flemmyng,  as  those  which 
they  have  by  their  gift.  For  this  the  deforciants  granted  all  the  premises 
to  Thomas  and  Margery  for  their  lives  and  rendered  the  same  to  them 
at  the  Court.  To  have  and  to  hold  the  castle  and  manor  of  Chilham 
in  co.  Kent  of  the  King  and  his  heirs  and  all  the  other  premises  of  the 
chief  lord  of  that  fee  during  their  lives  by  the  services  which  belong  to 
the  said  premises.  With  remainder  after  their  deaths  to  William  de 
Roos  de  Hamelak  and  his  heirs  to  hold  as  aforesaid  for  ever. 

27  Edward  III.  (1353). 

DORSET,  SURREY,  WILTS  AND  SUSSEX. 

(482)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  27  Edward  III. 
Between  Roger  Husee  and  Margery  his  wife,  querents,  and  Warin  de 
Insula  and  Edmund  de  Chelrey,  deforciants,  of  the  manors  of  Morton 
and  Ryngstede  and  one  messuage,  one  carucate  of  land,  twenty  acres  of 
meadow,  ten  acres  of  wood  in  Pudele,  and  the  advowsons  of  the  churches 
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of  the  said  manors  (and  premises  in  cos.  Surr.  Wilts  and  Sussex). 
IMea  of  covenant  was  summoned.  Roger  acknowledged  all  the  premises  * 
to  be  the  right  of  Warin  as  those  which  Warin  and  Edmund  have  by 
his  gift.  For  this  they  granted  them  to  Roger  and  Margery  and 
rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to 
Roger  and  Margery  and  the  heirs  of  Roger,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  premises,  for  ever.  With 
remainder  after  the  deaths  of  Roger  and  Margery  should  he  die  without 
heir  of  his  body,  to  John  Husee,  senior,  and  heirs  of  his  body,  to  hold  as 
aforesaid  for  ever.  With  remainder  in  default  to  John  Husee,  junior, 
and  heirs  of  his  body,  to  hold  as  aforesaid  for  ever.  With  remainder  in 
default  to  the  right  heirs  of  Roger,  to  hold  as  aforesaid  for  ever. 

28  Edward  III.  (1354). 

DORSET  AND  SOMERSET. 

(504)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
28  Edward  III.  Between  Thomas  Wygod,  parson  of  the  church  of 
Wotton,  and  Robert  de  Sambourn,  clerk,  plaintiffs,  and  Robert  Fytzpayn 
and  Ela  his  wife,  deforciants,  of  the  manor  of  Wrockeshale  (and  premises 
in  co.  Somers.).  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  manor  of  Wrockeshale  (and  certain  of  the  other 
premises)  to  be  the  right  of  Thomas  (and  the  residue  of  the  other 
premises  to  be  the  right  of  Robert),  as  by  their  gift.  For  this  Thomas 
and  Robert  granted  all  the  premises  to  Robert  Fitzpayn  and  rendered 
the  same  to  him  at  the  Court.  To  have  and  to  hold  to  Robert  Fitzpayn 
and  heirs  male  as  to  certain  of  the  premises  of  the  King  and  his  heirs, 
and  as  to  the  manor  of  Wrockeshale  and  certain  other  of  the  premises 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  premises 
for  ever.  With  remainder  should  he  die  without  heir  male  of  his  body, 
to  Robert  son  of  Richard  de  Grey  of  Codenore  and  Elizabeth  his  wife 
and  heirs  of  their  bodies  to  hold  as  aforesaid  for  ever.  With  remainder 
in  default  of  such  heirs  to  the  right  heirs  of  Robert  Fitzpayn,  to  hold  as 
aforesaid  for  ever. 

DORSET  AND  WILTS. 

(507)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary.  Between  Roger  de  Manyngford,  plaintiff, 
and  William  de  Northo  and  Dionisia  his  wife,-  deforciants,  of  two 
messuages,  three  carucates  of  land,  thirty  acres  of  meadow,  twenty 
acres  of  wood  in  Bedeshurst  and  Preston  near  Iywerne  Courtenay 
(and  premises  in  co.  Wilts).  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  premises  to  be  the  right  of  Roger  as 
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by  their  gift.  For  this  Roger  granted  the  same  to  them  and  rendered 
*  them  to  them  at  the  Court.  To  have  and  to  hold  to  William  and  Dionisia 
during  their  lives,  of  him  and  his  heirs,  rendering  therefor  yearly  one 
rose  at  Feast  of  the  Nativity  of  St.  John  Baptist,  and  doing  therefor 
to  the  chief  lord  of  that  fee  for  Roger  and  his  heirs  all  other  services 
which  belong  to  the  premises.  With  remainder  after  their  deaths  to 
Thomas  de  Grofhurst  and  Margery  his  wife  and  heirs  of  their  bodies. 
To  hold  of  Roger  and  his  heirs  as  aforesaid  for  ever.  With  re- 
mainder in  default  to  the  heirs  of  the  body  of  Margery,  to  hold  as 
aforesaid  for  ever.  With  reversion  in  default  to  Roger  and  his  heirs 
quit  of  the  heirs  of  William  and  Dionisia  and  also  of  the  other  heirs  of 
Thomas  and  Margery.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  premises  for  ever. 

DORSET  AND  WILTS. 

(509)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Henry  de  Percy,  "  chivaler,"  and  Constance  his  wife,  plaintiffs, 
and  Ralph  de  Olneye,  parson  of  the  church  of  Broughton  Giffard,  and 
Reginald  de  Berle,  clerk,  deforciants,  of  the  manor  of  Folk  and  advow- 
son  of  the  church  of  that  manor  and  eighty  acres  of  land  and  six 
acres  of  meadow  in  Weseford  (and  premises  in  co.  WTilts).  Plea  of 
covenant  was  summoned.  Henry  acknowledged  the  premises  to  be  the 
right  of  Ralph  as  those  which  Ralph  and  Reginald  have  by  his  gift. 
For  this  they  granted  them  to  him  and  rendered  the  same  to  him  at  the 
Court.  To  have  and  to  hold  to  Henry  and  Constance  and  the  heirs  of 
their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  premises  for  ever.  With  remainder  in  default  of  such  heirs  to 
the  right  heirs  of  Henry,  to  hold  as  aforesaid  for  ever. 

30  Edward  III.  (1356). 

DORSET,  WILTS,  GLOUCESTER  AND  BERKS. 

(524)  At  Westminster,  in  the  octaves  of  St.  Michael,  30  Edward, 
III.  Between  John  Mautravers,  "chivaler,"  and  Agnes  his  wife,  plain- 
tiffs, and  Henry  de  Tyngwyk,  parson  of  the  church  of  Langeton,  and  John 
Sturmy,  deforciant,  of  the  manors  of  Phelpeston,  Upwymbourn,  Lychet 
Mautravers,  Lodres  Mautravers,  Frome  Whitefeld,  Langeton  in  Purbyk 
and  Wodeton  in  Mershwodenal  and  advowsons  of  the  churches  of  the 
manors  of  Lychet  Mautravers,  Frome  Whitefeld,  Langeton  in  Purbyk, and 
Wodeton  in  Mershwodenal  and  two  carucates  of  land,  twenty-two  acres 
of  meadow,  twenty  acres  of  pasture  and  six  acres  of  wood  in  Ekerdon 
Owelcombe  and  La  More  and  the  advowson  of  a  moiety  of  the  church 
of  the  manor  of  Upwymbourn  (and  premises  in  cos.  Wilts,  Gloucester 
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and  Berks).  Plea  of  covenant  was  summoned.  John  Mautravers  ac- 
knowledged the  premises  to  be  the  right  of  Henry  as  those  which  Henry 
and  John  Sturmy  have  by  his  gift.  For  this  they  granted  them  to  him 
and  Agnes  his  wife  and  rendered  the  same  to  them  at  the  Court.  To 
have  and  to  hold  to  John  and  Agnes  and  the  heirs  of  their  bodies  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  premises  for 
ever.  With  remainder  in  default  of  such  heirs  to  the  right  heirs  of  John 
Mautravers  to  hold  as  aforesaid  for  ever. 

[Endorsed.] 

Roger  Sifton  and  Joan  his  wife  put  in  their  claim.  John  Bartelot  put 
in  his  claim. 

31  Edward  III.  (1357). 

DORSET  AND  SOMERSET. 

(535)  At  Westminster,  in  fifteen  days  from  Easter  day,  31  Edward 
III.  Between  John  Gogh,  John  Seys,  William  de  Osberston  and  Martin 
de  Moulisshe,  clerks,  plaintiffs,  and  Brian  Gouytz,  knight,  and  Matilda  his 
wife,  deforciants,  of  Dure  Wyneston  and  Knyghteton  and  advowson  of 
the  churches  of  the  same  manors  (and  premises  in  co.  Somers).  Plea 
of  covenant  was  summoned.  The  deforciants  acknowledged  the  pre- 
mises to  be  the  right  of  John  Gogh  as  those  which  the  said  John,  John, 
William  and  Martin  have  by  their  gift,  and  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Brian  to  John,  John,  William 
and  Martin  and  the  heirs  of  John  Gogh  for  ever ;  moreover  they  will 
warrant  the  same  to  them  against  all  men  for  ever.  For  this  the  plaintiffs 
gave  to  Brian  and  Matilda  two  hundred  pounds  sterling. 

DORSET,  WILTS  AND  GLOUCESTER. 

(539)  At  Westminster,  in  the  morrow  of  St.  Martin,  31  Edward  III. 
Between  Robert  de  Sambourne,  chaplain,  Henry  de  Tyngwyk,  chaplain, 
and  John  de  Cofton,  chaplain,  plaintiffs,  and  John  Mautravers  de  Lychet 
and  Agnes  his  wife,  deforciants,  of  the  manors  of  Phelpiston,  Upwyn- 
bourne,  Lychet  Mautravers,  Frome  Whitefelde,  Langeton  in  Purbyk, 
Loderes,  Wodeton  in  Mershwodenal,  two  carucates  of  land,  forty  acres 
of  meadow,  one  hundred  acres  of  pasture,  ten  acres  of  wood  in  Egerdon. 
Owelcombe,  and  La  More  (and  premises  in  cos.  Wilts  and  Gloucester), 
And  afterwards  in  the  octaves  of  St.  John  Baptist,  38  Edward  III.,  after 
the  deaths  of  the  said  Henry  and  John  Mautravers  there  granted 
and  recorded.  Between  the  aforesaid  Robert  and  John  de  Cofton  and 
the  aforesaid  Agnes  of  the  aforesaid  premises.  Plea  of  covenant  was 
summoned  between  the  said  Robert,  Henry  and  John  de  Cofton  and 
John  Mautravers  and  Agnes.    John  Mautravers  and  Agnes  acknow- 
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ledged  the  premises  to  be  the  right  of  Robert  and  rendered  them  to 
Robert,  Henry  and  John  de  Cofton  at  the  Court,  except  66  shillings  and 
four  pence  rent  and  a  rent  of  one  pound  of  cumin,  one  hundred  geese  and 
six  and  a  half  knights'  fees  in  the  manors  of  Lychet,  Frome  and  Wodeton 
co.  Dorset,  and  Somerford  co.  Wilts,  and  Wodeschestre  co.  Gloucester, 
which  they  granted  to  the  said  Robert,  Henry  and  John  de  Cofton 
together  with  the  homages  and  whole  services  of  the  Abbot  of  Malmes- 
bury,  the  Prior  of  Frompton  and  their  successors,  John  de  Veer  Earl  of 
Oxford  and  Matilda  his  wife,  John  de  Bradenstoke,  "  chivaler,"  William 
fitz  Waryn,  ''chivaler,"  Thomas  de  Remmesbury,  "  ehivaler,"  Edmund 
Everard,  "  chivaler,"  Thomas  Cary,  "  chivaler,"  Thomas  de  Hungerford 
and  Alianora  his  wife,  John  Waspal,  John  son  of  Roger  de  Kyngeston, 
John  Justice  and  Margery  his  wife,  Robert  Blake,  Edward  Russell, 
William  Jurdan,  William  de  Byngham,  Peter  atte  Berne,  Robert  de 
Brudeport.  John  de  Sunynghull,  William  de  Fifhide,  Agnes  Blake, 
William  Gnat,  William  Fillol,  William  Goloffre  and  Edmund  Caylewey 
and  their  heirs  in  respect  of  all  the  tenements  which  they  before  held  of 
the  said  John  Mautravers  and  Agnes  in  the  said  manors.  To  have  and 
to  hold  to  Robert  de  Sambourne,  Henry,  and  John  de  Cofton  and  the 
heirs  of  Robert  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  manors,  tenements,  rents  and  fees  as  is  aforesaid 
for  ever.  John  Mautravers  and  Agnes  and  the  heirs  of  John  will 
warrant  the  same  to  Robert,  Henry  and  John  de  Cofton  and  the  heirs 
of  Robert  against  all  men  for  ever.  For  this  they  gave  to  John  Mau- 
travers and  Agnes  three  hundred  marcs  of  silver. 

(541)  At  Westminster,  in  the  octaves  of  St.  Hilary,  31  Edward  III. 
Between  Nicholas  de  Sancto  Mauro  and  Muriel  his  wife,  plaintiffs,  and 
John  Derby,  chaplain,  Walter  de  Polton,  chaplain,  and  John  de  Westbury, 
chaplain,  deforciants,  of  the  manors  of  Wynefrede  Egle  (and  premises  in 
co.  Somers).  Plea  of  covenant  was  summoned.  The  plaintiffs  acknow- 
ledged the  premises  to  be  the  right  of  Walter  as  those  which  he,  John 
Derby  and  John  de  Westbury  have  by  their  gift.  For  this  they  gave  to 
Nicholas  and  Muriel  the  said  premises,  and  rendered  the  same  to  them 
at  the  Court.  To  have  and  to  hold  to  them  and  the  heirs  of  their  bodies 
of  the  King  and  his  heirs  by  the  services  which  belong  to  the  premises 
for  ever.  With  remainder  in  default  of  such  heirs  to  the  right  heirs  of 
Muriel  to  hold  as  aforesaid  for  ever.  This  concord  was  made  by  precept 
of  the  King. 

32  Edward  III.  (1358). 

DORSET  AND  WILTS. 

(545)  At  Westminster,  in  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  32  Edward  III.    Between  William  Filol,  plaintiff,  and 
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William  Clavyle,  junior,  and  Edith  his  wife,  deforciants,  of  a  messuage, 
sixty  acres  of  land,  ten  acres  of  meadow,  five  acres  of  wood,  and  twelve 
marcs  of  rent  in  Bradeford  Brian,  Bernardesle,  Kyngeston  Lacy, 
Cougrove,  Peterichesham,  Hamme  Preston  and  Leygh  juxta  Wym- 
lourn  Mynstre  (and  premises  in  co.  Wilts).  Plea  of  covenant  was 
summoned.  The  deforciants  acknowledged  the  premises  to  be  the  right 
of  William  Filol  as  by  their  gift,  and  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Edith  to  him  and  his  heirs  for 
ever.  For  this  he  gave  to  William  Clavyle  and  Edith  two  hundred 
marcs  of  silver. 

DORSET,  WARWICK  AND  SOMERSET. 

(550)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  Thomas  West,  knight,  plaintiff,  and  John  de  Terstewode  and 
Mary  his  wife,  deforciants,  of  a  messuage,  one  carucate  of  land,  twenty 
shillings  of  rent  in  Bradeford  and  Underdonne  (and  premises  in  cos. 
Warwick  and  Somers).  Plea  of  covenant  was  summoned.  John  and 
Mary  acknowledged  the  premises  to  be  the  right  of  Thomas,  and  re- 
mitted and  quit  claimed  them  for  themselves  and  the  heirs  of  John  to 
Thomas  and  his  heirs  for  ever  and  will  warrant  them  against  all  men 
for  ever.    For  this,  Thomas  gave  to  them  two  hundred  marcs  of  silver. 

33  Edward  III.  (1359)- 

DORSET,  SOUTHANTS,  NORTHANTS  AND  WILTS. 

(559)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  33  Edward  III.  Between  John  de  Edyngdon,  senior,  and 
John  de  Edyngdon,  junior,  plaintiffs,  and  Ralph  de  Norton,  deforciant,  of 
one-third  part  of  the  manor  of  Selton  (and  premises  in  cos.  Southamp- 
ton, Northampton  and  Wilts).  Plea  of  covenant  was  summoned. 
Ralph  acknowledged  the  premises  to  be  the  right  of  John  de  Edyngdon, 
senior,  and  rendered  all  the  premises,  excepting  those  in  co.  Wilts,  to  the 
plaintiffs.  To  have  and  to  hold  to  them  and  the  heirs  of  John,  senior, 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  those 
premises  for  ever.  Moreover  he  granted  for  himself  and  his  heirs  that 
the  premises  in  co.  Wilts,  namely,  a  third  part  of  the  manor  of  Fissher- 
ton  which  Robert  de  la  Puylle  and  Margaret  his  wife  held  as  Margaret's 
dower  of  the  inheritance  of  the  said  Ralph  on  the  day  this  concord  was 
made,  and  which  at  her  death  ought  to  revert  to  Ralph  and  his  heirs, 
should  then  wholly  remain  to  the  plaintiffs  and  the  heirs  of  John,  senior. 
To  hold  together  with  the  other  premises  which  remain  to  them  by  this 
fine,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that 
third  part  for  ever.    Ralph  and  his  heirs  will  warrant  all  the  premises 


154 


Dorset  Fines. 


to  the  plaintiffs  and  the  heirs  of  John,  senior,  as  is  aforesaid,  against  all 
men,  for  ever.  For  this  the  plaintiffs  gave  to  Ralph  two  hundred  marcs 
of  silver. 

DORSET,  NORTH  ANTS  AND  WILTS. 

(567)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Ralph  de  Norton,  plaintiff,  and  John  de  Edyngdon,  senior,  and  John  de 
Edyngdon,  junior,  deforciants,  of  one-third  part  of  the  manor  of  Selton  (and 
premises  in  cos.  Northampton  and  Wilts).  Plea  of  covenant  was  sum- 
moned. The  deforciants  granted  to  Ralph  all  the  premises  except 
those  in  co.  Wilts,  namely,  one-third  part  of  the  manor  of  Fissherton.  To 
have  and  to  hold  to  Ralph  and  the  heirs  of  his  hody,  of  them  and  the 
heirs  of  John,  senior,  for  ever,  rendering  therefor  yearly  one  rose  for  all 
service,  etc.,  due  to  them,  and  doing  therefor  to  the  chief  lords  of  that 
fee  for  them  all  other  services  which  to  those  premises  belong,  for  ever. 
Moreover  they  granted  that  the  third  part  of  the  manor  of  Fissherton  co. 
Wilts  which  Robert  de  la  Puylle  and  Margaret  his  wife  held  as  Mar- 
garet's dower  of  the  inheritance  of  the  said  John  de  Edyngdon,  senior, 
on  the  day  this  concord  was  made,  and  which  after  her  death  ought  to 
revert  to  them  and  the  heirs  of  John,  senior,  should  then  wholly  remain 
to  Ralph  and  his  heirs.  To  hold  together  with  the  other  premises 
which  remain  to  him  by  this  fine,  of  them  and  the  heirs  of  John,  senior, 
by  the  aforesaid  services  as  is  aforesaid  for  ever.  Should  Ralph  die 
without  heir  of  his  body  the  said  one-third  part  shall  wholly  revert  to  the 
deforciants  and  the  heirs  of  John,  senior,  quit  of  the  other  heirs  of  Ralph. 
To  hold  as  aforesaid  for  ever.  For  this  Ralph  gave  to  the  deforciants 
two  hundred  marcs  of  silver. 

DORSET  AND  WILTS. 

(572)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Between 
John  de  Veer,  Earl  of  Oxford,  and  Matilda  his  wife,  plaintiffs,  and  Robert 
fitz  Payn  and  Elizabeth  his  wife,  deforciants,  of  the  manor  of  Wroxhale 
in  co.  Dorset  and  the  manor  of  Stourton  in  co.  Wilts.  Plea  of  covenant 
was  summoned.  The  deforciants  granted  the  manors  to  the  Earl  and 
Matilda,  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  namely :  the  manor  of  Wroxhale  of  the  King  and  his  heirs,  and 
the  manor  of  Stourton  of  Robert  and  Elizabeth,  during  the  life  of  Matilda. 
Rendering  yearly  to  them  and  the  heirs  of  Robert,  for  the  manor  ot 
Wroxhale  one  hundred  shillings,  and  for  the  manor  of  Stourton  one 
hundred  shillings,  for  all  service,  etc.,  to  them  and  the  heirs  of  Robert 
belonging,  and  doing  for  the  chief  lords  of  that  fee  for  them  and  the 
heirs  of  Robert,  for  the  manor  of  Stourton  all  other  services  which 
belong  to  that  manor  during  Matilda's  life,  with  reversion  of  both 
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manors  after  her  death  to  Robert  and  Elizabeth  and  the  heirs  of  Robert 
quit  of  the  heirs  of  the  Earl  and  Matilda,  to  hold  as  is  aforesaid  for  ever. 
This  concord  was  made,  as  to  the  manor  of  Wroxhale  by  precept  of 
the  king. 

35  Edward  III.  (1361). 

DORSET  AND  SOMERSET. 

(586)  At  Westminster,  in  fifteen  days  from  Easter  day,  35  Edward 
III.  Between  John  Seys,  clerk,  William  de  Osberton,  clerk,  and  Martin 
Moulysh,  clerk,  plaintiffs,  and  John,  son  of  Brian  Gouyz  "  chivaler," 
deforciant,  of  the  manors  of  Durewyneston  and  Knyghton  and  advow- 
sons  of  the  churches  of  those  manors  (and  premises  in  co.  Somers) 
Plea  of  covenant  was  summoned.  John  son  of  Brian  acknowledged 
the  premises  to  be  the  right  of  John  Seys  as  those  which  John,  William 
and  Martin  have  by  his  gift,  and  remitted  and  quit  claimed  them  for 
himself  and  his  heirs  to  the  said  John,  William  and  Martin  and  the 
heirs  of  John  for  ever.  Moreover  he  will  warrant  them  to  them  and 
the  heirs  of  John  against  all  men  for  ever.  For  this,  they  gave  to  John, 
son  of  Brian,  four  hundred  marcs  of  silver. 

DORSET  AND  WILTS. 

(597)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael. 
Between  William  fitz  Waryn  of  Penlegh,  "  chivaler,"  plaintiff,  and  Philip 
fitz  Waryn  of  Penlegh,  "chivaler,"  and  Constance  his  wife,  deforciants, 
of  the  manor  of  Folk  (and  a  manor  in  co.  Wilts).  Plea  of  covenant 
was  summoned.  The  deforciants  acknowledged  the  manors  to  be  the 
right  of  William  as  by  their  gift.  For  this,  he  granted  them  to  Philip 
and  Constance  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  them  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  manors,  for  ever.  WTith 
remainder  in  default  of  such  heirs  to  Robert  son  of  the  said  Constance 
and  heirs  of  his  body,  to  hold  as  aforesaid  for  ever.  With  remainder  in 
default  of  such  heirs  to  Hugh  brother  of  the  said  Constance  and  heirs 
of  his  body,  to  hold  as  aforesaid  for  ever.  With  remainder  in  default 
of  such  heirs  to  the  right  heirs  of  the  said  Constance,  to  hold  as  afore- 
said for  ever. 

37  Edward  III.  (1363). 

DORSET  AND  SOMERSET. 

(618)  At  Westminster  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  37  Edward  III.,  and  afterward  in  fifteen  days  from 
Faster  day.  Between  Thomas  Moigne,  "chivaler,"  plaintiff,  and  Roger 
Gredeleye  and  Joan  his  wife,  deforciants,  of  the  manors  of  Pompknoll 
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and  Louefford  and  advowson  of  the  church  of  the  vill  of  Poncknoil  (and 
premises  in  co.  Somers).  Plea  ofcovenant  was  summoned.  The  defor- 
ciants acknowledged  the  premises  to  be  the  right  of  Thomas  as  b\ 
their  gift,  and  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Joan  to  Thomas  and  his  heirs  for  ever.  Moreover  they  will 
warrant  the  same  to  him  and  his  heirs  against  all  men  for  ever.  For 
this,  he  gave  to  Roger  and  Joan  two  hundred  marcs  of  silver. 

38  Edward  III.  (1364). 

DORSET,  GLOUCESTER,  WILTS  AND  SOMERSET. 

(636)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  33  Edward  III.  Between  John  Mautravers  of  Lychet 
and  Agnes  his  wife,  plaintiffs,  and  Robert  de  Sambourne,  chaplain,  Henry 
de  Tyngewyk,  chaplain,  and  John  de  Cofton,  chaplain,  deforciants,  of  the 
manors  of  Estmordon,  Worthe  in  Purbyk,  Wychampton  and  Wolcombe 
{and  premises  in  cos.  Gloucester,  Wilts  and  Somerset).  And  afterwards 
in  the  octaves  of  St.  John  Baptist,  38  Edward  III.,  after  the  deaths  of 
John  Mautravers  and  Henry,  there  granted  and  recorded.  Between 
the  aforesaid  Agnes  and  the  aforesaid  Robert  and  John  de  Cofton. 
Plea  of  covenant  was  summoned  between  the  aforesaid  John  Mautravers 
and  Agnes  and  Robert,  Henry,  and  John  de  Cofton.  John  Mautravers 
acknowledged  the  manor  of  Estmorden  and  premises  in  cos.  Gloucester 
and  Wilts  to  be  the  right  of  Robert,  Henry  and  John,  and  the  manors 
of  Worthe,  Wichampton,  Wolcombe  and  premises  in  cos.  Somers.  to 
be  the  right  of  Robert,  of  which  they  have  the  first  mentioned  premises 
by  his  gift.  For  this  they  granted  them  to  John  Mautravers  and  Agnes 
together  with  the  homages  and  whole  services  of  the  Abbot  of  Stonleigh, 
Abbot  of  Caynesham,  Prior  of  Bremmore  and  their  successors,  Hugh 
de  Courtenay,  Earl  of  Devon,  Thomas  Cray,  "  chivaler,"  Walter  Es- 
cudenor,  "  chivaler,"  John  Gournay,  "  chivaler,"  John  Giffard  of  Twyford. 
"chivaler,"  Walter  Rodeney,  "chivaler,"  Giles  de  Bello  Campo, 
"chivaler,"  and  Katherine  his  wife,  Robert  de  la  Mare,  "chivaler," 
Elias  de  Filton,  Jqhn  de  Edyndon  and  Thomasine  his  wife,  Roger  de 
Berle,  John  de  Sherneton,  William  Frenssh,  Edmund  Cayleway,  Robert 
de  Wykford,  clerk,  Walter  atte  Parke,  Roger  Godefrey,  Edith  Freye. 
Thomas  de  Colyngbourn  and  Margery  his  wife,  Thomas  Andrew  and 
Katherine  his  wife,  Agnes  de  Langeford,  Thomas  Erchebaud,  chaplain, 
Thomas  Scolle  and  Alice  his  wife,  Nicholas  Erchebaud,  William  de 
Bakham,  Henry  Flemyng  and  Joan  his  wife,  Isabella  de  Welyngton 
and  Richard  de  Tressham  and  their  heirs  in  respect  of  all  the  tenements 
they  before  held  of  the  deforciants  in  the  manor  of  Sharnton  and 
moiety  of  the  manor  of  Stapelford  co.  Wilts,  and  rendered  them  to  John 
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and  Agnes  at  the  Court.  To  have  and  to  hold  to  John  and  Agnes  and 
their  heirs,  namely,  the  manor  of  Estmorden  and  premises  in  cos.  Glou- 
cester and  Wilts  of  the  King  and  his  heirs  and  other  of  the  premises 
in  co.  Somerset  of  the  chief  lords  of  that  fee  by  the  services  due  for  the 
premises  for  ever.  Moreover  the  deforciants  granted  for  themselves 
and  the  heirs  of  Robert  that  the  manors  of  Hyneford  co.  Somers, 
Wichampton  and  Wolcombe  co.  Dorset  which  Wentheliana  who  was 
wife  of  John  Mautravers  son  of  the  aforesaid  John  Mautravers  held  for 
term  of  her  life,  and  also  that  the  manor  of  Worthe,  co.  Dorset,  which 
John  de  Veer,  Earl  of  Oxford  and  Matilda  his  wife  held  for  term  of  the 
life  of  Matilda  of  the  inheritance  of  the  said  Robert  on  the  day  this 
concord  was  made  which  after  their  deaths  ought  to  revert  to  them,  the 
deforciants,  should  then  wholly  remain  to  John  Mautravers  and  Agnes 
and  their  heirs,  to  hold  together  with  the  other  premises  which  remain 
to  them  by  this  fine,  of  the  chief  lords  of  that  fee  by  the  services  due  to 
those  manors  for  ever.  Should  John  and  Agnes  die  without  heir  of 
their  bodies  the  premises  all  remain  to  John  son  of  Richard  Earl  of 
Arundell  and  Alianora  daughter  of  John  son  of  the  aforesaid  John 
Mautravers  and  heirs  of  their  bodies,  to  hold  as  aforesaid  for  ever. 
With  remainder  in  default  of  such  heirs  as  to  the  premises  in  co. 
Gloucester  to  the  right  heirs  of  John  son  of  Richard,  to  hold  as  aforesaid 
for  ever,  and  as  to  the  manor  of  Estmorden  co.  Dors,  and  premises 
in  co.  Wilts  to  the  right  heirs  of  the  aforesaid  John  Mautravers  to 
hold  as  aforesaid  for  ever,  and  as  to  the  manors  of  Worthe,  Wichamp- 
ton and  Wolcombe  and  premises  in  co.  Somers  to  John  de  Bokland  of 
Radelynche,  "  chivaler,"  and  the  heirs  male  of  his  body,  to  hold  as 
aforesaid  for  ever.  With  remainder  should  John  de  Bokland  die  without 
heir  male  of  his  body,  to  John  Mautravers  son  of  John  Mautravers  of 
Crowelle  and  heirs  male  of  his  body,  to  hold  as  aforesaid  for  ever. 
With  remainder  in  default  of  such  to  the  right  heirs  of  the  aforesaid 
John  Mautravers  of  Lychet,  to  hold  as  aforesaid  for  ever.  This  concord, 
as  to  the  manor  of  Estmorden  co.  Dorset,  and  premises  in  cos.  Glou- 
cester and  Wilts,  was  made  by  precept  of  the  King. 

DORSET  AND  GLOUCESTER. 
(637)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  33  Edward  III.  Between  John  Mautravers  of  Lychet 
and  Agnes  his  wife,  plaintiffs,  and  Robert  de  Sambourne,  chaplain, 
Henry  de  Tyngewyk,  chaplain,  and  John  de  Cofton,  chaplain,  deforci- 
ants, of  the  manors  of  Phelpeston,  Upwymbourne,  Frome  Whitefelde, 
Langeton  in  Purbyk,  Lodres,  Wodeton  in  Mershwodenal  and  Lychet 
Mautravers,  except  a  rent  of  one  hundred  geese  and  one  and  a  quarter 
knight's  fee  in  the  manors  of  Lychet  Mautravers  and  Wodeton  and  ad- 
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vovvson  of  the  church  of  Lychet  Mautravers  and  two  carucates  of  land 
forty  acres  of  meadow,  one  hundred  acres  of  pasture,  and  ten  acres  of 
wood  in  Egerdon,  Owelcombe  and  La  More  (and  premises  in  co. 
Gloucester).  And  afterwards  in  the  octaves  of  St.  John  Baptist,  38 
Edward  III.,  after  the  deaths  of  the  said  John  Mautravers  and  Henry 
there  granted  and  recorded.  Between  the  said  Agnes  and  Robert, 
and  John  de  Cofton.  Plea  of  covenant  was  summoned.  Between 
John  Mautravers  and  Agnes  and  Robert,  Henry  and  John  de  Cofton. 
John  Mautravers  and  Agnes  acknowledged  the  premises  to  be  the 
right  of  Robert  as  those  which  he.  Henry  and  John  de  Cofton  have  by 
their  gift,  except  also  52s.  4d.  rent  and  a  rent  of  one  pound  of  cumin, 
and  three  and  a  half  knights  fees  in  the  manors  of  Lychet  Frome  and 
Wodeton  co.  Dors  and  Wodechestre  co.  Glouc.  For  this  the  deforciants 
granted  the  premises  as  is  aforesaid  to  John  and  Agnes,  together  with 
the  homages  and  whole  services  of  the  Prior  of  Frompton  and  his  suc- 
cessors, John  de  Veer,  Earl  of  Oxford,  and  Matilda  his  wife,  Thomas  de 
Remmesbury  "  chivaler,"  William  de  Byngham,  Peter  atte  Berne,  John 
de  Sunynghull,  William  de  Fiihide,  Agnes  Blake,  William  Gnat,  William 
Fillol,  William  Goloffre  and  Edmund  de  Caylewey  and  their  heirs  in 
respect  of  all  the  tenements  which  they  before  held  as  is  aforesaid,  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  John  and 
Agnes  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  premises  for  ever.  With  remainder  in  de 
fault  of  such  heirs  to  John,  son  of  Richard,  Earl  of  Arundell  and  Alia- 
nora  his  wife  and  the  heirs  of  their  bodies,  to  hold  as  aforesaid  for  ever. 
With  remainder  in  default  of  such  heirs,  as  to  the  premises  in  co. 
Gloucester,  to  the  right  heirs  of  John  son  of  Richard,  to  hold  as  afore- 
said for  ever,  and  as  to  the  other  premises  to  John  de  Boklond  of  Rade- 
lynche,  "chivaler,"  and  heirs  male  of  his  body,  to  hold  as  aforesaid  for 
ever.  With  remainder  in  default  of  such  heirs  to  John  Mautravers,  son 
of  John  Mautravers  of  Crowell  and  heirs  male  of  his  body,  to  hold  as 
aforesaid  for  ever.  With  remainder  in  default  of  such  heirs  to  the  right 
heirs  of  John  Mautravers  of  Lychet  to  hold  as  aforesaid  for  ever. 

39  Edward  III.  (1365). 

DORSET,  WILTS  AND  SOMERSET. 

(651)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist,  39  Edward  III.  Between  William  de  Monte  Acuto,  Earl  0* 
Salisbury,  plaintiff,  and  John,  Duke  of  Lancaster  and  Blanche  his  wife, 
deforciants,  of  the  manor  of  Caneford  (and  manors  in  cos.  Wilts  and 
Somers.)  Plea  of  covenant  was  summoned.  The  Duke  and  his  wife 
acknowledged  all  the  manors  to  be  the  right  of  the  Earl  and  remitted 
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and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Blanche  to 
the  Earl  and  his  heirs  for  ever.  For  this,  the  Earl  gave  them  one 
thousand  pounds  sterling. 

•  .    41  Edward  III.  (1367). 

DORSET  AND  DEVON. 

(670)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
40  Edward  III.  And  afterwards  in  the  morrow  of  the  Purification  of 
the  Blessed  Mary,  41  Edward  III.  Between  William  de  Claville  and 
Joan  his  wife,  plaintiffs,  and  Henry  Percehay  and  Richard  Bere,  de- 
forciants, of  a  moiety  of  the  manor  of  Mordon  (and  premises  in  co. 
Devon).  Plea  of  covenant  was  summoned.  William  acknowledged  all 
the  premises  to  be  the  right  of  Henry,  as  those  which  Henry  and 
Richard  have  by  his  gift.  For  this,  thev  granted  them  to  William  and 
Joan  and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to 
William  and  Joan  and  the  heirs  of  their  bodies  of  Henry  and  Richard 
and  the  heirs  of  Henry  for  ever.  Rendering  therefor  yearly  one  rose 
at  feast  of  Nativity  of  St.  John  Baptist  for  all  service,  &c,  to  Henry  and 
Richard  and  the  heirs  of  Henry  belonging,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  them  all  other  services  which  to  the  premises 
belong  for  ever.  With  remainder  should  William  and  Joan  die  without 
heir  of  their  bodies  to  the  heirs  of  William,  to  hold  as  aforesaid  for  ever. 
With  reversion  in  default  of  such  heirs  to  Henry  and  Richard  and  the 
heirs  of  Henry  quit  of  the  other  heirs  of  William  and  Joan.  To  hold  as 
aforesaid  for  ever. 

42  Edward  III.  (1368). 

DORSET  AND  SOMERSET. 

(687)  At  Westminster,  in  fifteen  days  from  Easter  day,  42  Edward 
III.,  and  afterwards  in  three  weeks  from  the  day  of  St.  Michael.  Be- 
tween John  Oldelond  and  John  Trowe,  chaplains,  plaintiffs,  and  Robert 
de  Assheton,  "  chivaler,"  and  Elizabeth  his  wife,  deforciants,  of  the 
manor  and  the  hundred  of  Purstok  (and  premises  in  co.  Somers).  Plea 
of  covenant  was  summoned.  Robert  and  Elizabeth  acknowledged  the 
manor  and  hundred  to  be  the  right  of  both  plaintiffs,  and  the  premises 
in  co.  Somers  to  be  the  right  of  John  Oldelond.  Of  which  they  have 
the  manor  and  hundred  (and  certain  of  the  premises  in  co.  Somers)  of 
their  gift.  For  this,  the  plaintiffs  granted  all  the  premises  to  Robert 
and  Elizabeth  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold,  to  wit:  the  manor  and  hundred  of  Purstok,  of  the  King  and 
his  heirs  and  certain  of  the  other  premises  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  premises  belong  during  the  lives  of  Robert 
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and  Elizabeth.  Moreover  they  granted  for  themselves  and  the  heirs  of 
John  Oldelond  that  the  residue  of  the  premises,  namely  :  the  manor  of 
Fodyngton  co.  Somers  which  John  de  Rale  and  Joan  his  wife  held  for 
term  of  Joan's  life  of  the  inheritance  of  the  said  John  Oldelond  on  the 
day  this  concord  was  made,  and  which  after  her  death  ought  to  revert 
to  him  and  John  Trowe,  and  the  heirs  of  John  Oldelond,  should  then 
wholly  remain  to  Robert  and  Elizabeth,  to  hold  together  with  the  other 
premises  which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee 
during  their  lives,  as  aforesaid,  with  remainder  after  their  deaths  to 
John  son  of  Thomas  de  Berkele  and  Alianora  daughter  of  the  said 
Robert  and  heirs  of  their  bodies,  to  hold  as  aforesaid  for  ever.  With  re- 
mainder in  default  of  such  heirs  to  the  right  heirs  of  Robert,  to  hold  as 
aforesaid  for  ever.  This  concord,  as  to  the  manor  and  hundred  of  Pur- 
stok,  was  made  by  precept  of  the  King. 

44  Edward  III.  (1370). 

DORSET  AND  YORKS. 

(703)  At  Westminster  in  three  weeks  from  Easter  day,  44  Edward 
III.  Between  John  Marmyon,  knight,  and  Elizabeth  his  wife,  plaintiffs, 
and  William  Basset  and  John  Chaumberlayn,  deforciants,  of  the  manors 
of  Frome  St.  Quintin  and  Belle  (and  manors  in  co.  York).  Plea  of 
covenant  was  summoned.  The  plaintiffs  acknowledged  the  manors  to 
be  the  right  of  William,  as  those  which  he  and  John  Chaumberlayn  have 
by  their  gift.  For  this  the  deforciants  granted  them  to  John  Marmyon 
and  Elizabeth  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  them  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  same  manors  belong  for  ever.  With 
remainder  should  they  die  without  such  heirs,  to  the  right  heirs  of 
Elizabeth,  to  hold  as  aforesaid  for  ever. 

46  Edward  III.  (1372). 

DORSET,  WILTS  AND  DEVON. 

(733)  At  Westminster,  in  the  octaves  of  St.  Trinity,  46  Edward  III. 
Between  Robert  de  Loundres,  "chivaler,"  plaintiff,  and  William  Shares- 
hull  and  Margaret  his  wife,  deforciants,  of  a  messuage,  two  carucates 
of  land,  ten  acres  of  meadow  and  twenty  marcs  of  rent  in  Hay  don, 
Langebridye,  Baggelake  and  Estyepe  (and  premises  in  cos.  Wilts  and 
Devon).  Plea  of  covenant  was  summoned.  The  deforciants  granted 
the  premises  to  Robert  and  remitted  and  quit  claimed  whatsoever  the} 
had  in  the  same  premises,  for  term  of  Margaret's  life,  to  the  said  Robert 
and  his  heirs  for  ever.  For  this,  Robert  gave  to  William  and  Margaret 
two  hundred  pounds  sterling. 
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50  Edward  III.  (1376). 

DORSET  AND  DEVON. 

(793)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
50  Edward  III.  Between  Roger  Grey  and  Alianora  his  wife,  plaintiffs, 
and  William  Bonevyll,  "  chivaler,"  and  Richard  Grey,  deforciants,  of 
the  manor  of  La  Berne  and  one  messuage,  fifty  acres  of  land,  ten  acres 
of  meadow,  six  acres  of  wood  and  fifty  shillings  of  rent  in  Whytchurche 
and  Lym  (and  premises  in  co.  Devon).  Plea  of  covenant  was  summoned. 
The  plaintiffs  acknowledged  all  the  premises  to  be  the  right  of  William, 
as  those  which  he  and  Richard  have  by  their  gift.  For  this,  William 
and  Richard  granted  them  to  them  and  rendered  the  same  to  them  at 
the  Court.  To  have  and  to  hold  to  Roger  and  Alianora,  during  their 
lives,  of  William  and  Richard,  rendering  therefor  yearly  one  rose  for  all 
service  and  to  the  said  William  and  Richard  and  heirs  of  William  be- 
longing, and  doing  therefor  for  them  all  other  services  which  to  the 
said  premises  belong.  With  remainder  after  their  deaths  to  Geoffrey 
their  son  and  heirs  male  of  his  body,  to  hold  as  aforesaid  for  ever.  With 
remainder  in  default  of  such  heirs  to  the  heirs  of  the  bodies  of  Roger 
and  Alianora,  to  hold  as  aforesaid  for  ever.  With  remainder  in  default  of 
such  heirs  to  Joan  daughter  of  the  said  Roger  and  Alianora  and  the  heirs 
of  her  body,  to  hold  as  aforesaid  for  ever.  With  reversion  in  default  of 
such  heirs  to  the  said  William>and  Richard  and  the  heirs  of  William  quit 
of  the  heirs  of  Roger  and  Alianora  and  also  of  the  other  heirs  of  Geoffrey 
and  other  heirs  of  Joan,  to  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  premises  belong  for  ever. 

UNKNOWN  COUNTIES. 
There  are  no  Dorset  Fines  for  Edward  III. 

VARIOUS  COUNTIES. 
There  are  no  Dorset  Fines  for  Edward  III. 


DIVERS  COUNTIES. 


3  Richard  II.  (1379). 

SOMERSET  AND  DORSET. 

(30)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael, 
and  afterwards  in  the  octaves  of  St  Hillary.  Between  Thomas  Orchard 
and  Robert  Orchard  and  Mary  his  wife,  plaintiffs,  and  John  Orchard, 
deforciant,  of  nine  messuages,  one  hundred  and  twenty  acres  of  land, 
twelve  acres  of  meadow,  thirteen  acres  of  wood,  eighty  acres  of  pasture, 
in  Stapele  Astyngton  and  Bykenhull  and  the  manor  of  Orchard  juxta 
Taunton  and  advowson  of  the  church  of  the  same  manor  in  co.  Somer- 
set, and  forty  acres  of  land  in  Boukeresweston  and  one  fourth  part  of 
the  manor  of  Boukeresweston  and  advowson  of  the  church  of  the  same 
manor  in  co.  Dorset.  Plea  of  covenant  was  summoned.  Thomas 
acknowledged  all  the  premises  to  be  the  right  of  John.  Of  which  John 
had  the  manor,  eight  messuages,  eighty  acres  of  land,  eight  acres  of 
meadow,  the  wood  and  the  pasture  and  the  advowsons  by  gift  of 
Thomas.  For  this  John  granted  to  Thomas  and  Robert  and  Mary  the 
same  manor  and  tenements  and  advowsons  and  rendered  them  to  them 
at  the  Court.  To  have  and  to  hold  to  them  and  the  heirs  of  the  bodies 
of  Robert  and  Mary  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  manor,  tenements  and  advowsons  belong  for  ever.  Moreover 
John  granted  for  himself  and  his  heirs  that  one  messuage,  forty  acres 
of  land  and  four  acres  of  meadow  in  the  vill  of  Astyngton  which  Adam 
Purdy  and  Alice  his  wife  and  William  their  son  held  for  term  of  life, 
and  also  that  forty  acres  of  land  in  the  vill  of  Boukeresweston  and  the 
said  fourth  part  which  John  Botiler  and  Elena  his  wife  held  for  term  ol 
life  of  the  inheritance  of  the  said  John  Orchard  on  the  day  this  concord 
was  made,  and  which  after  the  decease  of  Adam,  Alice,  William,  John 
and  Elena  ought  to  revert  to  John  Orchard  and  his  heirs  should  then 
wholly  remain  to  Thomas,  Robert  and  Alary  of  the  heirs  of  Robert  and 
Mary.  To  hold,  together  with  the  manor,  tenements  and  advowsons 
which  remain  to  them  by  this  fine,  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  tenements  and  fourth  part  belong  for  ever. 
With  remainder,  should  Robert  and  Mary  die  without  heirs  of  their 
bodies,  to  the  right  heirs  of  Thomas.  To  hold  as  aforesaid  for  ever. 
John  Orchard  and  his  heirs  will  warrant  the  premises  as  is  af  vresaid 
against  all  men  for  ever. 

(i62) 


6  Richard  II.  (1382). 


163 


4  Richard  II.  (1380). 

WILTS,  BERKS,  DORSET,  SOMERSET. 

(45)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord,  49 
Edward  III.,  and  afterwards  in  the  octaves  of  St.  Jonn  Baptist,  4 
Richard  II.  Between  Thomas  de  Hungerford,  "  Chivaler,"  Hildebrand 
Barre,  Peter  de  Ramshull,  John  Barre,  junior,  William  Gardiner,  parson 
of  the  Church  of  Wycheford,  John  Syward,  clerk,  and  Walter  de  Rames- 
bury,  clerk,  plaintiffs,  and  Robert  de  Loundres,  "  Chivaler,"  and  Elizabeth 
his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Adesham,  co.  Dorset, 
and  the  manors  of  S-iltharp  and  Wokelescote  eight  shillings  and  ten 
pence  rent  and  other  premises  in  Chilton,  Sherston  and  Somerford  in  co. 
Wilts,  the  manor  of  Migeham  in  co.  Berks,  and  a  moiety  of  the  manor 
of  Styneleygh  in  co.  Somerset.  Robert  and  Elizabeth  acknowledged 
the  premises  to  be  the  right  of  the  plaintiffs,  and  rendered  to  them  at 
the  Court  two  parts  of  the  manors  of  Saltharp,  Wekelescote  and  Mige- 
ham and  the  rent,  to  have  and  to  hold  to  them  and  the  heirs  of  John 
Syward  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  two  parts  for  ever;  and  granted  for  themselves  and  the  heirs  of 
Elizabeth  that  the  said  land,  meadow  and  moieties  which  Felicia,  who 
was  wife  of  Edmund  Everard,  "  Chivaler,"  held  for  term  of  life,  and  also 
that  the  third  part  of  the  abovesaid  manors  of  Saltharp,  Wekelescote  and 
Migeham  and  the  rent  which  Felicia  held  in  dower  of  the  inheritance  of 
the  aforesaid  Elizabeth  on  the  day  this  concord  was  made,  and  which 
after  the  death  of  Felicia  ought  to  revert  to  Robert  and  Elizabeth  and 
the  heirs  of  Elizabeth,  should  then  wholly  remain  to  the  plaintiffs  and 
the  heirs  of  John  Syward,  to  hold  together  with  the  aforesaid  two  parts 
which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  tenements,  moieties  and  a  third  part  belong  for 
ever.  And  Robert  and  Elizabeth  and  the  heirs  of  Elizabeth  will 
warrant  the  premises  as  is  aforesaid  to  the  plaintiffs  and  the  heirs  of 
John  Syward  against  all  men  for  ever.  For  this  the  plaintiffs  gave  to 
Robert  and  Elizabeth  three  hundred  pounds  sterling. 

6  Richard  II.  (1382). 

DEVON,  DORSET. 

(69)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
and  afterwards  in  octaves  of  St.  Michael,  6  Richard  II.  Between  Simon 
Newenham,  Vicar  of  the  church  of  Tamerton,  plaintiff,  and  John  Gorges, 
deforciant,  of  the  manor  of  Tamerton  Folyot  and  twenty-eight  shillings 
and  fourpence  rent  in  Burleston,  co.  Devon,  and  the  manor  of  Shypton, 
co.  Dorset.    Plea  of  covenant  was  summoned.    John  acknowledged  the 
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premises  to  be  the  right  of  Simon,  and  granted  for  himself  and  his  heirs 
that  the  abovesaid  manors,  except  certain  tenements  and  rent,  part  of 
the  manor  of  Tamerton  Folyot  which  John  Martyn  and  Margaret  his 
wife  held  for  term  of  Margaret's  life,  and  the  aforesaid  rent  and  the 
excepted  tenements  and  rent  which  Nicholas  Bottokessyde  held  for 
term  of  the  life  of  the  aforesaid  John  Gorges,  of  the  inheritance  of  the 
said-John  in  the  manor  of  Tamerton  Folyott  and  vill  aforesaid  on  the 
day  this  concord  was  made,  which  tenements  and  rent  after  the  death  of 
John  Gorges  ought  to  revert  to  John  Martyn  and  Margaret  if  she  sur- 
vived John  Gorges,  and  which  manors  as  is  aforesaid  after  the  death  of 
Margaret  ought  to  revert  to  John  Gorges  and  his  heirs,  and  also  the 
aforesaid  tenements  and  rent  after  the  decease  of  John  Gorges  and 
Margaret  ought  to  revert  to  the  heirs  of  John  Gorges,  should  then 
wholly  remain  to  Simon  and  his  heirs.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  manors,  tenements  and  rent  belong 
for  ever.  And  John  Gorges  and  his  heirs  will  warrant  the  premises  as 
is  aforesaid  to  Simon  and  his  heirs  against  all  men  for  ever.  For  this 
Simon  gave  to  John  Gorges  two  hundred  marcs  of  silver. 

7  Richard  II.  (1383). 

DORSET,  DEVON. 

(89)  At  Westminster,  in  the  octaves  of  St.  Hillary,  6  Richard  II.,  and 
afterwards  in  the  octaves  of  St.  Michael,  7  Richard  II.  Between  John 
Gorges,  plaintiff,  and  Simon  Newenham,  vicar  of  the  church  of  Tamerton, 
deforciant,  of  the  manor  of  Shipton,  co.  Dorset,  and  the  manor  of 
Tamerton  Folyot  and  twenty-eight  shillings  and  fourpence  rent  in  Bur- 
leston.  Plea  of  covenant  was  summoned.  Simon  granted  for  himself 
and  his  heirs  that  the  said  manors,  except  seven  messuages,  one  mill, 
three  hundred  and  eighty-seven  acres  land,  eighteen  acres  wood, 
eighteen  pounds  eleven  shillings  and  threepence  farthing  rent  in  the 
manor  of  Tamerton  which  John  Martyn  and  Margaret  his  wife  held 
for  term  of  Margaret's  life ;  and  the  said  mill,  twenty  acres  land,  the 
wood,  and  eight  pounds  eleven  shillings  and  threepence  farthing  (above 
excepted)  and  the  twenty-eight  shillings  and  fourpence  rent  in  Burleston 
which  Nicholas  de  Bottokeshide  held  for  the  life  of  John  Gorges  oi 
Tamerton  ;  and  one  messuage,  eighty  acres  (above  excepted)  which 
Robert  atte  Hille  held  for  life  ;  and  one  messuage,  forty  acres  (above 
excepted)  which  William  Mone  held  for  life ;  and  one  messuage,  sixteen 
acres  (above  excepted)  which  Ralph  Scarse  held  for  life ;  and  one 
messuage,  thirty  acres  (above  excepted)  which  Henry  Shullebeare  held 
for  life;  and  one  messuage,  forty  acres  (above  excepted)  which  Robert 
Underdoune  held  for  life;  and  five  acres  (above  excepted)  which  John 
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Piers  held  for  life  ;  and  one  messuage,  forty  acres  (above  excepted)  which 
Walter  Mone  held  for  life;  and  sixteen  acres  (above  excepted)  which 
William  Belleworthy  held  for  life  ;  and  one  messuage,  one  hundred 
acres  (above  excepted)  which  John  Bradelegh  held  for  life  of  the  in- 
heritance of  the  aforesaid  Simon  on  the  day  this  concord  was  made,  and 
which  after  their  deaths  ought  to  remain  to  John  Martyn,  and  Margaret 
if  she  survives  them,  to  hold  during  her  life  and  which  manors  (as  is 
aforesaid)  after  her  death,  and  other  premises  after  the  deaths  of  the 
aforesaid  lifeholders  ought  to  revert  to  him  (the  said  Simon)  and  his 
heirs,  should  then  wholly  remain  to  John  Gorges  the  plaintiff.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manors, 
tenements  and  rent  belong  for  his  life.  And  after  his  death  the  mill  and 
eight  pounds  eleven  shillings  and  threepence  farthing  rent  (above  ex- 
cepted), and  the  manor  of  Tamerton  as  is  aforesaid  except  two  messuages, 
one  hundred  and  seventy-four  acres  land,  ten  acres  furze,  and  forty-seven 
shillings  and  sixpence  rent  in  the  said  manor  will  wholly  remain  to  John, 
son  of  John  Gorges  and  his  heirs  begotten  of  Margaret,  daughter  of  John 
Newenham,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  that  manor,  mill  and  rent  belong  for  ever,  with  remainder  in  default 
of  such  heirs  to  the  right  heirs  of  the  said  John  Gorges,  to  hold  as 
aforesaid  for  ever.  And  the  manor  of  Shipton  and  twenty-eight  and 
fourpence  rent  in  Burleston,  five  messuages,  two  hundred  and  thirty-one 
acres  land  and  the  wood  (of  the  said  seven  messuages,  one  mill,  three 
hundred  and  eighty-seven  acres  land,  eighteen  acres  wood,  and  eight 
pounds  eleven  shillings  and  threepence  farthing  rent  in  the  manor  of 
Tamerton  above  excepted)  and  also  fourteen  acres  land,  ten  acres  furze, 
and  eleven  shillings  and  sixpence  rent  (of  the  aforesaid  two  messuages,  one 
hundred  and  seventy-four  acres  of  land,  ten  acres  of  furze,  and  forty- 
seven  and  sixpence  rent  in  the  manor  of  Tamerton  above  excepted) 
namely,  five  shillings  of  rent  issuing  from  twenty  acres  of  land  in  Clot- 
worth  in  the  same  manor  which  William  Mone  holds  in  fee,  four  shill- 
ings and  fourpence  of  rent  issuing  from  four  acres  in  Briddokeslond  in 
the  same  manor  which  Roger  Monger  holds  in  fee,  and  two  shillings 
and  twopence  of  rent  issuing  from  two  acres  of  land  in  Briddokeslond  in 
the  same  manor,  which  John  Hill  holds  in  fee,  wholly  will  remain  to 
Joan,  wife  of  the  said  John  Gorges,  to  hold  as  aforesaid  during  her  life, 
with  remainder  to  the  said  John,  son  of  John,  and  his  heirs  as  aforesaid, 
to  hold  as  aforesaid  for  ever,  with  remainder  in  default  of  such  heirs  to 
the  right  heirs  of  the  said  John  Gorges,  to  hold  as  aforesaid  for  ever. 
And  two  messuages,  one  hundred  and  fifty-six  acres  of  land  (of  the 
aforesaid  seven  messuages,  one  mill,  three  hundred  and  eighty-seven 
acres  land,  eighteen  acres  wood  and  eight  pounds  eleven  shillings  and 
threepence  rent  in  the  aforesaid  manor  of  Tamerton),  and  also  two 
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messuages,  one  hundred  and  sixty  acres  land  and  thirty-six  shillings 
rent  (of  the  aforesaid  two  messuages,  one  hundred  and  seventy-four 
acres  land,  ten  acres  furze,  forty-seven  shillings  and  sixpence  rent  in 
the  same  manor  of  Tamerton),  namely,  four  shillings  of  rent  issuing 
from  one  messuage,  and  one  hundred  and  twelve  acres  of  land  in  Portes- 
ham  and  Haggestore  in  the  said  manor  which  William  Newenham  and 
Alan  de  Yernesetele  held  in  fee,  twelve  shillings  of  rent  issuing  from  one 
messuage,  and  forty  acres  land  in  Wyston  and  Clyspark  [?  Clyfpark]  in  the 

said  manor  which  William  Py         holds  in  fee,  four  shillings  rent  issuing 

from  one  messuage,  sixty  acres  of  land  in  Hayeslond,  in  the  same 
manor  which  William  Mulleburgh  holds  in  fee,  ten  shillings  rent  issuing 
from  one  messuage,  sixteen  acres  of  land  in  Bradelegh  in  the  same 
manor  which  Walter  Brosya  holds  in  fee,  four  shillings  rent,  issuing 
from  one  messuage,  one  hundred  acres  of  land  in  Southayshelegh, 
Babeham  and  Porteshunt  in  the  same  manor  which  Walter  Hereward 
holds  in  fee,  and  two  shillings  rent  issuing  from  sixty  acres  of  land 
in  Copereslond  in  the  same  manor  which  Henry  son  of  John  de  Brade- 
legh holds  in  fee,  wholly  shall  remain  to  Margaret  daughter  of  John 
Newenham.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  those  tenements  belong  during  her  life,  with  remainder  after  her 
death  to  the  said  John  son  of  John  and  his  heirs  aforesaid.  To  hold  as 
aforesaid  for  ever.  With  remainder  should  John  son  of  John  die  with- 
out heir  of  the  body  of  Margaret  daughter  of  Jonn  begotten  the  tene- 
ments will  wholly  remain  to  the  right  heirs  of  John  Gorges.  To  hold 
as  aforesaid  for  ever.  For  this  John  Gorges  gave  to  Simon  two 
hundred  pounds  sterling. 

DORSET,  SOUTHAMPTON  AND  SOMERSET. 

(92)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 

6  Richard  II.,  and  afterwards  in  three  weeks  from  the  day  of  St.  Michael, 

7  Richard  II.  Between  Thomas  Strete,  plaintiff,  and  William  de 
Monte  Acuto  Earl  of  Salisbury,  deforciant,  of  the  manors  of  Hvmburv, 
Frankham  and  Lofford  in  co.  Dorset,  the  manor  of  Arnewode  in  co. 
Southampton,  and  the  manor  of  Panyettes  and  the  chief  bailiwick  of 
Westperot  in  co.  Somerset.  Plea  of  covenant  was  summoned.  The 
Earl  acknowledged  the  manors  and  bailiwick  to  be  the  right  of  Thomas 
ot  which  he  has  the  manors  of  Hymbury,  Arnewode,  Panyettes  and  the 
bailiwick  by  his  gift.  To  have  and  to  hold  to  Thomas  and  his  heirs  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  manors 
and  bailiwick  for  ever.  Moreover  the  Earl  granted  for  himself  and  his 
heirs  that  the  manor  of  Frankham  which  Thomas  Waryn  held  for  lite, 
and  the  manor  of  Lofford  which  John  Plecy  held  for  term  of  life  of  the 
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inheritance  of  the  Earl  on  the  day  this  concord  was  made,  and  which 
after  their  deaths  ought  to  revert  to  the  Earl,  should  then  wholly  remain 
to  Thomas  Strete  and  his  heirs.  To  hold  together  with  the  manors 
and  bailiwick  which  remain  to  him  by  this  fine  as  aforesaid  for  ever. 
The  Earl  and  his  heirs  will  warrant  the  same  to  him  and  his  heirs  as 
is  aforesaid  against  all  men  for  ever.  For  this  Thomas  gave  to  the 
Earl  one  thousand  pounds  sterling. 

BUCKS,  SOUTHAMPTON,  KENT,  DORSET,  NORTHAMPTON, 
SURREY  AND  BERKS. 

(95)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary.  Between  Master  Arnald  Brocas,  clerk, 
John  de  Chitterne,  clerk,  Peter  Golde,  clerk,  William  Hermyte,  chaplain, 
and  Henry  Holte,  plaintiff,  and  Bernard  Brocas,"  knight,  deforciant,  of 
the  manors  of  Horton  and  Chedyngton  in  co.  Bucks.,  the  manors  of 
Beaurepeyr,  Northfarham,  Hoo,  Bradele,  Hanyngton  and  Brokkesheued 
and  four  messuages,  one  mill,  five  carucates  of  land,  twelve  acres 
meadow,  thirty  acres  wood  and  eight  marcs  of  rent  in  Froille,  Basyng, 
Eldestoke,  Suthewyk,  Basyngstok,  Hussebourne  and  Stratfeld  Mortymer 
in  co.  Southampton,  the  manor  of  Broxham  in  co.  Kent,  the  manor  of 
Bromle  in  co.  Dorset,  the  manor  of  Parva  Weldon  in  co.  Northampton, 
the  manors  of  Piperharwe  and  Polyngfold  in  co.  Surrey,  and  one  mes- 
suage, two  carucates  of  land,  twenty  acres  meadow,  thirty  shillings  rent 
in  Bray  and  Ufton  Roberd  in  co.  Berks.  Piea  of  covenant  was  sum- 
moned. Bernard  acknowledged  the  manors  and  tenements  to  be  the 
right  of  Peter,  and  rendered  the  same  to  Peter,  Master  Arnald,  John, 
William  and  Henry  at  the  Court.  To  have  and  to  hold  to  them  and 
the  heirs  of  Peter  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  manors  and  tenements  for  ever.  Moreover  Bernard 
and  his  heirs  will  warrant  the  same  to  the  plaintiffs  and  the  heirs  of 
Peter  against  all  men  for  ever.  For  this  they  gave  to  Bernard  one 
thousand  pounds  sterling. 

DORSET,  SOUTHAMPTON. 

(100)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
John  Wymeswold,  parson  of  the  church  of  Tarent  Keynes,  William 
Payne  and  John  Carse,  clerk,  plaintiffs,  and  John  de  la  Hale,  knight, 
and  Elena  his  wife,  deforciants,  of  five  messuages,  four  carucates  and 
forty  acres  of  land,  three  acres  meadow,  one  hundred  and  forty  acres 
pasture  in  Tarent  Villers,  Tarent  Rissheton,  Tarent  Preston,  Tarent 
Goundevill  and  Loneton  and  a  moiety  of  the  manor  of  Tarent  Villers 
in  co.  Dorset,  and  the  manor  of  Penyton  and  two  messuages,  three 
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carucates  of  land,  twelve  acres  meadow  in  Estebbeford  and  Penyton 
juxta  Lemyngton  in  co.  Southampton.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  manor,  tenements  and  moiety 
to  be  the  right  of  William  as  those  which  he,  John  Wymeswold  and 
John  Carse  have  by  their  gift,  and  remitted  the  same  for  themselves 
•and  the  heirs  of  Elena  to  the  plaintiffs  and  the  heirs  of  William  for 
ever  and  will  warrant  the  same  to  them  and  the  heirs  of  William  against 
all  men  for  ever.  For  this,  the  plaintiffs  gave  to  John  de  la  Hale  and 
Elena  two  hundred  pounds  sterling. 

8  Richard  II.  (1384). 

DEVON,  SOMERSET  AND  DORSET. 

(no)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
Thomas,  Bishop  of  Exeter,  Thomas  Bittesgate,  John  Hulle,  John 
Churchulle,  John  Strech,  John  Beynyn,  John  Passeware,  clerk,  John 
Umfrey,  clerk,  Walter  Walssh,  Andrew  Ridon,  Thomas  Gerneys, 
Nicholas  Jue,  Richard  Kendale,  William  Lange  and  Richard  Colyn, 
plaintiffs,  and  William  Bonevyle  "  Chivaler,"  deforciants,  of  a  messuage, 
a  toft,  two  carucates  of  land,  fifteen  acres  meadow,  ten  acres  wood  in 
Dalewode  in  co.  Dorset,  and  the  manor  of  Shete  and  premises  in  North* 
legh,  Donylesheghes,  Nore,  Peyntours,  Estmembury,  Whyscombe  and 
Blakeleyg  in  co.  Devon,  and  the  manor  of  Bere  juxta  Aire  and  premises 
in  Somerton  and  Heghamme  and  moiety  of  the  manor  of  Lymington 
in  co.  Somerset.  Plea  of  covenant  was  summoned.  William  Bonevyle 
acknowledged  all  the  premises  to  be  the  right  of  Richard  Colyn,  and 
rendered  the  same  to  him  and  the  other  plaintiffs,  at  the  Court.  To  have 
and  to  hold  to  the  said  plaintiffs  and  the  heirs  of  Richard  Colyn  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  premises 
for  ever.  Moreover  William  Bonevyle  and  his  heirs  will  warrant  the 
premises  to  the  plaintiffs  and  the  heirs  of  Richard  Colyn  against  all  men 
for  ever.  For  this,  the  plaintiffs  gave  to  William  Bonevyle  five  hundred 
pounds  sterling. 

DORSET  AND  SOUTHAMPTON. 

(in)  At  Westminster,  in  one  month  from  Easter  day,  7  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Michael,  8  Richard  II.  Be- 
tween John  son  of  John  de  la  Hale,  knight,  and  Margaret  daughter  oi 
John  Philippot,  knight,  plaintiffs,  and  John  Wymeswold,  parson  of  the 
church  of  Tarentkeynes,  William  Payne  and  John  Carse,  clerk,  de- 
forciants, of  five  messuages,  four  carucates  and  forty  acres  of  land,  three 
acres  meadow,  one  hundred  and  forty  acres  pasture  in  Tarentvillers, 
Tarentrissheton,  Tarent  Preston,  Tarent  Goundevill  and  Loneton,  and 
a  moiety  of  the  manor  of  Tarent  Villers  in  co.  Dorset,  and  the  manor 
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of  Penyton  and  premises  in  Estebbeford  and  Penytonjuxta  Lemyngton 
in  co.  Southampton  which  John  de  la  Hale,  knight,  and  Elena  his  wife 
hold  for  life.  Plea  of  covenant  was  summoned.  The  deforciants  granted 
for  themselves  and  the  heirs  of  William  Payne  that  the  abovesaid  pre- 
mises which  John  de  la  Hale  and  Elena  held  for  term  of  life  of  the 
inheritance  of  the  said  William  on  the  day  this  concord  was  made  and 
which  after  their  deaths  ought  to  revert  to  the  deforciants  and  the  heirs 
of  the  said  William,  should  then  wholly  remain  to  the  said  John  son  of 
John  and  Margaret  and  the  heirs  of  their  bodies,  to  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  premises  for  ever. 
With  remainder  in  default  of  such  heirs  to  John  Philippot,  knight,  and 
his  heirs.  To  hold  as  aforesaid  for  ever.  For  this  the  plaintiffs  gave  to 
the  deforciants  two  hundred  pounds  sterling. 

DORSET  AND  ESSEX. 

(123)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
and  afterwards  in  fifteen  days  from  Easter  day.  Between  Thomas  Hasel- 
den,  senior,  and  Thomas  Bedeforde,  plaintiffs,  and  Richard  Haselden  and 
Elizabeth  his  wife,  deforciants,  ot  the  manor  of  Ockeforde  Skyllyng  and 
moiety  of  the  advowson  of  the  church  of  Ockeforde  Skyllyng  in  co. 
Dorset,  and  the  manor  of  Parva  Chesterford  and  advowson  of  the  church 
of  the  same  manor  in  co.  Essex.  Plea  of  covenant  was  summoned. 
Richard  and  Elizabeth  acknowledged  all  the  premises  to  be  the  right  of 
Thomas  Haselden,  of  which  the  plaintiffs  have  the  manor  of  Ockeforde 
Skillyng  and  the  moiety  of  the  advowson  of  the  church  by  their  gift. 
For  this  the  plaintiffs  granted  that  manor  and  moiety  of  the  advowson 
to  Richard  and  Elizabeth  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  Richard  and  Elizabeth  and  the  heirs  of  their  bodies 
of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that  manor 
and  moiety  of  the  advowson  for  ever.  Moreover  the  plaintiffs  granted 
for  themselves  and  the  heirs  of  Thomas  Haselden  that  the  manor  of 
Parva  Chesterford  and  advowson  of  the  church  which  Alianora  who 
was  the  wife  of  John  Bataill,  senior,  held  for  term  of  life,  of  the  inherit- 
ance of  the  said  Thomas  Haselden  on  the  day  this  concord  was  made 
and  which  after  her  death  ought  to  revert  to  the  plaintiffs  and  the  heirs 
of  Thomas  Haselden  should  then  wholly  remain  to  Richard  and  Eliza- 
beth and  the  heirs  of  their  bodies.  To  hold  together  with  the  other 
premises  which  remain  to  them  by  this  fine  of  the  chiefs  lords  of  that 
fee  by  the  services  which  belong  to  them  for  ever.  With  remainder  in 
default  of  such  heirs  to  the  right  heirs  of  Elizabeth,  to  hold  as  aforesaid 
for  ever. 


Dorset  Fines. 


SOMERSET  AND  DORSET. 

(124)  At  Westminster,  in  the  octaves  of  St.  Hilary  and  afterwards 
in  fifteen  days  from  Easter  day.  Between  Matilda  who  was  the  wife 
of  John  Penycrych,  plaintiff,  and  Thomas  Bolle  and  Juliana  his  wife,  de  - 
forciants, of  one  mill,  one  toft,  thirty  acres  land,  four  acres  meadow  in 
Halghestok  in  co.  Dorset,  and  six  messuages,  two  tofts,  one  carucatc 
and  eighty-seven  acres  land,  and  twenty  acres  one  rood  meadow  in 
Hardyngton,  Maundevyle  and  Westcoker  in  co.  Somerset.  Plea  of 
covenant  was  summoned.  Matilda  acknowledged  the  tenements  to  i  c 
the  right  of  Juliana.  For  this  Thomas  and  Juliana  granted  the  teno 
ments  in  Dorset  to  Matilda,  and  rendered  them  to  her  at  the  court. 
To  have  and  to  hold  to  Matilda  and  her  heirs  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  for  ever.  More- 
over they  granted  for  themselves  and  the  heirs  of  Juliana  that  one 
messuage,  the  said  carucate  of  land  and  two  and  a  half  acres  meadow 
of  the  aforesaid  tenements  in  Hardyngton  which  John  Pynghon  and 
Cristina  his  wife  held  for  life,  and  that  five  acres  meadow  in  the  same 
vill  which  Robert  Coker  and  Joan  his  wife  held  for  term  of  Joan's  life, 
and  one  toft,  thirty  acres  land,  three  acres  meadow  in  the  same  vill 
which  William  Wodelond,  senior,  and  Joan  his  wife  held  for  life,  and 
two  messuages,  twenty-five  acres  land,  three  acres  three  roods  meadow 
in  the  same  vill  which  John  Wykyns  and  Joan  his  wife  held  for  life, 
and  one  toft,  ten  acres  land,  one  acre  meadow  in  the  same  vill  which 
John  Lif  and  Joan  his  wife  held  for  life,  and  ten  acres  land,  one  acre 
meadow  in  the  same  vill  which  Thomas  Savage  held  for  life,  and  two 
messuages,  eleven  acres  land,  four  acres  meadow  in  the  same  vill  which 
Hugh  Den  and  Alice  his  wife  held  for  life,  and  also  one  messuage, 
one  acre  land  in  the  said  vill  of  West  Coker  which  Emma  Taillour  held 
for  life  of  the  inheritance  of  the  said  Juliana  on  the  day  this  concord 
was  made,  and  which  after  all  their  deaths  ought  to  revert  to  the  said 
Thomas  Bolle  and  Juliana  and  the  heirs  of  Juliana,  should  then  wholly 
remain  to  Matilda  and  her  heirs.  To  hold  together  with  the  tenement* 
which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  tenements  belong  for  ever.  And  Thomas  and 
Juliana  and  the  heirs  of  Juliana  will  warrant  the  tenements,  as  is 
aforesaid,  to  Matilda  and  her  heirs  against  all  men  for  ever. 

WILTS  AND  DORSET. 

(132)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy 
Trinity.  Between  William  de  Brentyngham,  plaintiff,  and  Margaret 
who  was  the  wife  of  William  de  Wotton,  daughter  of  Lawrence  dc 
Ayete,  deforciant,  of  the  manor  of  Pyryton  in  co.  Wilts,  and  the  manor 
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&f  Coumbekeynes  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
.Margaret  acknowledged  the  manors  to  be  the  right  of  William  as  those 
which  he  has  by  her  gift,  and  remitted  and  quit  claimed  the  same  for 
themselves  and  their  heirs  to  William  and  his  heirs  for  ever.  More- 
over Margaret  and  her  heirs  will  warrant  them  to  William  and  his 
heirs  against  all  men  for  ever.  For  this  William  gave  to  Margaret 
!\vo  hundred  pounds  sterling. 

9  Richard  II.  (1385). 

DORSET  AND  WILTS. 

(138)  At  Westminster,  in  the  morrow  of  the  Ascension  of  our  Lord,  8 
Richard  II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  9  Richard  II. 
Between  William  Lucy  "Chivaler"  and  Edith  his  wife,  plaintiff,  and 
John  Umfray,  parson  of  the  church  of  Marnhull,  deforciant,  of  the  manor 
of  Longekerchell  and  fourteen  messuages,  one  hundred  and  seventy-nine 
acres  land,  thirty  acres  meadow,  one  hundred  acres  pasture,  forty  acres 
wood,  three  shillings  rent  and  a  rent  of  one  pound  of  pepper  in  Fern- 
ham,  Litelcaneford,  Wymborne  Mynstre,  Hamme  Preston  and  Warham 
and  a  moiety  of  the  advowson  of  the  church  of  Longekirchell  in  co. 
Dorset,  and  six  messuages,  three  carucates  and  twenty  acres  land,  two 
hundied  and  fifty  acres  pasture,  two  hundred  and  fifty  acres  wood,  eight 
shillings  and  five  pence  rent  in  Tollard  and  the  advowson  of  a  moiety 
of  the  church  of  Tollard  in  co.  W'ilts.  Plea  of  covenant  was  summoned. 
William  acknowledged  all  to  be  the  right  of  John.  Of  which  John  has 
the  manor,  three  messuages,  thirty-one  acres  of  land,  the  meadow,  the 
pasture,  the  wood,  the  rent  and  the  carucates  of  land  and  the  moiety  of 
the  advowson,  and  the  advowson,  except  sixty  acres  land  in  the  said 
carucates,  by  gilt  of  the  said  William.  For  this  John  granted  to  William 
and  Edith  the  said  premises  as  is  aforesaid,  and  rendered  thern  to  them 
at  the  Court.  To  have  and  to  hold  to  William  and  Edith  and  the  heirs 
of  William  of  the  chief  lords  of.  that  fee  by  the  services  which  be- 
long to  such  premises  for  ever.  Moreover  John  granted  for  himself  and 
his  heirs  that  two  messuages  and  twenty-eight  acres  of  land,  of  the  said 
tenements,  in  the  vill  of  Fernham,  which  Walter  Wymely  and  Alice  his 
wife  held  for  term  of  life,  and  that  one  messuage  and  twenty-one  acres 
of  land  in  the  same  vill  which  John  Shephurd  and  Isabella  his  wife 
held  for  term  of  life,  and  that  four  acres  of  land  in  the  same  vill  which 
John  Warner  and  Edith  his  wife  held  for  term  of  life,  and  that  one 
messuage,  thirteen  acres  of  land  in  the  same  vill  which  Richard  Combe 
held  for  term  of  life,  and  that  one  messuage  in  the  same  vill  which  John 
Hey  croft  held  for  term  of  life,  and  that  one  messuage  and  fourteen 
acre  of  land  in  the  same  vill  which  John  Shoppe  and  Alice  his  wife  held 
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for  term  of  life,  and  that  one  messuage  and  twenty-four  acres  of  land  in 
the  same  vill  which  Robert  Savage  held  for  term  of  life,  and  that  one 
messuage  and  twelve  acres  of  land  in  the  same  vill  which  John  Smyth 
and  Isabella  his  wife  held  for  term  of  life,  and  that  one  messuage  and 
twelve  acres  of  land  in  the  same  vill  which  Agnes  Lyncolne  held  for 
term  of  life,  and  that  three  acres  of  land  in  the  same  vill  which  William 
Pykepoke  held  for  term  of  life,  and  that  one  messuage  and  six  acres  of 
land  in  the  same  vill  which  Agnes  Wymely  held  for  term  of  life,  and 
that  one  messuage  and  four  acres  of  land  in  the  same  vill  which  John 
Dany  and  Alice  his  wife  held  for  term  of  life,  and  that  one  messuage, 
seven  acres  of  land  in  the  same  vill  which  Robert  Tayt  and  Agnes  his 
wife  held  for  term  of  life,  and  that  one  messuage  and  sixteen  acres 
■of  land  in  the  vill  of  Tollard  which  Roger  Osmond  and  Isabella  his  wife- 
held  for  term  of  life,  and  that  one  messuage  and  four  acres  of  land  in 
the  same  vill  and  twenty  acres  of  the  land  above  excepted  which  Jordan 
Dene  and  Joan  his  wife  held  for  term  of  life,  and  that  one  messuage  in 
the  same  vill  and  sixteen  acres  of  the  land  above  excepted  which  Thomas 
Roiom  and  Agnes  his  wife  held  for  term  of  life,  and  that  one  messuage 
in  the  same  vill  and  twenty-four  acres  of  the  land  above  excepted  which 
the  same  Thomas  Roiom  and  John  his  son  held  for  term  of  life,  and 
also  one  messuage  in  the  same  vill  which  John  Calwe  held  for  term  of 
life  of  the  inheritance  of  the  aforesaid  John  Umfray  on  the  day  this 
concord  was  made,  and  which  after  all  their  deaths  ought  to  revert  to 
the  said  John  Umfray  and  his  heirs  should  then  wholly  remain  to 
William  Lucy  and  Edith  his  wife  and  the  heirs  of  William.  To  hold 
together  with  the  premises  which  remain  to  them  by  this  fine  of  the 
chief  lords  of  that  fee  by  the  services  which  to  those  tenements  belong 
for  ever. 

WILTS  AND  DORSET. 

(143)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord. 
Between  Hildebrand  Barre,  Thomas  Themese,  William  Haukeford, 
Richard  Fode,  John  Aunceil  and  Thomas  Tychemersh,  clerk,  plain  tins, 
and  Thomas  Calston,  deforciant,  of  the  manors  ot  Ubeton,  Knouke, 
Wrerdour  and  Knyghton  and  advowson  of  the  church  of  the  manor  oi 
Ubeton  in  co.  Wilts,  and  the  manor  of  Sutton  and  advowson  of  the 
church  of  that  manor  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
Thomas  Calston  acknowledged  all  to  be  the  right  of  Thomas  Tyche- 
mersh as  that  which  all  the  plaintiffs  have  by  his  gift,  and  remitted  the 
same  for  himself  and  his  heirs  to  the  plaintiffs  and  the  heirs  of  Thomas 
Tychemersh  for  ever.  Moreover  he  and  his  heirs  will  warrant  the  same 
to  the  plaintiffs  and  the  heirs  of  Thomas  Tychemersh  against  all  men 
for  ever.  For  this  the  plaintiffs  gave  to  Thomas  Calston  one  thousand 
pounds  sterling. 
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(144)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  the  octaves  of  Holy  Trinity.  Between  Guy  de  Bryener 
"  Chivaler,"  plaintiff,  and  John  Passour,  clerk,  and  John  Renaway,  de- 
forciant, of  the  manors  of  Rammesham,  Wroxhale,  Childefrome,  Wyrdes- 
ford,  Belet,  Swynetolre  and  Maperton  and  one  messuage,  one  carucate 
of  land  in  Netherkentecombe  and  free  fishery  in  the  waters  of  Stoure 
and  Frome  and  the  advowsons  of  the  churches  of  Rammesham  and 
Wroxhale  in  co.  Dorset,  and  the  manors  of  Kyngeston,  Somerton  Erlee 
and  Somerton  Randolf  and  advowson  of  the  church  of  Kyngeston  in  co. 
Somerset,  and  the  Isle  of  Londay  and  the  manors  of  Slapton,  Torrebryan 
and  Northam  and  the  vills  of  Dertemouthe,  Clyfton  and  Hardenasse  and 
advowsons  of  the  church  of  Torrebryan  and  Chantry  of  St.  Mary  of 
Slapton  in  co.  Devon.  Plea  of  covenant  was  summoned.  Guy  ac- 
knowledged all  to  be  the  right  of  John  Passour.  Of  which  John  Passour 
and  John  Renaway  have  the  Island,  manors  of  Rammesham,  Wrox- 
hale, Childefrome,  Wyrdesforde,  Belet,  Maperton,  Kyngeston,  Slapton, 
Northam,  the  vills  and  fishery  and  advowsons  by  his  gift.  For  this  they 
granted  to  Guy  those  premises  and  rendered  them  to  him  at  the  Court. 
To  have  and  to  hold  to  Guy  for  life,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  premises.  Moreover  the  deforciants 
granted  for  themselves  and  the  heirs  of  John  Passour  that  the  manor  of 
Swynetolre  and  the  tenements  which  John  Kentecombe  and  Cristina 
his  wife  held  for  life,  and  that  the  manor  of  Somerton  Randolf  which 
Richard  Muchelevere  held  for  life,  and  that  the  manor  of  Torrebryan 
which  John  Chaundoos,  "  Chivaler,"  and  Philippa  his  wife  held  for  the 
life  ot  Philippa,  and  that  the  manor  of  Somerton  Erlee  which  Richard 
Bryce  held  for  life  of  the  inheritance  of  the  said  John  Passour  on  the 
day  this  concord  was  made,  and  which  after  their  deaths  ought  to  revert 
to  John  Passour  and  John  Renaway  and  the  heirs  of  John  Passour 
should  then  wholly  remain  to  the.  said  Guy.  To  hold  together  with  the 
other  premises  which  remain  to  him  by  this  fine  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  such  premises  during  his  life, 
with  remainder  after  his  death  to  William  de  Bryene,  "  Chivaler,"  and 
his  heirs  male,  to  hold  as  aforesaid  for  ever,  with  remainder  in  default 
of  such  heirs  male  to  Philip  de  Bryene,  "  Chivaler,"  and  his  heirs  male, 
to  hold  as  aforesaid  for  ever,  with  remainder  in  default  of  such  heirs 
male  to  the  right  heirs  of  the  aforesaid  William,  to  hold  as  aforesaid  for 
ever.  This  concord  was  made,  there  being  present  John  Kentecombe  and 
Cristina,  Richard,  John  Chaundoos  and  Philippa  and  Richard  who  agreed 
thereto  and  did  fealty  to  Guy  in  the  Court. 
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SOMERSET,  SUSSEX,  WILTS  AND  DORSET. 

(147)  At  Westminster,  in  the  octaves  of  Holy  Trinity.  Between 
John  Bonevyle  and  Elizabeth  his  wife,  plaintiffs,  and  John  Lovel, 
"  Chivaler,"  and  Matilda  his  wife,  deforciants,  of  the  manor  and  hundred 
of  Chuyton  in  co.  Somerset,  and  the  manor  of  Mersshton  juxta  Chi. 
chestre  in  co.  Sussex,  and  the  manor  of  Westkyngton  in  co.  Wilts,  and 
six  messuages,  two  carucates  of  land  in  Stourmynstre  Marchall  and 
Maperton  in  co.  Dorset.  Plea  of  covenant  was  summoned.  The  de- 
forciants acknowledged  all  to  be  the  right  of  Elizabeth  and  remitted  the 
same  for  themselves  and  the  heirs  of  Matilda  to  John  Bonevyle  and 
Elizabeth  and  the  heirs  of  Elizabeth  for  ever.  For  this  John  Bonevyle 
and  Elizabeth  gave  them  five  hundred  pounds  sterling. 

10  Richard  II.  (1386). 

DORSET  AND  SOMERSET. 

(151)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
Richard  de  Mucheldevere,  plaintiff,  and  Thomas  Strete,  deforciant,  of 
nine  messuages,  three  carucates  of  land,  eleven  acres  meadow,  one 
hundred  acres  pasture  in  North  Loneford  and  Frankham  juxta  Ryme  in 
co.  Dorset,  one  messuage,  one  mill,  one  carucate  of  land,  ten  acres 
meadow  in  Estcoker  in  co.  Somerset.  Plea  of  covenant  was  summoned. 
Thomas  acknowledged  the  tenements  to  be  the  right  of  Richard  as  by  his 
gift.  To  have  and  to  hold  to  Richard  and  his  heirs  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  said  tenements  for  ever. 
Moreover  he  will  warrant  the  same  to  Richard  and  his  heirs  against  all 
men  for  ever.  For  this  Richard  gave  to  Thomas  two  hundred  pounds 
sterling. 

DORSET  AND  WARWICK. 

(154)  At  Westminster,  in  three  weeks  from  Easter  day,  8  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  10  Richard  II.  Between 
Thomas  Bosevyle,  plaintiff,  and  Margery  daughter  of  Ralph  Recheford, 
knight,  deforciant,  of  a  moiety  of  the  manor  of  Wynterburn  Whitchirch  in 
co.  Dorset,  and  a  moiety  of  the  manor  of  Grendon  in  co.  Warwick.  Plea 
of  covenant  was  summoned.  Margery  acknowledged  the  moieties  to  be 
the  right  of  Thomas,  and  granted  for  herself  and  her  heirs  that  the 
moiety  of  the  manor  of  Whitchirch  which  Isabella  who  was  the  wife  ol 
John  Recheford  held  for  term  of  life,  and  also  that  the  other  moiety  oi 
the  manor  of  Grendon  which  Hugh  de  Grendon  and  Joan  his  wife  held 
for  term  of  Joan's  life  of  the  inheritance  of  the  said  Margery  on  the  day 
this  concord  was  made,  and  wv  '  h  after  the  decease  of  Isabella  and  Joan, 
ought  to  revert  to  Margery  ana  .  er  heirs  should  then  wholly  remain  to 
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Thomas  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  moieties  belong  for  ever.  Margery  and  her 
heirs  will  warrant  the  moieties  to  Thomas  and  his  heirs  as  is  aforesaid 
against  all  men  for  ever.  For  this  Thomas  gave  to  Margery  two 
hundred  marcs  of  silver. 

11  Richard  II.  (1387). 

DORSET,  KENT  AND  SOUTHAMPTON. 

(170)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Bernard  Brocas,  knight,  and  Katherine  his  wife,  plaintiffs,  and 
John  Chytterne,  clerk,  deforciant,  of  the  manor  of  Bromle  in  co.  Dorset, 
and  the  manor  of  Broxham  in  co.  Kent,  and  the  manor  of  Northfarham 
and  Broxhede,  except  fifteen  acres  of  meadow  in  the  manor  of  Broxhede, 
in  co.  Southampton.  Plea  of  covenant  was  summoned.  Bernard  ac- 
knowledged the  manors,  as  is  aforesaid,  to  be  the  right  of  John,  as  by  his 
gift.  For  this  John  granted  them  to  Bernard  and  Katherine  and  ren- 
dered them  to  them  at  the  Court.  To  have  and  to  hold  to  them  and  the 
heirs  of  Bernard  of  the  chief  lords  of  that  fee  by  the  services  due  to  the 
said  manors  for  ever. 

12  Richard  II.  (1388). 

SOMERSET,  WILTS  AND  DORSET. 

(180)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  John  Bonevill  and  Elizabeth  his  wife,  querents,  and  John 
Rodeneye,  "  Chivaler,"  and  Alice  his  wife,  deforciants,  of  the  manor  and 
hundred  of  Chiweton  and  Oubele  except  four  messuages,  eighty  acres  of 
land  and  sixteen  shillings  and  ninepence  rent  in  the  said  manor  in  co. 
Somerset,  and  a  moiety  of  the  manor  of  Westkyngton  in  co.  Wilts,  and 
three  messuages,  one  carucate  of  land,  twenty  acres  meadow,  twenty  acres 
pasture  in  Stourmynstre  Marechal  and  a  moiety  of  the  manor  of  Mapeler- 
ton  and  one-third  part  of  the  hundred  of  Hundredesburgh  and  Louse- 
burgh  in  co.  Dorset.  Plea  of  covenant  was  summoned.  John  and 
Alice  acknowledged  all  the  premises,  as  is  aforesaid,  to  be  the  right  of 
Elizabeth,  and  remitted  and  quit  claimed  them  for  themselves  and  the 
heirs  of  Alice  to  John  Bonevill  and  Elizabeth  and  the  heirs  of  Elizabeth 
for  ever.  For  this  they  gave  to  John  Rodeneye  and  Alice  one  hundred 
pounds  sterling. 

SOUTHAMPTON  AND  DORSET. 

(181)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary.  Between  William  Ryngebourne,  plaintiff,  and  Ingelramde 
Bruyn,  knight,  deforciant,  of  the  manor  of  Estperle  and  the  advowson  of 
the  chape   of  the  said  manor  in  co.  Southampton,  and  the  manor  of 
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Charilton  (Charlton  Marshall)  in  co.  Dorset.  Plea  of  covenant  was 
summoned.  Ingelramus  acknowledged  the  manors  and  advowson  to  I  c 
the  right  of  William,  and  remitted  the  same  for  himself  and  his  heirs  to 
William  and  his  heirs  for  ever,  and  will  warrant  the  same  to  him  and 
his  heirs  against  all  men  for  ever.  For  this,  William  gave  to  Ingelram 
two  hundred  marcs  of  silver. 

13  Richard  II. 

SOUTHAMPTON,  DORSET  AND  KENT. 

(187)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  12  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Michael,  13  Richard  II.  Between 
Robert  de  Bourton,  parson  of  the  church  of  South  Wekyndon,  John 
Colyn,  parson  of  the  church  of  Stifford  and  John  Martham,  parson  of 
the  church  of  Bekenham,  plaintiffs,  and  Robert  de  Marny,  ■"  Chivaler," 
and  Alice  his  wife,  deforciants,  of  the  manors  of  Forthingbrigg  and 
Rouenore  and  two  tofts  and  two  carucates  of  land  in  Forthyngbrigg  and 
Broumcandovere  and  the  advowson  of  the  church  of  Rouenore  in  co. 
Southampton,  and  the  manor  of  Randolueston  in  co.  Dorset,  and  the 
manor  of  Bekenham  and  advowson  of  the  church  of  the  same  manor  in 
co.  Kent.  Plea  of  covenant  was  summoned.  Robert  de  Marny  and 
Alice  acknowledged  the  manors,  tenements  and  advowsons  to  be  the 
right  of  Robert  de  Bourton  as  those  which  he  and  the  other  plaintiffs 
have  by  their  gift.  To  have  and  to  hold  to  the  plaintiffs  and  the  heirs 
of  Robert  de  Bourton  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  premises  belong  for  ever.  Moreover  Robert  de  Marny  and  Alice 
will  warrant  the  premises  to  the  plaintiffs  and  the  heirs  of  Robert  de 
Bourton  against  all  men  for  ever.  For  this  they  gave  to  Robert  de 
Marny  and  Alice  five  hundred  marcs  of  silver. 

14  Richard  II.  (1390). 

DORSET  AND  SOMERSET. 

(211)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary.  Between  John  de  Perle,  Walter  de  Perle. 
chaplain,  and  Richard  Byhull,  plaintiff,  and  Roger  Gulden,  deforciant, 
of  two  messuages,  one  hundred  acres  land,  five  acres  meadow,  forty 
acres  pasture  in  Shirborn,  Boterwyk,  Alfeston  and  Caundelmersshe  in 
co.  Dorset,  and  one  rood  of  land  in  Holewale  in  co.  Somerset.  Plea  oi 
covenant  was  summoned.  Roger  acknowledged  the  tenements  to  be 
the  right  of  John,  and  granted  for  himself  and  his  heirs  that  one  mes- 
suage, one  hundred  acres  land,  one  acre  meadow  of  the  aforesaid  tene- 
ments which  John  Coker  and  Katherine  his  wife  held  for  term  of  life. 
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and  that  four  acres  of  meadow  of  the  aforesaid  tenements  which 
William  Parson  and  Emma  his  wife  held  for  term  of  life,  and  also 
that  the  other  messuage  and  the  pasture  and  one  rood  of  land  of  the 
aforesaid  tenements  which  John  Bor  and  Agnes  his  wife  held  for  term 
of  life  of  the  inheritance  of  the  said  Roger  in  the  aforesaid  vills  on 
the  day  this  concord  was  made  and  which  after  their  deaths  ought  to 
revert  to  the  said  Roger  and  his  heirs,  should  then  wholly  remain  to 
the  plaintiffs  and  the  heirs  of  John  de  Perle,  to  hold  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  those  tenements  for  ever. 
And  Roger  and  his  heirs  will  warrant  the  tenements,  as  is  aforesaid,  to 
the  plaintiffs  and  the  heirs  of  John  de  Perle  against  all  men  for  ever. 
For  this,  the  plaintiffs  gave  to  the  said  Roger,  one  hundred  marcs  of 
silver. 

15  Richard  II.  (1391). 

DORSET  AND  WILTS. 

(231J  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
14  Richard  II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  15  Richard 
II.  Between  John  Roches,  "  Chivaler,"  and  Willelma  his  wife,  plaintiffs, 
and  Richard  Gerard,  deforciants,  of  twenty  messuages,  one  and  a  half 
carucate  of  land,  one  hundred  acres  pasture,  fifty  acres  wood,  four  pounds 
rent  in  Tarente  Goundevylle  and  a  moiety  of  the  manors  of  Lange- 
kirchell  and  Hamme  Preston  and  a  moiety  of  fourteen  messuages,  one 
hundred  and  seventy-nine  acres  land,  thirty  acres  meadow,  one  hundred 
acres  pasture,  forty  acres  wood,  three  shillings  rent  and  a  rent  of  one 
pound  of  pepper  in  Fernham,  Litelcaneford,  Wymbourne  Mynstre  and 
Warham,  and  a  moiety  of  the  advowson  of  the  churches  of  Langekirchell 
and  Hamme  Preston  in  co.  Dorset,  and  the  advowson  of  the  church 
of  Tollard  and  a  moiety  of  six  messuages,  three  carucates  and  twenty 
acres  of  land,  two  hundred  and  fifty  acres  pasture,  two  hundred 
and  fifty  acres  wood,  and  eight  shillings  and  fivepence  rent  in  Tollard 
in  co.  Wilts.  Plea  of  covenant  was  summoned.  John  acknowledged 
all  the  tenements,  moiety  of  manors,  tenements  and  rent,  and  advowsons 
to  be  the  right  of  Richard.  Of  which  Richard  has  the  tenements  by 
his  gift.  For  this  Richard  granted  the  same  tenements  to  John  and 
Willelma  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  to  John  and  Willelma  and  the  heirs  of  John  by  her  of  the  chief 
lords  of  that  fee  by  the  services  which  to  those  tenements  belong  for 
ever.  Moreover  Richard  granted  for  himself  and  his  heirs  that  the 
moiety  of  the  manor  of  Langekirchell  and  the  moiety  of  the  tenements 
and  rent  and  the  advowson  and  moiety  of  the  aforesaid  advowson  and 
moiety  of  the  advowson  of  the  church  of  Langekirchel  which  Edith 
who  was  the  wife  of  William  de  Lucy,  "  chivaler,"  held  for  term  of  life ; 
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and  also  that  the  moiety  of  the  manor  of  Hamme  Preston  and  moietv 
of  the  advowson  of  the  church  of  Hamme  Preston  which  William 
Wodehay  and  Isabella  his  wife  held  for  term  of  life  of  the  inheritance  oi 
the  said  Richard  in  the  said  vills  on  the  day  this  concord  was  made, 
and  which  after  the  death  of  Edith  and  William  and  Isabell  ought  to 
revert  to  the  said  Richard  and  his  heirs  should  then  wholly  remain  to 
John  and  Willelma  and  the  heirs  of  John,  to  hold  together  with  the 
tenements  which  remain  to  them  by  this  fine  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  moieties  and  advowson  belong  for 
ever,  with  remainder  should  John  die  without  heirs  of  his  body  to 
Gilbert  Roches  and  heirs  of  his  body  to  hold  as  aforesaid  for  ever ; 
with  remainder  should  Gilbert  die  without  heir  of  his  body  to  Simon 
Sandon  and  the  heirs  of  his  body  to  hold  as  aforesaid  for  ever ;  with 
remainder  should  Simon  die  without  heir  of  his  body  to  the  right  heirs 
of  the  said  John  Roches,  to  hold  as  aforesaid  for  ever.  Richard  and 
his  heirs  will  warrant  to  them  the  said  premises  against  all  men  for 
ever. 

•      DORSETS  AND  WILTS. 

(232)  At  Westminster,  on  the  morrow  of  Souls  and  afterwards  in 
the  octaves  of  St.  Hilary.  Between  John  Remmesbury  and  Matilda  his 
wife,  plaintiffs,  and  Nicholas  Holmestede,  vicar  of  the  church  of  Poure- 
stoke,  deforciants,  of  the  manor  of  Mangerton  and  two  messuages,  four 
carucates  of  land,  thirty  acres  of  meadow,  one  hundred  acres  of  pasture, 
sixty  acres  of  wood,  ten  solidates  of  rent  in  Estmelplassh  and  Mapoudre 
in  co.  Dorset,  and  one  messuage,  two  carucates  of  land,  ten  acres  of 
meadow,  forty  acres  pasture,  twenty-six  acres  wood,  ten  shillings 
rent  in  Hullethropp  juxta  Remmesbury  in  co.  Wilts.  Plea  of  covenant 
was  summoned.  John  acknowledged  the  manor  and  tenements  to  be 
the  right  of  Nicholas  as  by  his  gilt.  For  this,  Nicholas  granted  them 
to  John  and  Matilda  and  rendered  them  to  them  at  the  court.  To  have 
and  to  hold  to  John  and  Matilda  and  the  heirs  of  their  bodies  ot  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  manors 
and  tenements  for  ever.  Should  John  and  Matilda  die  without  heir  ol 
their  bodies,  the  manor  and  tenements  will  wholly  remain  to  the  right 
heirs  of  John.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  premises  for  ever.  Nicholas  and  his  heirs  will 
warrant  the  premises  to  them  against  all  men  for  ever. 

16  Richard  II.  (1392). 

DORSET  AND  WILTS. 

(245)  At  Westminster,  in  fifteen  days  from  Easter  day,  and  afterward 
in  the  octaves  of  Holy  Trinity.    Between  John  de  Roches,  "Chivaler, 
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and  Willelma  his  wife,  plaintiffs,  and  John  Lawefull  and  Alice  his  wife, 
deforciants,  of  twenty  messuages,  one  and  a  half  carucates  of  land,  one 
hundred  acres  pasture,  fifty  acres  wood,  four  pounds  rent  in  Tarente 
Goundevyll  and  a  moiety  of  the  manors  of  Langekyrchell  and  Hamme 
Preston  and  a  moiety  of  fourteen  messuages,  one  hundred  and  seventy- 
nine  acres  land,  thirty  acres  meadow,  one  hundred  acres  pasture,  forty 
acres  wood,  three  shillings  rent  and  a  rent  of  one  pound  of  pepper  in 
Fernham,  Litelcaneforde,  Wymbourne  Mynstre  and  Warham,  and  a 
moiety  of  the  advowson  of  the  churches  of  Langekyrchell  and  Hamme 
Preston  in  co.  Dorset,  and  the  advowson  of  the  church  of  Tollard  and 
a  moiety  of  six  messuages,  three  carucates  and  twenty  acres  of  land, 
two  hundred  and  fifty  acres  of  pasture,  two  hundred  and  fifty  acres  wood, 
and  eight  shillings  and  five  pence  rent  in  Tollard  in  co.  Wilts.  Plea  of 
covenant  was  summoned.  John  Lawefull  and  Alice  granted  for  them- 
selves and  the  heirs  of  Alice  that  the  tenements  and  rent  in  Tarente 
Goundevyll  which  Edith  who  was  the  wife  of  William  de  Lucy,  u  Chi- 
valer/'  and  Robert  atte  More,  son  of  the  said  Edith,  held  for  term  of  life, 
and  that  the  moiety  of  the  manor  of  Langekyrchell  and  the  moiety  of  the 
tenements  and  rent  and  the  advowson  and  moiety  of  the  advowson  of 
the  church  of  Langekyrchell  which  the  said  Edith  held  for  term  of  life, 
and  also  that  the  moiety  of  the  manor  of  Hamme  Preston  and  the 
moiety  of  the  advowson  of  the  church  of  Hamme  Preston  which  William 
Wodehay  and  Isabella  his  wife  held  for  term  of  life  of  the  inheritance 
of  the  said  Alice  in  the  said  vills  on  the  day  this  concord  was  made, 
and  which  after  their  deaths  ought  to  revert  to  John  Lawefull  and  Alice 
and  the  heirs  of  Alice  should  then  wholly  remain  to  John  de  Roches 
and  Willelma  and  the  heirs  of  John  to  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  tenements,  rents,  moieties  and  advow- 
son belong  for  ever.  With  remainder  should  John  de  Roches  die  with- 
out heir  of  his  body  to  Gilbert  Roches  and  his  heirs  male,  to  hold  as 
aforesaid  for  ever,  with  remainder  in  default  to  the  right  heirs  of  the 
said  John  de  Roches,  to  hold  as  aforesaid  for  ever.  John  Lawefull  and 
Alice  and  the  heirs  of  Alice  will  warrant  the  same  to  them  against  all 
men  for  ever.  For  this  John  de  Roches  and  Willelma  gave  to  John 
Lawefull  and  Alice  five  hundred  marcs  of  silver. 

WILTS  AND  DORSET. 

(247)  At  Westminster,  in  three  weeks  from  Easter  day  and  after- 
wards in  the  octaves  or  Holy  Trinity,  Between  John  Neuburgh, 
plaintiff,  and  William  Payn  and  Margaret  his  wife,  deforciants,  of  one 
messuage,  one  carucate  of  land,  eight  acres  of  meadow,  eight  acres 
pasture  in  Horsede,  co.  Wilts,  and  a  moiety  of  the  manor  of  Stokewode 
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in  co.  Dorset.  Plea  of  covenant  was  summoned.  William  and  Margaret 
acknowledged  the  premises  to  be  the  right  of  John.  For  this  John 
granted  them  to  William  and  Margaret  and  rendered  the  same  to  them 
at  the  Court.  To  have  and  to  hold  to  William  and  Margaret  during  the 
life  of  Margaret  from  John  and  his  heirs,  rendering  therefor  yearly  one 
rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service, 
custom  and  demand  to  John  and  his  heirs  belonging,  and  doing  there- 
for to  the-  chief  lords  of  that  fee  for  John  and  his  heirs  all  other  ser- 
vices which  to  the  said  tenements  and  moiety  belong  during  Margaret's 
life.  After  her  death  the  tenements  and  moiety  will  wholly  remain  to 
Joan,  daughter  of  John  de  la  Mare,  knight,  to  hold  during  her  life  of 
John  and  his  heirs  by  the  services  aforesaid,  with  reversion  after  her 
death  to  the  said  John  and  his  heirs,  quit  of  the  heirs  of  Margaret  and 
Joan.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
tenements  and  moiety  belong  for  ever. 

17  Richard  II.  (1393). 

DORSET  AND  WILTS. 

(252)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between  Robert 
Veel  and  Hugh  Sanford,  plaintiffs,  and  John  Remmesbury  and  Matilda 
his  wife,  deforciants,  of  the  manor  of  Mangerton  and  two  messuages, 
four  carucates  of  land,  thirty  acres  meadow,  one  hundred  acres  pasture, 
sixty  acres  wood,  sixteen  shillings  rent  in  Estmelplassh  and  Mapoudre 
in  co.  Dorset,  and  one  messuage,  two  carucates  of  land,  ten  acres 
meadow,  forty  acres  pasture,  twenty-six  acres  wood,  ten  shillings  rent 
in  Hullethropp  juxta  Remmesbury  in  co.  Wilts.  Plea  of  covenant  was 
summoned.  John  and  Matilda  acknowledged  the  manor  and  tenements 
to  be  the  right  of  Hugh.  Of  which  Hugh  and  Robert  have  the  manor, 
messuages,  twenty-five  acres  meadow,  the  pasture,  eighty-four  acres 
wood,  twenty-two  shillings  rent  and  the  carucates  of  land,  except  one 
hundred  and  four  acres,  in  the  said  vills  of  Estmelplassh  and  Mapoudre 
by  gift  from  John  and  Matilda.  For  this  Robert  and  Hugh  granted 
those  premises  to  John  and  Matilda  and  rendered  them  to  them  at  the 
Court.  To  have  and  to  hold  to  John  and  Matilda  and  heirs  of  their 
bodies  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  such 
premises  for  ever.  Moreover  Robert  and  Hugh  granted  for  themselves 
and  the  heirs  of  Hugh  that  eighty-four  acres  of  the  land  above  excepted, 
fourteen  acres  meadow,  four  shillings  rent  of  the  tenements  abovesaid  in 
the  ville  of  Mapoudre  which  John  Thomas  and  Lucy  his  wife  hold  tor 
term  of  life,  and  also  twenty  acres  of  the  land  above  excepted,  one  acre 
meadow,  two  acres  wood,  of  the  aforesaid  tenements  in  Estmelplassh 
which  John  Godysworle  and  Christina  his  wife  held  for  life  of  the  in- 
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heritance  of  the  said  Hugh  on  the  day  this  concord  was  made,  and 
which  after  their  deaths  ought  to  revert  to  Robert  and  Hugh  and  the 
heirs  of  Hugh,  should  then  wholly  remain  to  John  Remmesbury  and 
Matilda  and  the  heirs  of  John.  To  hold  together  with  the  other 
premises  which  remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee 
by  the  services  which  to  those  tenements  belong  for  ever.  With  re- 
mainder in  default  of  such  heirs  to  Thomas  Brook,  knight,  and  Joan 
his  wife  and  the  heirs  of  Thomas,  to  hold  as  aforesaid  for  ever.  Robert 
and  Hugh  and  the  heirs  of  Hugh  will  warrant  the  premises  to  them 
against  all  men  for  ever. 

WILTS  AND  DORSET. 

(261)  At  Westminster,  in  one  month  fromiEaster  day,  5  Richard  II., 
and  afterwards  in  fifteen  days  from  the  day  of  St.  Hilary,  17  Richard  II. 
Between  William  Gary,  Thomas  Reymound  and  Thomas  Lane,  plaintiffs, 
and  William  Barndhurste  and  Alice  his  wife  and  Stephen  atte  Barwe, 
deforciants,  of  four  messuages,  six  carucates  of  land,  sixty  acres  meadow, 
two  hundred  acres  pasture  in  Uggeford  St.  James,  Northbrytecombe 
in  Co.  Wilts,  and  one  toft,  one  carucate  of  land,  ten  acres  meadow, 
eight  acres  wood  in  Wotton  Bishops  in  co.  Dorset.  Plea  of  covenant 
was  summoned.  William  Barndhurste  and  Alice  and  Stephen  acknow- 
ledged the  tenements  to  be  the  right  of  William  Cary  and  granted  for. 
themselves  and  the  heirs  of  Alice  and  Stephen  that  three  messuages, 
three  carucates  of  land,  twenty  acres  meadow,  one  hundred  acres 
pasture,  of  the  aforesaid  tenements  in  the  vill  of  Northbritecombe  which 
Thomas  Pikot  of  Northbritecombe  held  for  term  of  life,  and  one  toft,  one 
carucate  of  land,  ten  acres  meadow  of  the  said  tenements  in  the  vill  of 
Wotton  Bishops  which  John  Fauntleroy  and  Alice  his  wife  and  John 
their  son  held  for  term  of  life,  and  that  eight  acres  wood  of  the  said 
tenements  in  Wotton  Bishops  which  Robert  Bourte  and  Joan  his  wife 
held  for  term  of  life,  and  that  two  parts  of  one  messuage,  three  carucates 
of  land,  forty  acres  meadow,  one  hundred  acres  pasture  of  the  said 
tenements,  in  Uggeforde  St.  James  which  John  Raundes  held  for  term 
of  the  life  of  Nicholas  Waldebef,  and  also  that  one  third  part  of  the  said 
messuage,  three  carucates  of  land,  forty  acres  meadow  and  one  hundred 
acres  pasture  of  the  aforesaid  tenements  in  Uggeforde  St.  James  which 
Bernard  Brocas  and  Katherine  his  wife  held  as  Katherine's  dower  of 
the  inheritance  of  the  said  Alice,  wife  of  William  and  Stephen  on  the 
day  this  concord  was  made,  and  which  after  Katherine's  death  ought  to 
revert  to  John  Raundes,  if  Nicholas  survived  Katherine,  to  hold  during 
the  life  of  Nicholas,  and  which  after  their  deaths  ought  to  revert  to 
William  Barndhurste  and  Alice  his  wife,  and  Stephen  and  the  heirs  of 
Alice  and  Stephen,  should  then  wholly  remain  to  William  Cary,  Thomas 
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Reymound  and  Thomas  Lane  and  the  heirs  of  William.    To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  tene- 
ments for  ever.    For  this  William  Cary,  Thomas  Reymound  and 
Thomas  Lane  gave  to  William  Barndhurste  and  Alice  his  wife  and 
Stephen  two  hundred  marcs  of  silver. 

20  Richard  II.  (1396). 

SOMERSET  AND  DORSET. 

(291)  At  Westminster  in  the  octaves  of  St.  John  Baptist.  Between 
William  de  Lewenthorp  and  Isabella  his  wife,  plaintiffs,  and  Henrv, 
parson  of  the  church  of  Poyntyngton,  and  William,  Vicar  of  the 
church  of  Mulburneport,  deforciants,  of  three  messuages,  one  mill,  one 
dovecot,  one  hundred  and  forty  acres  land,  eighteen  acres  meadow, 
seventeen  acres  pasture,  four  acres  alder,  six  shillings  rent  and  a  rent 
of  two  and  a  half  lb.  of  cumin  in  Wyke,  Mulborneport  and  Kyngesbury 
in  co.  Somerset,  and  one  toft,  one  hundred  and  sixty-four  acres  land 
in  Fordyngton  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
William  de  Lewenthorp  and  Isabella  acknowledged  the  tenements  and 
rent  to  be  the  right  of  William  the  vicar  as  those  which  the  said  William 
and  Henry  have  by  their  gift.  For  this  Henry  and  William  the  vicar 
granted  to  William  de  Lewenthorp  and  Isabella  the  said  tenements  and 
*  rent,  and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them 
and  the  heirs  of  Isabella  of  the  chief  lords  of  that  lee  by  the  services 
which  belong  to  the  said  tenements  and  rent  for  ever. 

DORSET  AND  WILTS. 

(295)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  19  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Michael,  20  Richard  II.  Be- 
tween Gilbert  Neweborgh  and  Avicia  his  wife,  plaintiffs,  and  Ivo  Fit/ 
Waryn,  "  Chivaler,"  WTilliam  Bonevyll,  "  Chivaler,"  John  Frome,  John 
Strecche  and  William  Clavyle,  deforciants,  of  a'moiety  ot  the  manor  ot 
S[to]kwode  1  and  advowson  of  the  church  of  the  same  manor  and  six 
messuages,  fifty  acres  land,  in  Batecombe  in  co.  Dorset,  and  a  moiety 
of  the  manor  of  Rokelegh  in  co.  Wilts.  Plea  of  covenant  was  summoned. 
Gilbert  and  Avicia  acknowledged  the  tenements  and  moieties  and  the 
advowson  to  be  the  right  of  Ivo,  of  which  Ivo,  William,  John,  John,  and 
William  have  one  messuage,  and  the  said  moieties  and  the  advowson 
by  their  gift.  For  this  they  granted  the  same  to  Gilbert  and  Avicia 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to 
Gilbert  and  Avicia  and  the  heirs  of  their  bodies  of  the  chief  lords  01 
that  fee  by  the  services  which  to  that  messuage,  moieties  and  advowson 
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belong.  Moreover,  the  deforciants  granted  for  themselves  and  the 
heirs  of  Ivo,  that  one  messuage,  and  twenty  acres  land  of  the  afore- 
said tenements  which  John  Smyth  and  Christina  his  wife  held  for  life, 
and  one  messuage,  twenty-one  acres  land  of  the  aforesaid  tenements 
which  Henry  Palmer  and  Agnes  his  wife  held  for  term  of  life,  and  two 
niessuages,  four  acres  land  of  the  aforesaid  tenements  which  John 
Herreys  and  Edith  his  wife  held  for  term  of  life,  and  two  acres  land 
of  the  aforesaid  tenements  which  John  Tonker  and  Alice  his  wife  held 
for  term  of  life,  and  also  one  messuage,  three  acres  land  of  the 
aforesaid  tenements  which  Christina  Walteris  held  for  term  of  life,  of 
the  inheritance  of  the  said  Ivo  in  the  said  vill  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  ought  to  revert  to  the  deforciants, 
and  the  heirs  of  Ivo  should  then  wholly  remain  to  Gilbert  and  Avicia 
and  their  heirs.  To  hold  together  with  the  messuage,  moieties  and 
advowson  which  remains  to  them  by  this  fine,  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  those  tenements  for  ever.  With 
remainder  should  Gilbert  and  Avicia  die  without  heir  of  their  bodies  to 
the  right  heirs  of  the  said  Avicia.    To  hold  as  aforesaid  for  ever. 

UNKNOWN  COUNTIES. 
None  for  Richard  II. 

VARIOUS  COUNTIES. 
None  for  Richard  II. 

I  Richard  II.  (1377). 

DORSET  ONLY. 

(1)  At  Westminster  on  the  morrow  of  St.  Martin,  1  Richard  II. 
Between  John  Fytelton  and  Joan  his  wife,  querents,  and  Hugh  Tyrell, 
"  Chivaler,"  deforciant,  of  the  manor  of  Batecombe  juxta  Brodesydelyng, 
except  the  advowson  of  the  church,  which  Alexander  Russhton,  clerk, 
holds  forterm  of  life.  Plea  of  covenant  was  summoned.  Hugh  granted 
for  himself  and  his  heirs  that  the  said  manor  as  is  aforesaid  which  the 
said  Alexander  held  for  term  of  life  of  the  inheritance  of  the  said  Hugh 
on  the  day  this  concord  was  made,  and  which  after  his  death  ought  to 
revert  to  Hugh  and  his  heirs,  shall  then  wholly  remain  to  John  and 
Joan.  To  hold  during  their  lives  of  Hugh  and  his  heirs;  rendering 
therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist 
for  all  service,  etc.,  belonging  to  Hugh  and  his  heirs,  and  doing  therefor 
to  the  chief  lords  of  that  fee  for  Hugh  and  his  heirs  all  other  services 
which  to  the  manor  belong.  Hugh  and  his  heirs  will  warrant  the 
manor  to  tfeeni  during  their  lives  and  after  their  deaths  the  same  will 
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wholly  revert  to  him  and  his  heirs  quit  of  the  heirs  of  John  and  Joan. 
For  this,  they  give  to  Hugh  one  hundred  marcs  of  silver. 

(2)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Robert  Turbirvile  and  Margaret  his  wife,  plaintiffs,  and 
Nicholas  de  Carreu  and  Nicholas  his  son  and  Roger  Manyngford  and 
John  his  son,  deforciants,  of  the  manor  and  hundred  of  Byre  and  one 
messuage,  one  mill,  one  carucate  of  land  in  Byre.  Plea  of  covenant  was 
summoned.  Robert  acknowledged  all  the  premises  to  be  the  right  of 
Nicholas  de  Carreu  as  those  which  the  deforciants  have  by  his  gift. 
For  this,  they  granted  to  Robert  and  Margaret  all  the  said  premises 
and  rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to 
Robert  and  Margaret  and  the  heirs  of  Robert  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  premises  for  ever. 

(3)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  John  Jewe,  plaintiff,  and  Robert  Pygas  and  Elizabeth  his  wife, 
deforciants,  of  a  moiety  of  one  messuage  and  one  carucate  of  land  in 
Whytcherch,  and  a  moiety  of  the  advowson  of  the  chapel  of  Pyllesdon 
and  of  the  manor  of  Pillesdon,  except  a  moiety  of  one  messuage,  thirty 
acres  of  land,  three  acres  meadow,  two  acres  wood,  and  five  acres 
moor  in  the  same  moiety  of  the  manor.  Plea  of  covenant  was 
summoned.  Robert  and  Elizabeth  acknowledged  the  moieties  to  be  the 
right  of  John,  and  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Elizabeth  to  John  and  his  heirs  for  ever.  For  this  he 
gave  to  them  one  hundred  marcs  of  silver. 

(4)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael,  and 
afterwards  in  the  octaves  of  St.  Hilary.  Between  William  Jewe  and 
Thomas  Jewe,  plaintiffs,  and  Robert  Pygas  and  Elizabeth  his  wife, 
deforciants,  of  a  moiety  of  one  messuage  and  one  carucate  of  land  in 
Whytcherch,  and  a  moiety  of  the  advowson  of  the  chapel  of  Pyllesdon 
and  of  the  manor  of  Pyllesdon,  except  a  moiety  of  one  messuage, 
.thirty  acres  of  land,  three  acres  meadow,  two  acres  wood,  five  acres 
moor,  in  the  same  moiety  of  the  manor.  Plea  of  covenant  was 
summoned.  Robert  and  Elizabeth  acknowledged  the  moieties  to  be  the 
right  of  William.  Of  which  William  and  Thomas  have  the  moiety  of  the 
manor  as  is  aforesaid  and  moiety  of  the  advowson  by  their  gift.  For 
this,  William  and  Thomas  granted  those  premises  to  Robert  and 
Elizabeth  and  rendered  the  same  to  them  at  the  Court.  To  have  and  to 
hold  to  Robert  and  Elizabeth  and  the  heirs  of  their  bodies  of  the  chief 
lords  of 'that  fee  by  the  services  which  to  those  premises  belong  forever. 
Moreover,  William  and  Thomas  granted  for  themselves  and  the  heirs 
of  William  that  the  moiety  of  one  messuage  and  one  carucate  of  land 
which  John  Chydyok  senior,  "  chivaler,"  held  for  life  of  the  inheritance 
of  the  said  William  on  the  day  this  concord  was  made,  and*which  alter 
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the  death  of  John  ought  to  revert  to  the  said  William  and  Thomas  and 
the  heirs  of  William,  should  then  wholly  remain  to  Robert  and  Elizabeth 
and  their  heirs.  To  hold  together  with  the  aforesaid  moieties  which 
remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  that  moiety  for  ever.  Should  Robert  and  Elizabeth 
die  without  heir  of  their  bodies  the  remainder  shall  wholly  be  to  John 
Jewe  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  moieties  for  ever. 

(5)  At  Westminster,  in  fifteen  days  from  Easter  day  and  afterwards 
in  the  octaves  of  St.  Trinity.  Between  William  Latymer  and  Margaret 
his  wife,  plaintiffs,  and  William  Guldene  de  Mulborneport  and  Alice 
his  wife,  deforciants,  of  one  messuage,  two  carucates  of  land,  three  acres 
meadow,  forty  acres  wood,  one  hundred  acres  pasture,  six  shillings 
rent,  and  rents  of  one  pound  of  cumin  and  one  pound  of  wax  in  Aulton 
Pancras.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  tenements  and  rents  to  be  the  right  of  William  Latymer. 
Of  which  he  and  Margaret  his  wife  have  two  parts,  except  twenty-two 
acres  of  land,  one  and  a  half  acres  wood,  by  their  gift ;  and  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Alice  to 
William  and  Margaret  and  the  heirs  of  William  for  ever.  And  they 
granted  to  William  and  Margaret  the  rents  aforesaid  together  with  the 
homages  and  whole  services  of  Thomas  Touche  and  William  de  Aulton 
and  Alice  his  wife  and  their  heirs  in  respect  of  all  the  tenements  which 
they  before  held  of  William  Guldene  and  Alice  his  wife  in  the  said  vill. 
To  have  and  to  hold  to  William  Latymer  and  Margaret  and  the  heirs 
of  William  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  rents  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Alice  that  the  twenty-two  acres  of  land,  one  and  a  half  acres  of 
wood  above  excepted  which  Roger  .  .  .  aires  held  for  term  of  life,  and 
also  that  one  third  part  of  the  aforesaid  tenements  which  Robert  Hurne 
and  Christina  his  wife  held  as  the  dower  of  Christina  of  the  inheritance 
of  Alice  in  the  vill  aforesaid  on  the  day  this  concord  was  made,  and 
which  after  the  deaths  of  Roger  and  Christina  ought  to  revert  to 
William  Guldene  and  Alice  and  the  heirs  of  Alice,  should  then  wholly 
remain  to  William  Latymer  and  Margaret  and  the  heirs  of  William. 
To  hold  together  with  the  rents  which  remain  to  them  by  this  fine  of 
the  chief  lords  of  that  fee  by  the  services  which  to  those  tenements  and 
third  part  belong  for  ever.  William  Guldene  and  Alice  and  the  heir 
of  Alice  will  warrant  the  tenements  and  rents  to  William  Latymer  and 
Margaret  against  all  men  for  ever.  For  this  they  gave  to  William 
Guldene  and  Alice  one  hundred  marcs  of  silver. 

(6)  At  Westminster,  in  fifteen  days  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity.    Between  William  Guldene  de  Mul- 
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borneport  and  Alice  his  wife,  plaintiffs,  and  William  Latymer  and 
Margaret  his  wife,  deforciants,  of  one  messuage,  one  toft,  one  hundred 
acres  of  land,  twelve  acres  of  meadow,  six  acres  wood,  four  shilling, 
rent  in  Mersshwode.  Plea  of  covenant  was  summoned.  The  defor- 
ciants granted  the  tenements  and  rent  to  William  Guldene  and  Alice 
together  with  the  homages  and  whole  services  of  Nicholas  Proute  and 
Joan  his  wife  and  Thomas  Maskeleseye  and  his  heirs  in  respect  of  .ill 
the  tenements  which  they  before  held  from  them  in  the  said  v ill  and 
rendered  the  same  at  the  Court.  To  have  and  to  hold  to  William 
Guldene  and  Alice  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  tenements  and  rent  belong  for  ever. 
Should  William  and  Alice  die  without  heir  of  their  bodies  then  the 
tenements  and  rent  wholly  shall  remain  to  the  right  heirs  of  Alice.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
same  for  ever.  And  William  and  Margaret  and  the  heirs  of  William 
will  warrant  the  same  to  William  and  Alice  and  the  heirs  of  Alice  and 
also  to  the  right  heirs  of  Alice  against  all  men  for  ever.  For  this 
William  Guldene  and  Alice  gave  them  one  hundred  marcs  of  silver. 

2  Richard  II.  (1378). 

(7)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
and  afterwards  in  the  octaves  of  St.  Hillary,  2  Richard  II.  Between 
Geoffrey  de  Crymelford  and  Thomas  Cammel,  plaintiffs,  and  John  de 
Crukern  and  Cristina  his  wife,  deforciants,  of  one  toft,  thirty  acres 
of  land,  two  acres  of  meadow,  and  four  acres  of  moor  in  Brodewyndesore. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
tenements  to  be  the  right  of  Geoffrey  as  those  which  Geoffrey  and 
Thomas  have  by  their  gift.  And  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  John  to  Geoffrey  and  Thomas  and 
the  heirs  of  Geoffrey  for  ever.  For  this  Geoffrey  and*  Thomas  gave  to 
John  and  Cristina  twenty  marcs  of  silver. 

(8)  At  Westminster,  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary.  Between  John  Puddyng  of  Littilton  and  Lucia  his  wife,  plaintiffs, 
and  Stephen  Derby,  "  Chivaler,"  and  Amicia  his  wife,  deforciants,  0! 
thirteen  messuages  and  eleven  acres  of  land  in  Littilton.  Plea  of  cove- 
nant was  summoned.  The  deforciants  acknowledged  the  tenements  to 
be  the  right  of  Lucia.  And  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Amicia  to  John  and  Lucia  and  the  heirs 
of  Lucia  for  ever.  Moreover,  they  will  warrant  the  same  to  them  and 
the  heirs  of  Lucia  against  all  men  for  ever.  For  this,  they  gave  to 
Stephen  and  Amicia  one  hundred  marcs  of  silver. 

(9)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between  John 
de  Corf,  clerk,  querent,  and  William  Clavyle  de  Leston  and  Joan  Talbot. 
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deforciants,  of  six  messuages,  one  mill,  two  carucates  of  land,  twelve  acres 
of  meadow,  two  hundred  acres  of  pasture,  thirty  shillings  of  rent  in 
Godelyngeston,  Nyweton  and  Knyghteston  in  Purbyk.  Plea  of  covenant 
was  summoned.  The  deforciants  acknowledged  the  tenements  to  be 
the  right  of  John,  and  remitted  and  quit  claimed  the  same  for  them- 
selves and  their  heirs  to  John  and  his  heirs  for  ever,  and  will  warrant 
the  same  to  him  and  his  heirs  against  all  men  for  ever.  For  this,  he 
jjave  to  William  and  Joan  two  hundred  marcs  of  silver. 

(10)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
John  Manyngford  and  Joan  his  wife,  plaintiffs,  and  Roger  Manyngford, 
deforciant,  of  six  messuages,  two  carucates  of  land,  sixteen  acres  of 
meadow,  twenty  acres  of  wood,  forty  shillings  rent  in  Upsidelyng  and 
Halthide.  Plea  of  covenant  was  summoned.  Roger  granted  the 
tenements  to  John  and  Joan  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  John  and  Joan  and  heirs  of  their  bodies  of  Roger 
and  his  heirs  for  ever.  Rendering  therefor  yearly  one  rose  for  all 
service,  custom  and  demand  to  him  and  his  heirs  belonging,  and  doing 
therefor  to  the  chief  lords  of  that  fee  for  Roger  and  his  heirs  all  other 
services  which  belong  to  the  said  tenements  for  ever.  Should  the 
plaintiffs  die  without  heirs  of  their  bodies  the  tenements  will  wholly  re- 
main to  the  heirs  male  of  the  body  of  John,  to  hold  as  aforesaid  for  ever. 
Should  there  be  no  such  heir  male  the  tenements  will  wholly  revert  to 
Roger  and  his  heirs  quit  of  the  other  heir  of  John  and  Joan  and  also  of 
the  other  heirs  of  John,  to  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  tenements  belong  for  ever.  For  this  John  and 
Joan  gave  to  Roger  two  hundred  marcs  of  silver. 

(11)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary  and 
afterwards  in  fifteen  days  from  Easter  day.  Between  Stephen  Derby 
"  Chivaler,"  and  Amicia  his  wife,  plaintiffs,  and  John  Puddyng  of  Littel- 
ton  and  Lucia  his  wife,  deforciants,  of  forty  librates  of  rent  in  Littelton. 
Plea  of  covenant  was  summoned.  John  and  Lucia  acknowledged  the 
rent  to  be  the  right  of  Amicia,  and  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Lucia  to  Stephen  and  Amicia  and  the 
heirs  of  Amicia  for  ever.  For  this,  Stephen  and  Amicia  gave  to  John 
and  Lucia  two  hundred  marcs  of  silver. 

(1  )  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist^ 
and  afterwards  in  the  octaves  of  Holy  Trinity.  Between  William 
Canynges  and  Agnes  his  wife,  plaintiffs,  and  Nicholas  Geele,  vicar  of 
the  church  of  Redeclyve  and  Roger  Croumpe,  deforciants,  of  the  manor 
of  Wynterborn  Martyn.  Plea  of  covenant  was  summoned.  William 
and  Agnes  acknowledged  the  manor  to  be  the  right  of  Roger  as  that 
which  Roger  and  Nicholas  have  by  their  gift.  For  this  Nicholas  and 
Roger  granted  the  manor  to  William  and  Agnes  and  rendered  it  to 
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them  at  the  Court.  To  have  and  to  hold  to  William  and  Agnes 
during  their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  manor.  With  remainder  after  their  deaths  to  William 
Martyn  son  of  the  said  Agnes  and  the  heirs  of  his  body,  to  hold  as  afore- 
said for  ever.  With  remainder  should  William  Martyn  die  without  heir 
of  his  body  to  Richard  Martyn  son  of  the  said  Agnes  and  the  heirs  of 
his  body  begotten,  to  hold  as  aforesaid  for  ever.  With  remainder  should 
Richard  Martyn  die  without  heirs  of  his  body  to  Robert  Martyn,  son  of 
the  said  Agnes,  and  the  heirs  of  his  body  begotten,  to  hold  as  aforesaid 
for  ever.  With  remainder  should  Robert  Martyn  die  without  heirs  of 
his  body  begotten  to  the  right  heirs  of  the  said  Agnes,  to  hold  as  afore- 
said for  ever. 

3  Richard  II.  (1379). 

(13)  At  Westminster,  in  three  weeks  from  Michaelmas  day  and  after- 
wards in  the  octaves  of  St.  Hilary.  Between  John  Hargrave,  plaintiff, 
and  William  Gulden  of  Knyghtstrete,  deforciant,  of  one  messuage,  one 
carucate  of  land,  twelve  acres  of  meadow,  twenty  acres  of  pasture,  two 
acres  of  wood,  sixpence  rent  and  a  rent  of  two  pounds  of  cumin  and 
one  rose  in  Notfordelokky  which  Thomas  Gele  and  Christina  his  wife 
hold  for  term  of  life.  Plea  of  covenant  was  summoned.  William  ac- 
knowledged the  tenements  and  rent  to  be  the  right  of  John.  And 
granted  for  himself  and  his  heirs  that  the  tenements  and  rent  which 
Thomas  and  Christina  held  for  term  of  life  of  the  inheritance  of  the  said 
William  in  the  said  vill  on  the  day  this  concord  was  made,  and  which 
after  their  deaths  ought  to  revert  to  William  and  his  heirs  should  then 
wholly  remain  to  John  and  his  heirs.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  tenements  and  rent  for 
ever.  And  William  and  his  heirs  will  warrant  the  tenements  and  rent 
to  John  and  his  heirs  against  all  men  for  ever.  For  this,  John  gave  to 
William  one  hundred  marcs  of  silver. 

(14)  At  Westminster  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  Edward  Payn,  plaintiff,  and  William  le 
Irysshe  and  Philip  le  Irysshe,  deforciants,  of  the  manor  of  Stourepayn. 
Plea  of  covenant  was  summoned.  Edward  acknowledged  the  manor 
to  be  the  right  of  William,  as  that  which  William  and  Philip  have  by 
his  gift.  For  this,  they  granted  it  to  Edward  and  rendered  it  to  him  in 
the  same  Court.  To  have  and  to  hold  to  Edward  and  the  heirs  of  his 
body  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  manor.  With  remainder,  in  default  of  such  heirs,  to  William 
Tournay  and  Mariota  his  wife  and  the  heirs  of  their  bodies,  to  hold  as 
aforesaid  for  ever.  With  remainder  in  default  of  such  heirs,  to  the 
right  heirs  of  the  said  Edward,  to  hold  as  aforesaid  for  ever. 

(iSa)  At  Westminster,  in  the  octaves  of  the  Purification  of  the  Blessed 
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Mary  and  afterwards  in  the  octaves  of  the  Holy  Trinity,  3  Richard  II. 
Between  Richard  Willes  and  Isabella  his  wife,  plaintiffs,  and  Edward 
Shottowe  and  Cristina  his  wife,  deforciants,  of  one  messuage,  twenty 
acres  of  land,  one  and  a  half  acres  of  meadow  in  Mapoudre,  Plea  of 
covenant  was  summoned,  Edward  and  Christina  acknowledged  the 
tenements  to  be  the  right  of  Richard  as  those  which  Richard  and  Isa- 
bella have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Cristina  to  Richard  and  Isabella  and  the 
heirs  of  Richard  for  ever.  Moreover  they  will  warrant  the  same  to 
them  against  all  men  for  ever.  For  this,  Richard  and  Isabella  gave  to 
them  twenty  marcs  of  silver. 

(i8b)  At  Westminster,  in  the  octaves  of  St.  Hilary  and  afterwards  in 
the  octaves  of  Holy  Trinity.  Between  John  le  Bore  of  Shirborn  and 
Agnes  his  wife,  querents,  and  Thomas  Grene  of  Estcammel  and  Cristina 
his  wife,  deforciants,  of  one  toft  in  Shirborn.  Plea  of  covenant  was 
summoned.  Thomas  and  Cristina  acknowledged  the  toft  to  be  the 
right  of  John,  as  that  which  he  and  Agnes  have  by  their  gift,  and  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Christina  to  John  and  Agnes  and  the  heirs  of  John  for  ever.  Moreover 
they  will  warrant  the  same  to  them  against  all  men  for  ever.  For  this, 
John  and  Agnes  gave  to  them  one  hundred  shillings  of  silver. 

4  Richard  II.  (1380). 

(15)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  and 
afterwards  in  the  octaves  of  St.  Hilary.  Between  Robert  Rous, 
"  chivaler,"  and  Joan  his  wife,  plaintiff,  and  Edmond  Cressy  and 
Matilda  his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Tarente 
Keynes.  Plea  of  covenant  was  summoned.  Edmond  and  Matilda  ac- 
knowledged the  moiety  to  be  the  right  of  Robert  and  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Matilda  to  Robert  and 
Joan  and  the  heirs  ol  Robert  for  ever.  Moreover  they  will  warrant  the 
same  to  them  against  all  men  for  ever.  For  this,  Robert  and  Joan  gave 
to  them  one  hundred  marcs  of  silver. 

(16)  At  Westminster,  on  the  morrow  of  St.  John  Baptist  and  after- 
wards in  the  octaves  of  St.  Hilary.  Between  Robert  Rous,  "chivaler," 
and  Joan  his  wife,  plaintiffs,  and  Edmond  Cressy  and  Matilda  his 
wife,  deforciants,  of  a  moiety  of  the  manor  of  Combe  Keynes.  Plea 
of  covenant  was  summoned.  Edmond  and  Matilda  acknowledged  the 
moiety  to  be  the  right  of  Robert  and  Joan  and  rendered  the  same  to 
them  at  the  Court.  To  have  and  to  hold  to  Robert  and  Joan  and  the 
heirs  of  Robert  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  that  moiety  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Matilda  that  they  will  warrant  the  moiety  to  Robert  and 
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Joan  and  the  heirs  of  Robert  against  all  men  for  ever.  For  this,  Robert 
and  Joan  gave  to  them  one  hundred  marcs  of  silver. 

(17)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between  Robert 
Dodewyth,  clerk,  and  William  Plussh,  clerk,  plaintiffs,  and  Roger 
Gredele  and  Joan  his  wife,  deforciants,  of  the  manor  of  Pounknoll  and 
advowson  of  the  church.  Plea  of  covenant  was  summoned.  Roger 
and  Joan  acknowledged  the  manor  and  advowson  to  be  the  right  of 
William,  as  those  which  he  and  Robert  have  by  their  gift,  and  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan  to 
Robert  and  William  and  the  heirs  of  William  for  ever.  Moreover  they 
will  warrant  the  same  to  them  and  the  heirs  of  William  against  all 
men  for  ever.  For  this,  Robert  and  William  gave  to  them  two  hundred 
marcs  of  silver.    (Nos.  iSa  and  i8b  see  p.  188.) 

(19)  At  Westminster,  on  the  morrow  of  Souls,  1  Richard  II.,  and 
afterwards  in  the  octaves  of  St.  John  Baptist,  4  Richard  II.  Between 
William  Ryver,  plaintiff,  and  Hugh  Tyrell,  "  chivaler,"  deforciant,  of 
the  manor  of  Gorwell,  which  Alexander  Russheton,  clerk,  holds  for 
term  of  life.  Plea  of  covenant  was  summoned.  Hugh  granted  for 
himself  and  his  heirs  that  the  said  manor  which  Alexander  held  for 
term  of  life  of  the  inheritance  of  the  said  Hugh  on  the  day  this  concord 
was  made,  and  which  after  the  death  of  Alexander  ought  to  revert  to 
him,  should  remain  to  the  said  William.  To  hold  during  his  life,  of 
Hugh  and  his  heirs,  rendering  therefor  yearly  one  rose  at  the  Feast  of  the 
Nativity  of  St.  John  Baptist  for  all  service,  custom  and  demand  to  Hugh 
and  his  heirs  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee 
for  Hugh  and  his  heirs  all  other  services  which  to  the  manor  belong. 
Hugh  and  his  heirs  will  warrant  the  manor  as  is  aforesaid  to  William 
for  his  life  against  all  men.  And  after  the  death  of  William  the  manor 
shall  wholly  remain  to  Hugh  and  his  heirs  quit  of  the  heirs  of  William. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manor  belong  for  ever.  For  this,  William  gave  to  Hugh  one  hundred 
marcs  of  silver. 

(20)  At  Westminster,  in  fifteen  days  from  Easter  day,  2  Richard  II., 
and  afterwards -on  the  morrow  of  Souls,  4  Richard  II.  Between  the 
Prior  of  Cristchurch  Twynham,  plaintiff,  and  Walter  de  Perle  and 
Richard  Byhulle,  deforciants,  of  one  toft,  one  carucate  of  land,  six  acres 
of  meadow,  one  hundred  acres  of  pasture  in  Pudleton,  Pudelhyde  and 
Loneford  except  two  virgates  of  land  in  Loneford.  Plea  of  covenant 
was  summoned.  The  deforciants  acknowledged  the  tenements  to  be 
the  right  Of  the  Prior  and  his  church  of  Holy  Trinity  of  Cristchurch 
Twynham,  and  granted  for  themselves  and  the  heirs  of  Walter  that  the 
said  tenements  which  Edward  de  Berkele,  knight,  held  for  term  of  life, 
of  the  inheritance  of  the  said  Walter  in  the  said  vills  on  the  day  this 
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concord  was  made  and  which  after  Edward's  death  ought  to  revert  to 
Walter  and  Richard  and  the  heirs  of  Walter  should  then  wholly  remain 
♦  0  the  Prior  and  his  successors  and  his  church  aforesaid.  To  have  and 
to  hold  to  the  said  Prior  and  his  successors  and  their  church  in  frank 
almoin  for  ever.  For  this  the  Prior  received  Walter  and  Richard  and 
the  heirs  of  Walter  into  all  benefices  and  prayers  that  henceforth  should 
be  made  in  that  church  for  ever.  This  concord  was  made  by  precept  of 
the  King. 

(21)  At  Westminster,  in  the  octaves  of  the  Purification  of  the  Blessed 
Mary,  2  Richard  II.,  and  afterwards  in  the  Morrow  of  Souls,  4  Richard 
II.  Between  Henry  Bakere,  vicar  of  Cristchurch  of  Twynham,  Robert 
de  Lemyngton,  clerk,  Henry  de  Gussych,  chaplain,  Walter  Bachelor, 
vicar  of  the  church  of  Mulleford,  John  Dybon  and  Richard  Eustas, 
clerk,  plaintiffs,  and  Walter  de  Perle  and  Richard  Byhull,  deforciants, 
of  two  virgates  of  land  in  Loneford  which  Edward  de  Berkele,  knight, 
held  for  term  of  life.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  land  to  be  the  right  of  Henry  de  Gussych,  and  granted 
for  themselves  and  the  heirs  of  Walter  de  Perle  that  the  said  land  which 
the  said  Edward  held  for  life,  of  the  inheritance  of  the  said  Walter  de 
Perle  in  the  said  vill  on  the  day  this  concord  was  made,  and  which 
after  Edward's  death  ought  to  revert  to  them,  should  then  wholly  remain 
to  the  plaintiffs  and  the  heirs  of  Henry  de  Gussych.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  land  for 
ever.  For  this  the  plaintiffs  gave  to  the  deforciants  twenty  marcs  of 
silver. 

(22)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist  and  afterwards  in  the  octaves  of  St.  Michael.  Between  Matthew 
de  Gournay,  "chivaler,"  plaintiff,!  and  Thomas  Beauchamp,  deforciant, 
of  the  manor  of  Ryme  which  Margaret  Beauchamp  holds  for  term  of 
life.  Plea  of  covenant  was  summoned.  Thomas  acknowledged  the 
manor  to  be  the  right  of  Matthew.  And  granted  for  himself  and  his 
heirs  that  the  said  manor  which  Margaret  holds  for  life  of  the  inherit- 
ance of  the  said  Thomas  on  the  day  this  concord  was  made  and  which 
after  her  death  ought  to  revert  to  him  and  his  heirs,  should  then  wholly 
remain  to  Matthew  and  his  heirs.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  said  manor  for  ever.  For  this, 
Matthew  gave  to  Thomas  one  hundred  marcs  of  silver. 

(23)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
and  afterwards  in  the  octaves  of  St.  Hilary.  Between  William  de 
Monte  Acuto  Earl  of  Salisbury,  plaintiff,  and  Roger  Gradele  and  Joan 
his  wife,  deforciants,  of  twelve  messuages,  two  carucates  of  land,  ten 
acres  of  meadow,  one  hundred  acres  of  pasture  in  Loneford  juxta  Dor- 
chestre.    Plea  of  covenant  was  summoned.    Roger  and  Joan  acknow- 
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ledged  the  tenements  to  be  the  right  of  the  Earl  as  by  their  gin, 
and  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Joan  to  the  Earl  and  his  heirs  for  ever.  Moreover  they  will  warrant 
the  same  to  him  and  his  heirs  against  all  men  for  ever.  For  this,  the 
Earl  gave  to  Roger  and  Joan  two  hundred  pounds  sterling. 

(24)  At  Westminster,  in  the  octaves  of  St.  Hilary,  3  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  4  Richard  II.  Be- 
tween John  Kentecomb,  plaintiff,  and  Richard  son  of  John  Gouytz 
of  Kyrchel,  deforciant,  of  eight  messuages,  one  carucate  of  land  and  a 
rent  of  one  pound  of  cumin  in  Fernham  which  William  Payn  and 
Alianora  his  wife  hold  for  term  of  Alianora's  life.  Plea  of  covenant  was 
summoned.  Richard  acknowledged  the  tenements  and  rent  to  be  the 
right  of  John,  and  granted  for  himself  and  his  heirs  that  the  said  tene- 
ments and  rent  which  William  and  Alianora  held  for  term  of  Alianora's 
life  of  the  inheritance  of  the  said  Richard  in  the  said  vill  on  the  day 
this  concord  was  made,  and  which  after  her  death  ought  to  revert  to 
him  and  his  heirs  should  then  wholly  remain  to  John  and  his  heirs. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  and  rent  belong  for  ever.  And  Richard  and  his  heirs  will 
warrant  the  tenements  and  rent  to  John  and  his  heirs  as  is  aforesaid 
against  all  men  for  ever.  For  this,  John  gave  to  Richard  one  hundred 
marcs  of  silver. 

5  Richard  II.  (1381). 

(25)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Thomas,  Abbot  of  Cerne,  plaintiff,  and  Nicholas  Bolour  and  Agnes  his 
wife,  deforciants,  of  one  messuage,  two  virgates  of  land,  ten  acres  of 
meadow  and  ten  acres  of  pasture  in  Symoundesbergh.  Plea  of  covenant 
was  summoned.  Nicholas  and  Agnes  acknowledged  the  tenements  to 
be  the  right  of  the  Abbot  and  his  church  of  St.  Peter  of  Cerne,  and  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Agnes  to  the  Abbot  and  his  successors  and  his  church  aforesaid  for  ever. 
Moreover  they  will  warrant  the  tenements  to  him  and  his  successors 
against  all  men.  for  ever.  For  this  the  Abbot  gave  to  Nicholas  and 
Agnes  one  hundred  marcs  of  silver. 

(26)  At  Westminster,  on  the  morrow  of  St.  Martin,  and  afterwards 
in  the  Octaves  of  St.  Hilary.  Between  William  de  Lucy,  "  chivaler," 
plaintiff,  and  William  Wodehaye  and  Isabella  his  wife,  deforciants,  ot 
one  messuage,  one  carucate  of  land,  thirty  acres  of  meadow,  twelve 
acres  of  wood,  twenty  shillings  rent  and  a  rent  of  five  pounds  of  pepper, 
and  a  moiety  of  a  mill,  in  Esthamme,  Wymborne  Mynstre,  Leigh, 
Parva  Caneford  and  Hammepreston,  and  the  advowson  of  the  chapel  of 
the  vill  of  Hammepreston.     Plea  of  covenant  was  summoned.  The 
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deforciants  acknowledged  all  to  be  the  right  of  William  de  Lucy  as 
by  their  gift.  For  this,  he  granted  the  same  to  the  deforciants  and  de- 
livered them  to  them  at  the  Court.  To  have  and  to  hold  to  William 
Wodehaye  and  Isabella  during  their  lives,  of  him  and  his  heirs.  Render- 
ing therefor  yearly  during  their  lives  to  William  de  Lucy  and  his  heirs 
one  rose  at  the  Feast  of  the  Nativity  of  St.  John  the  Baptist ;  and  after 
the  death  of  Isabella,  if  William  Wodehay  survives  her,  rendering  to 
William  de  Lucy  during  the  life  of  William  de  Lucy,  a  pipe  of  red  wine 
at  the  Feast  of  the  Nativity  of  our  Lord,  and  to  the  heirs  of  William 
de  Lucy  one  rose  at  the  Feast  of  the  Nativity  of  St.  John  the  Baptist 
for  all  service,  custom  and  demand  to  the  said  William  de  Lucy  and 
his  heirs  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
William  de  Lucy  and  his  heirs  all  other  services  which  belong  to  the 
said  tenements,  rents  and  advowson  during  the  lives  of  William  de 
Wodehay  and  Isabella.  And  after  their  deaths  the  premises  will  wholly 
revert  to  William  de  Lucy  and  his  heirs  quit  of  the  heirs  of  William  de 
Wodehay  and  Isabella.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  due  in  respect  of  the  said  premises  for  ever. 

(27)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Andrew  Ryden  and  Nichola  his  wife,  plaintiffs,  and  William 
Jurdan  and  Alice  his  wi  e,  deforciants,  of  three  messuages,  one  carucate 
of  land,  ten  acres  of  meadow,  twenty  acres  of  pasture,  six  acres  of  wood 
in  La  Logge  and  Wambrok.  Plea  of  covenant  was  summoned.  The 
plaintiffs  acknowledged  the  tenements  to  be  the  right  of  Alice.  For 
this  William  and  Alice  granted  them  to  Andrew  and  Nichola,  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to 
Andrew  and  Nichola  for  their  lives,  of  William  and  Alice  and  the  heirs 
of  Alice,  rendering  therefor  yearly  one  rose  at  the  Feast  of  the  Nativity 
of  St.  John  the  Baptist  for  all  service,  custom  and  demand  to  William 
and  Alice  and  the  heirs  of  Alice  belonging,  and  doing  therefor  to 
the  chief  lords  of  that  fee  for  William  and  Alice  and  the  heirs  of  Alice 
all  other  services  which  to  the  said  tenements  belong.  William  and 
Alice  and  the  heirs  of  Alice  will  warrant  the  tenements  to  Andrew  and 
Nichola  against  all  men  during  their  lives.  After  their  deaths  the 
tenements  will  wholly  revert  to  William  and  Alice  and  the  heirs  of 
Alice  quit  of  the  heirs  of  Andrew  and  Nichola,  to  hold  of  the  chief  lords 
of  that  fee  by  the  services  due  to  the  said  tenements  for  ever. 

(28)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  in  fifteen  days  from  Easter  day.  Be- 
tween John  Remmeston,  plaintiff,  and  Andrew  Stamyndene  and 
Avicia  his  wife,  deforciants,  of  a  moiety  of  two  messuages,  one  toft, 
and  two  acres  of  land  in  Warham.  Plea  of  covenant  was  summoned, 
rhe  deforciants  acknowledged  the  moiety  to  be  the  right  of  John,  and 
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rendered  to  him  two  parts  of  the  same  moiety  at  the  Court.  To  have 
and  to  hold  to  John  and  his  heirs  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  two  parts  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Avicia  that  a  third  part  of  the 
aforesaid  moiety  which  Margaret  who  was  the  wife  of  William  Canon 
held  in  dower  of  the  inheritance  of  the  said  Avicia  in  the  said  vill  on 
the  day  this  concord  was  made,  and  which  after  the  death  of  Margaret 
ought  to  revert  to  Andrew  and  Avice  and  the  heirs  of  Avice,  should 
then  remain  to  John  and  his  heirs.  To  hold  together  with  the  two 
parts  which  remain  to  him  by  this  fine  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  third  part  belong  for  ever.  Andrew  and 
Avicia  and  the  heirs  of  Avicia  will  warrant  the  moiety  as  is  aforesaid 
against  all  men  for  ever.  For  this,  John  gave  to  Andrew  and  Avicia 
twenty  marcs  of  silver. 

(29)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
and  afterwards  in  fifteen  days  from  Easter  day.  Between  John  de 
Byngham  and  Joan  his  wife,  plaintiffs,  and  William  de  Byngham, 
deforciant,  of  one  messuage,  two  carucates  of  land,  ten  acres  of  meadow, 
ten  acres  of  alder,  six  marcs  of  rent  in  Wouth  Channel  and  Ayssh 
Channel.  Plea  of  covenant  was  summoned.  William  acknowledged 
the  tenements  and  rent  to  be  the  right  of  John,  and  remitted  and  quit- 
claimed the  tenements  for  himself  and  his  heirs  to  John  and  Joan  and 
the  heirs  of  John  for  ever.  Moreover  William  granted  for  himself  and 
his  heirs  that  the  rent  which  John  Tracy  of  Brudeport  held  for  life,  of 
the  inheritance  of  the  said  William  in  the  said  vills  on  the  day  this 
concord  was  made,  and  which  after  the  decease  of  John  Tracy  ought  to 
revert  to  him  and  his  heirs  should  then  wholly  remain  to  John  de 
Byngham  and  Joan  and  the  heirs  of  John,  to  hold  together  with  the 
tenements  which  remain  to  them  by  this  fine  of  the  chief  lords  of  that 
fee  by  the  services  which  to  that  rent  belong  for  ever.  William  and 
his  heirs  will  warrant  the  tenements  and  rent  as  is  aforesaid  to  John  de 
Byngham  and  Joan  and  the  heirs  of  John  against  all  men  for  ever. 
For  this  John  de  Bynham  and  Joan  gave  to  William  two  hundred 
marcs  of  silver. . 

(30)  At  Westminster,  in  the  octaves  of  St.  Hilary,  and  afterwards 
in  fifteen  days  from  Easter  day.  Between  Thomas  Beaupyne  and 
Margaret  his  wife,  plaintiffs,  and  Cecilia  Turburvyle,  deforciant,  of  the 
manor  of  Sturministre  Mareschal  called  Beauchampesmanere  which 
Robert  Beere  holds  for  term  of  life.  Plea  of  covenant  was  summoned. 
Cecilia  acknowledged  the  manor  to  be  the  right  of  Thomas,  and  granted 
for  herself  and  her  heirs  that  the  said  manor,  which  ought  to  revert  to 
her  and  her  heirs  after  the  death  of  Robert,  should  then  wholly  remain 
to  Thomas  and  Margaret  and  the  heirs  of  Thomas.    To  hold  M  the 
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chief  lords  of  that  fee  by  the  services  which  to  the  manor  belong  for 
ever.  And  Cecilia  and  her  heirs  will  warrant  the  same  to  Thomas  and 
Margaret  and  the  heirs  of  Thomas  as  is  aforesaid  against  all  men  for 
ever.    For  this  they  gave  to  Cecilia  two  hundred  marcs  of  silver. 

6  Richard  II.  (1382). 

(31)  At  Westminster,  on  the  morrow  of  Souls.  Between  Maurice 
Russel,  plaintiff,  and  Walter  atte  Moure  and  Margaret  his  wife,  defor- 
ciants, of  the  manor  of  Athelyngton.  Plea  of  covenant  was  summoned. 
Walter  and  Margaret  acknowledged  the  manor  to  be  the  right  of 
Maurice,  and  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Margaret  to  Maurice  and  his  heirs  for  ever.  For  this  he 
gave  to  Walter  and  Margaret  one  hundred  marcs  of  silver. 

(32)  At  Westminster,  on  the  morrow  of  Souls.  Between  Master 
Arnald  Brocas,  clerk,  and  John  Keynes,  plaintiffs,  and  Bernard  Brocas, 
knight,  and  Katherine  his  wife,  deforciants,  of  the  manors  of  Hulle, 
Stokewake  and  Caundlewake.  Plea  of  covenant  was  summoned.  The 
deforciants  granted  the  manors  to  Master  Arnald  and  John,  and  ren- 
dered to  them  whatever  they  had  in  the  same  manors  for  term  of 
Katherine's  life,  at  the  Court.  To  have  and  to  hold  to  Master  Arnald 
and  John  and  the  heirs  of  John  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  same  manors.  For  this  Master  Arnald 
and  John  gave  to  them  two  hundred  marcs  of  silver. 

(33)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
47  Edward  III.,  and  afterwards  in  fifteen  days  from  Easter  day,  6 
Richard  II.  Between  Walter  de  Perlee,  John  Fishere,  chaplain,  and 
Richard  Byhull,  plaintiffs,  and  Bartholomew  Bacon,  chivaler,  defor- 
ciant, of  one  toft,  one  carucate  of  land,  six  acres  of  meadow,  one 
hundred  acres  of  pasture  in  Pudeltoune,  Pudelhide  and  Lonforde  which 
Edward  de  Berkele  holds  for  term  of  life.  Plea  of  covenant  was 
summoned.  Bartholomew  acknowledged  the  tenements  to  be  the 
right  of  Walter.  And  granted  for  himself  and  his  heirs  that  the  said 
tenements  which  Edward  held  for  term  of  life  of  the  inheritance  of  the 
said  Bartholomew  in  the  said  vills  on  the  day  this  concord  was  made, 
and  which  ought  to  revert  to  him  and  his  heirs  after  Edward's  death, 
should  then  wholly  remain  to  Walter,  John  and  Richard  and  the  heirs 
of  Walter.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  tenements  belong  for  ever.  And  Bartholomew  and  his  heirs 
will  warrant  the  tenements  to  the  plaintiffs  and  the  heirs  of  Walter  as 
is  aforesaid  against  all  men  for  ever.  For  this  the  plaintiffs  gave  to 
Bartholomew  one  hundred  marcs  of  silver. 
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7  Richard  (II.  1383). 

(34)  At  Westminster,  on  the  morrow  of  St.  John  the  Baptist.  Be- 
tween William  Colne  and  Alice  his  wife,  plaintiffs,  and  Thomas  Nitere 
and  John  Lunday,  deforciants,  of  four  messuages,  one  carucate  of  land, 
fifteen  acres  of  meadow,  forty  acres  of  pasture  in  Westchikerel  and 
Podyngton.  Plea  of  covenant  was  summoned.  The  plaintiffs  ac- 
knowledged the  tenements  to  be  the  right  of  Thomas,  as  those  which 
he  and  John  have  by  their  gift.  For  this  Thomas  and  John  granted  the 
said  tenements  to  William  and  Alice  and  rendered  them  to  them  at  the 
Court.  To  have  and  to  hold  to  William  and  Alice  and  the  heirs  of  their 
bodies,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  Should  William  and  Alice  die  without  heir 
of  their  bodies  then  the  tenements  shall  wholly  remain  to  the  right  heirs 
of  Alice.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  tenements  belong  for  ever. 

(35)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between  John 
Kywel,  parson  of  the  church  of  Fernham,  plaintiff,  and  John  Gary, 
"  chivaler,"  and  Joan  his  wife,  deforciants,  of  the  manor  of  Blondelsheye 
and  one  carucate  of  land  in  Lullebrok  and  Gussich  St.  Andrew.  Plea 
of  covenant  was  summoned.  John  Cary  acknowledged  the  manor  and 
land  to  be  the  right  of  John  Kywel  as  by  his  gift.  For  this  John  Kywel 
granted  the  same  to  John  Cary  and  Joan  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  John  Cary  and' Joan  and  the  heirs 
of  their  bodies  of  the  lords  of  that  fee  by  the  services  which  belong  to  the 
said  manor  and  land.  Should  John  Cary  and  Joan  die  without  heir  of 
their  bodies  the  manor  and  land  will  wholly  remain  to  the  right  heirs 
of  Joan.    To  hold  of  the  chief  lords  of  that  fee  as  above  said. 

(36)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between 
William  Batecombe,  plaintiff,  and  John  Remmesbury  and  Matilda  his 
wife,  deforciants,  of  one  messuage,  ten  and  a  half  acres  of  land,  and  a 
third  part  of  six  acres  of  wood  in  Elyston  and  Upsidelyng.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  tenements 
to  be  the  right  of  William  as  by  their  gift,  and  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Matilda  to  WTilliam  and  his 
heirs  for  ever.  Moreover  they  will  warrant  them  to  him  and  his  heirs 
against  all  men  for  ever.  For  this,  William  gave  to  them  twenty 
marcs  of  silver. 

(37)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Henry  Taillour  of  Shirbourne,  plaintiff,  and  Adam  Scut  and 
Elena  his  wife,  deforciants,  of  three  messuages,  two  and  a  half  acres  of 
land,  one  acre  of  meadow  in  Shirbourne  and  Caundelmareys.  Plea  01 
covenant  was  summoned.    The  deforciants  acknowledged  the  tenements 
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to  be  the  right  of  Henry  and  rendered  them  to  him  at  the  Court.  To 
have  and  to  hold  to  Henry  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  tenements  for  ever.  Moreover  they 
will  warrant  the  tenements  to  Henry  and  his  heirs  against  all  men  for 
ever.  For  this  Henry  gave  to  Adam  and  Elena  twenty  marcs  of 
silver. 

(38)  At  Westminster,  in  the  octave's  of  St.  Hilary.  Between  John 
de  Frompton,  plaintiff,  and  William  Battecombe  and  Margery  his  wife, 
deforciants,  of  nine  acres  of  land,  two  acres  of  meadow,  and  a  fourth 
part  of  two  messuages  in  Childefrome.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  to  be  the  right  of  John 
as  by  their  gift,  and  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Margery  to  John  and  his  heirs  for  ever.  Moreover  they 
will  warrant  the  same  to  him  and  his  heirs  against  all  men  for  ever. 
For  this  John  gave  to  William  and  Margery  ten  marcs  of  silver. 

(39)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  between  John 
Mautravers,  plaintiff,  and  Bernard  Brocas,  knight,  and  Katherine  his 
wife,  deforciants,  of  a  third  part  of  the  manor  of  Batecombe  and  four 
messuages,  two  carucates  of  land,  forty  acres  of  meadow,  forty  acres  of 
pasture,  sixty  acres  of  wood  in  Batecombe  and  Wotton  Episcopi.  Plea 
of  covenant  was  summoned.  The  deforciants  granted  the  third  part  to 
John,  and  rendered  whatever  they  had  in  the  said  third  part  as  Katherine's 
dower,  to  the  said  John  at  the  Court.  To  have  and  to  hold  to  John  and 
his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
third  part  belong  for  ever.  For  this  John  gave  to  Bernard  and  Katherine 
one  hundred  marcs  of  silver. 

(40)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  John  Hurlestyk,  plaintiff,  and  Walter  Hogges  and  Margaret 
his  wife,  deforciants,  of  one  messuage,  ten  acres  of  land,  one  acre  of 
meadow  in  Gussych  Regis.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  John,  and 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Margaret  to  John  and  his  heirs  for  ever.  Moreover  they  will  warrant 
the  same  to  him  and  his  heirs  against  all  men  for  ever.  For  this  John 
gave  to  them  ten  marcs  of  silver. 

8  Richard  II,  (1384). 

(41)  At  Westminster,  in  the  octaves  of  St.  Michael,  4  Richard  II., 
and  afterwards  in  fifteen  days  from  the  day  of  St.  Michael,  8  Richard  II. 
Between  Matthew  Gurney,  "chivaler,"  plaintiff,  and  Thomas  Beauchamp 
of  Rym,  deforciant,  of  one  messuage,  two  carucates  of  land,  twenty  acres 
of  meadow,  8  marcs  of  rent  in  Langeton  Heryng  which  John  Bray 
"Taillour"  and  WTilliam  Strete  hold  for  term  of  Margaret  Beauchamp's 
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life.  Plea  of  covenant  was  summoned.  Thomas  acknowledged  the  tene- 
ments to  be  the  right  of  Matthew,  and  granted  for  himself  and  his  heirs 
that  the  tenements  which  John  and  William  held  for  term  of  Margaret's 
life  of  the  inheritance  of  the  said  Thomas  in  the  said  vill  on  the  day 
this  concord  was  made,  and  which  after  Margaret's  death  ought  to 
revert  to  him  and  his  heirs  should  then  wholly  remain  to  Matthew  and 
his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  tenements  for  ever.  Thomas  and  his  heirs  will 
warrant  the  tenements  as  is  aforesaid  to  Matthew  and  his  heirs  against 
all  men  for  ever.  For  this  Matthew  gave  to  Thomas  one  hundred  marcs 
of  silver. 

(42)  At  Westminster,  on  the  Morrow  of  Souls,  between  John  Pylard 
of  Bradeford,  plaintiff,  and  Ralph  Cokere  and  Margery  his  wife,  de- 
forciants, of  one  toft,  fifteen  acres  of  land,  eighteen  pence  of  rent  in 
Trylle.  Plea  of  covenant  was  summoned.  The  deforciants  granted  the 
tenements  to  John  and  rendered  them  to  him  at  the  Court.  To  have 
and  to  hold  to  John  for  his  life,  of  Ralph  and  Margery  and  the  heirs  of 
Ralph,  rendering  therefor  yearly  to  them  and  the  heirs  of  Ralph  one 
penny  at  the  Feast  of  the  Nativity  of  St.  John  Baptist  for  all  service, 
custom  and  demand  to  them  belonging.  Ralph  and  his  heirs  will 
warrant  the  tenements  to  John  during  his  life  against  all  men.  And 
after  John's  death  the  tenements  will  wholly  revert  to  Ralph  and 
Margery  and  the  heirs  oi  Ralph  quit  of  the  heirs  of  John,  to  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  tene- 
ments for  ever.  For  this  John  gave  to  Ralph  and  Margery  ten  marcs 
of  silver. 

(43)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
Walter  Chauntemerle,  plaintiff,  and  John  Tyrington  and  Alice  his  wife, 
deforciants,  of  one  messuage,  two  carucates  of  land,  thirty  acres  ot 
meadow,  sixty  acres  of  wood  in  Chauntemerle  and  Henedon.  Plea  of 
covenant  was  summoned.  The  deforciants  granted  the  tenements  to 
Walter,  and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold 
to  Walter  and  the  heirs  of  his  body,  of  John  and  Alice  and  the  heirs  ot 
Alice  for  ever,  rendering  therefor  yearly  one  rose  at  the  Feast  of  the 
Nativity  of  St.  John  the  Baptist  for  all  service,  custom  and  demand  to 
them  belonging,  and  doing  therefor  to  the  chief  lords  of  that  lee  lor 
John  and  Alice  and  the  heirs  of  Alice  all  other  services  which  to  the 
tenements  belong  for  ever.  The  deforciants  will  warrant  the  tenements 
to  Walter  and  his  heirs  against  all  men  for  ever.  Should  Walter  die- 
without  heir  of  his  body  then  one  carucate  of  land,  fifteen  acres  of 
meadow  and  thirty  acres  of  wood  of  the  aforesaid  tenements  in  the  vill 
of  Henedon  will  wholly  revert  to  John  and  Alice  and  the  heirs  or  Alice- 
quit  of  the  other  heirs  of  Waiter.    To  hold  of  the  chief  lords  of  that  let 


8  Richard  II.  (1384). 


199 


bv  the  services  which  to  those  tenements  belong  for  ever.  And  the 
whole  residue  of  the  tenements  will  wholly  remain  to  Richard  Muchel- 
deuere  and  Joan  his  wife  and  Alice  his  sister.  To  hold  of  John  and 
Alice  his  wife  and  the  heirs  of  Alice  by  the  services  as  aforesaid  curing 
their  lives.  And  also  John  and  Alice  and  the  heirs  of  Alice  will  warrant 
the  said  tenements  to  Richard,  Joan  and  Alice  during  their  lives  against 
all  men.  And  after  their  deaths  the  tenements  will  wholly  revert  to 
John  and  Alice  and  the  heirs  of  Alice  quit  of  the  other  heirs  of  Walter 
and  also  of  the  heirs  of  the  said  Richard,  Joan  and  Alice.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  tenements 
for  ever.  For  this  Walter  gave  to  John  and  Alice  one  hundred  pounds 
sterling. 

(44)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity,  6 
Richard  II.,  and  afterwards  in  fifteen  days,  from  Easter  day,  8  Richard 
II.  Between  Richard  Fode  and  Hildebrand  Barre,  plaintiffs,  and 
William  Clement  and  Lucia  his  wife  and  William  Xoreys  and  Katherine 
his  wife,  deforciants,  of  two  messuages,  three  tofts,  two  hundred  acres  of 
land,  eight  acres  of  meadow,  one  hundred  acres  of  pasture,  eight  acres  of 
wood,  forty  shillings  of  rent  in  Mangerton  which  Mabel  who  was  the 
wife  of  John  Remmesbury  holds  for  life.  Plea  of  covenant  was 
summoned.  The  deforciants  acknowledged  the  tenements  to  be  the 
right  of  Richard.  And  granted  for  themselves  and  the  heirs  of  Lucia 
and  Katherine  that  the  said  tenements  which  Mabel  held  for  life  of  the 
inheritance  of  Lucia  and  Katherine  in  the  said  vill  on  the  day  this  con- 
cord was  made  and  which  after  the  death  of  Mabel  ought  to  revert  to 
them  should  then  wholly  remain  to  °ichard  and  Hildebrand  and  the 
heirs  of  Richard.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  tenements  for  ever.  And  the  deforciants 
will  warrant  the  tenements  as  is  aforesaid  to  Richard  and  Hildebrand  and 
the  heirs  of  Richard  against  all  men  for  ever.  For  this,  Richard  and 
Hildebrand  gave  to  the  deforciants  one  hundred  marcs  of  silver.  This 
concord  was  made,  there  being  present  the  aforesaid  Mabel,  who  agreed 
thereto  and  did  fealty  to  Richard  and  Hildebrand  at  the  court. 

(45)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
William  Bonevylle,  "  chivaler,"  and  Margaret  his  wife,  plaintiffs,  and 
John  Stokelonde  and  Mary  his  wife,  deforciants,  of  one  messuage,  one 
mill,  four  carucates  of  land,  seven  acres  of  meadow,  six  acres  of  wood, 
and  twenty  shillings  of  rent  in  Pymperne,  Alfryngton,  Morton,  Herston, 
Swanwych,  Alfletemell  and  Corf  which  William  Ciavyll  holds  for  term 
of  life.  Plea  of  covenant  was  summoned.  The  deforciants  granted 
for  themselves  and  the  heirs  of  John  that  the  said  tenements,  which 
ought  to  revert  to  them  and  the  heirs  oi  John  after  the  death  of  William 
Ciavyll  should  then  wholly  remain  to  William  Bonevylle  and  Margaret. 
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To  hold  during  their  lives  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  tenements,  with  remainder  after  their  deaths  to 
Thomas  son  of  William  Bonevylle  and  Margaret  and  the  heirs  male  of 
his  body,  to  hold  of  the  chief  lords  of  that  fee  by  the  services  which  be- 
long to  those  tenements  for  ever ;  with  remainder  should  Thomas  die 
without  heir  male  of  his  body  to  the  right  heirs  of  William  Bonevylle, 
to  hold  as  abovesaid  for  ever.  John  and  Mary  and  the  heirs  of  John 
will  warrant  the  tenements  against  all  men  for  ever.  For  this  William 
Bonevylle  and  Margaret  gave  to  them  two  hundred  marcs  of  silver. 

(46)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Richard  Wygryn,  plaintiff,  and  Andrew  Chepman  of  Mulbourn  Port 
and  Lucia  his  wife,  deforciants,  of  one  messuage,  in  Shirbourn.  Plea  of 
covenant  was  summoned.  Andrew  and  Lucia  acknowledged  the  mes- 
suage to  be  the  right  of  Richard,  as  by  their  gift,  and  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  Lucia  to  Richard  and 
his  heirs  for  ever.  And  they  will  warrant  the  same  to  him  and  his 
heirs  against  all  men  for  ever.  For  this  Richard  gave  to  them  ten 
marcs  of  silver. 

(47)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Richard  Fode  and  Hildebrand  Barre,  plaintiffs,  and  Henry  Shawe  and 
Thomas  Wilton,  vicar  of  the  church  of  Haydon  and  Thomas  Baillyf, 
deforciants,  of  four  messuages,  three  tofts,  two  hundred  acres  of  land, 
eight  acres  of  meadow,  one  hundred  acres  of  pasture,  eight  acres  of 
wood,  forty  shillings  of  rent  in  Mangerton.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  tenements  to  be  the  right 
of  Richard,  and  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Thomas  Baillyf  to  the  plaintiffs  and  the  heirs  of  Richard  for 
ever.  For  this  Richard  and  Hildebrand  gave  to  the  deforciants  one 
hundred  pounds  sterling. 

9  Richard  II.  (1385). 

(48)  At  Westminster,  on  the  morrow  of  Souls.  Between  John  de 
Wadham  and  Richard  Chidiok,  plaintiffs,  and  John  Chidiok,  senior, 
"  chivaler,"  deforciant,  of  the  manor  of  Widyhouk.  Plea  of  covenant 
was  summoned.  John  Chidiok  acknowledged  the  manor  to  be  the  right 
of  John  de  Wadham  as  that  which  the  said  John  and  Richard  have  by 
his  gift.  For  this  the  plaintiffs  granted  the  manor  to  John  Chidiok  and 
rendered  it  to  him  at  the  court.  To  have  and  to  hold  to  the  said  John 
Chidiok  for  his  life,  of  the  chief  lords  of  that  fee  bv  the  services  wh  ich 
to  that  manor  belong,  with  remainder  after  his  death  to  John  Mautravers, 
"chivaler,"  and  Elizabeth  his  wife  and  the  heirs  of  the  said  John.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
same  manor  for  ever. 
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(49)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between  Roger 
Syward,  plaintiff,  and  Gilbert  Talbot  and  Joan  his  wife,  deforciants,  of 
the  manor  of  Wynterbornwast  in  Wynterbornwast,  Bokampton  and 
Swanwych.  Plea  of  covenant  was  summoned.  The  deforciants  granted 
the  manor  to  Roger,  and  rendered  to  him  at  the  Court  whatever  they 
had  in  the  said  manor  for  the  term  of  Joan's  life.  To  have  and  to  hold 
to  Roger  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  manor,  during  Joan's  life,  rendering  therefor  yearly  to 
Gilbert  and  Joan  twenty  marcs  of  silver  at  the  Feast  of  the  Annunciation 
of  the  Blessed  Mary.  Should  Roger  or  his  heirs  fail  in  the  payment  of 
rent,  Gilbert  and  Joan  may  distrain  him  and  his  heirs  or  those  who 
hereafter  shall  hold  the  manor.  After  the  death  of  Joan,  Roger  and  his 
heirs  shall  be  quit  of  the  payment  of  the  said  rent  for  ever.  For  this 
Roger  gave  to  Gilbert  and  Joan  one  hundred  marcs  of  silver. 

(50)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord. 
Between  Walter  Trote,  chaplain,  plaintiff,  and  Guy  de  Bryene,  knight, 
and  William  de  Bryene,  knight,  deforciants,  of  the  manor  of  Haselbere 
in  Blakemore  and  three  carucates  of  land  in  Crockernestoke  and  Turber- 
vylestoke  and  the  advowson  of  the  church  of  the  manor  of  Haselbere. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
premises  to  be  the  right  of  Walter  as  by  their  gift.  For  this  Walter 
granted  to  Guy  the  same  and  rendered  them  to  him  at  the  Court.  To 
have  and  to  hold  to  Guy  for  his  life,  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  premises ;  with  remainder  after  his  death 
to  Alice  de  Bryene,  to  hold  for  her  life,  of  the  chief  lords  of  that  fee  by 
the  services  which  belong  to  the  premises ;  with  remainder  after  her 
death  to  Philippa  and  Elizabeth  daughters  of  the  said  Alice,  to  hold  for 
their  lives,  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
the  premises;  with  remainder  after  their  deaths  to  William  de  Bryene, 
knight,  and  the  heirs  male  of  his  body,  to  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  belong  to  the  premises  for  ever ;  with  re- 
mainder should  William  die  without  heirs  male  of  his  body,  to  Philip, 
brother  of  William,  and  the  heirs  male  of  his  body,  to  hold  as  aforesaid 
for  ever ;  with  remainder  should  Philip  die  without  heirs  male  of  his 
body,  to  the  right  heirs  of  the  said  Guy,  to  hold  as  aforesaid  for  ever. 

(51)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Henry,  parson  of  the  church  of  Chikerel,  Peter  Blount  and  Thomas 
Waleys,  plaintiffs,  and  John  Mautravers,  "  chivaler,"  deforciant,  of  six 
messuages,  two  carucates  of  land,  thirty-six  acres  of  meadow,  forty 
acres  of  pasture  in  WTestshulhampton.  Plea  of  covenant  was  summoned. 
John  acknowledged  the  tenements  to  be  the  right  of  Henry,  as  those 
which  Henry,  Peter,  and  Thomas  have  by  his  gift.  For  this,  the 
plaintiffs  granted  the  tenements  to  John,  and  rendered  them  to  him  at 
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the  Court.  To  have  and  to  hold  to  John  for  his  life,  of  Henry,  Peter 
and  Thomas  and  the  heirs  of  Henry,  rendering  therefore  yearly  one 
rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  custom 
and  demand  to  them  belonging,  and  doing  therefor  during  his  life 
to  the  chief  lords  of  that  fee  for  Henry,  Peter  and  Thomas  and  the 
heirs  of  Henry  all  other  services  which  to  the  said  tenements  belong. 
After  John's  death  the  tenements  will  wholly  revert  to  Henry,  Peter, 
and  Thomas  and  the  heirs  of  Henry  quit  of  the  heirs  of  John.  To 
hold  of  the  chief  Lords  of  that  fee  by  the  services  which  belong  to  the 
said  tenements  for  ever. 

(52)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
and  afterwards  in  fifteen  days  from  Easter  day.  Between  Peter  Gonde, 
John  Halewell,  chaplain,  and  Thomas  Pudemull,  plaintiffs,  and  John 
Martyn  and  Joan  his  wife,  deforciants,  of  one  messuage,  two  carucates 
of  land,  ten  acres  of  meadow,  two  hundred  acres  of  pasture,  forty  acres 
of  wood,  and  a  rent  of  one  pound  of  pepper  in  Coryngdon  and  Halwe- 
stoke.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  tenements  and  rent  to  be  the  right  of  Peter,  and  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan  to 
Peter,  John  Halewelle  and  Thomas  and  the  heirs  of  Peter  for  ever. 
Moreover  they  will  warrant  the  same  to  the  plaintiffs  and  the  heirs  of 
Peter  against  all  men  for  ever.  For  this  the  plaintiffs  gave  to  John 
Martyn  and  Joan  two  hundred  marcs  of  silver. 

(53)  At  Westminster,  on, the  morrow  of  the  Ascension  of  our  Lord. 
Between  William  Bryene,  "  chivaler,"  John  Mautravers,  "  chivaler," 
Stephen  Derby,  "  Chivaler,"  Morgan  Gogh,  and  Thomas  Mandevyle, 
clerk,  plaintiffs,  and  John  Russel  and  Loweston  and  Margaret  his  wife, 
deforciants,  and  two  messuages,  one  carucate  of  land,  seven  acres  of 
meadow,  twelve  acres  of  pasture  in  Blaneford  St.  Mary.  And  after- 
wards in  the  octaves  of  Holy  Trinity,  alter  the  death  of  the  said  John 
Mautravers,  between  the  remaining  parties  as  abovesaid  there  granted 
and  recorded.  Plea  of  covenant  was  summoned.  The  deforciants  ac- 
knowledged the  tenements  to  be  the  right  of  the  plaintiffs  as  by  their 
gift,  and  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs 
of  Margaret  to  the  plaintiffs  and  the  heirs  of  Stephen,  for  ever.  More- 
over the  deforciants  will  warrant  the  premises  to  the  plaintiffs  and  the 
heirs  of  Stephen  against  all  men  for  ever.  For  this,  the  plaintiffs  gave 
to  John  Russel  and  Margaret  one  hundred  pounds  sterling. 

(54)  At  Westminster,  in  one  month  from  Easter  day  ;  and  afterwards 
in  the  octaves  of  Holy  Trinity.    Between  Guy  de  Bryene,  "  chivaler, 
plaintiff,  and  John  Kentecombe  and  Cristina  his  wife,  deforciants,  of 
the  manor  of  Swynenetolre  and  one  messuage  and  one  carucate  of  land 
in  Netherkentecombe.    Plea  of  covenant  was  summoned.    The  de- 
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forciants  acknowledged  the  manor  and  tenements  to  be  the  right  of  Guy 
as  by  their  gift.  For  this  Guy  granted  the  same  to  them,  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  John  and  Cristina 
during  their  liv.s,  of  Guy  and  his  heirs,  rendering  therefor  yearly  one 
rose  at  the  feast  of  the  Nativity  of  St.  John  the  Baptist  for  all  service, 
custom  and  demand  to  Guy  and  his  heirs  belonging,  and  doing  therefor 
to  the  chief  lords  of  that  fee  for  Guy  and  his  heirs  all  other  services 
which  to  the  said  manor  and  tenements  belong.  After  the  deaths  of 
John  and  Cristina  the  manor  and  tenements  wholly  will  revert  to  Guy 
and  his  heirs  quit  of  the  heirs  of  John  and  Cristina,  to  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  manor  and  tene- 
ments for  ever. 

(55)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity.  Between  Stephen  Derby,  "  chivaler," 
Morgan  Gough,  Thomas  Maundevyll,  John  Brudemere,  parson  of  the 
church  of  Langeblaneford,  and  Thomas  Druet,  parson  of  the  church  of 
Blaneford,  plaintiffs,,  and  Henry  Smedmore,  deforciant,  of  a  moiety  of 
one  messuage,  eighty  acres  of  land,  twenty-eight  acres  of  meadow,  forty 
acres  of  pasture  and  eight  marcs  of  rent  in  Chepyngblaneford.  Plea  of 
covenant  was  summoned.  Henry  acknowledged  the  moiety  to  be  the 
right  of  Stephen  and  remitted  and  quit  claimed  the  same  for  himself  and 
his  heirs  to  the  plaintiffs  and  the  heirs  of  Stephen  for  ever.  Moreover 
Henry  and  his  heirs  will  warrant  the  moiety  to  the  plaintiffs  and  the 
heirs  of  Stephen  against  all  men  for  ever.  For  this  the  plaintiffs  gave 
to  Henry  one  hundred  marcs  of  silver. 

(56)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity,  between  William  Pluyssh,  parson  of  the 
church  of  Kyngesdon,  and  William  Brome,  plaintiffs,  and  John  Ludeford 
and  Cristina  his  wife,  deforciants,  of  the  manor  of  Childefrome  and  the 
advowsons  of  the  church  of  the  same  manor,  and  the  chantry  of  the  free 
chapel  of  St.  Elena  in  the  same  manor.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  manor  and  advowsons  to  be 
the  right  of  William  Pluyssh,  and  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  John  to  William  Pluyssh  and  William 
Brome  and  the  heirs  of  William  Pluyssh  for  ever.  Moreover  they  will 
warrant  them  to  them  and  the  heirs  of  William  Pluyssh  against  all  men 
for  ever.  For  this  the  plaintiffs  gave  to  John  and  Cristina  two  hundred 
marcs  of  silver. 

10  Richard  II.  (1386). 

(57)  At  Westminster,  in  the  octaves  of  St.  John  the  Baptist,  between 
^  alter  Clopton  and  William  Ekerdon,  plaintiffs,  and  Nicholas  Husee 
and  Cristina  his  wife,  deforciants,  of  the  manor  of  Burton  juxta  Dor- 
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chestre  and  one  messuage,  one  carucate  of  land,  twenty  acres  of  meadow 
in  Charmynstre.  Plea  of  covenant  was  summoned.  The  plaintiffs 
acknowledged  the  manor  and  tenements  to  be  the  right  of  Nicholas  as 
those  which  Nicholas  and  Cristina  have  by  their  gift.  For  this  Nicho- 
las and  Cristina  granted  the  same  to  the  plaintiffs  and  rendered  them  to 
them  at  the  Court.  To  have  and  to  hold  to  Walter  and  William  and 
the  heirs  of  Walter  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  manor  and  tenements  belong  for  ever.  And  Nicholas  and  Cristina 
and  the  heirs  of  Nicholas  will  warrant  the  manor  and  tenements  to 
Walter  and  William  and  the  heirs  of  Walter  against  all  men  for  ever. 

(58)  At  Westminster,  in  one  month  from  Easter  day,  9  Richard  II., 
and  afterwards  in  the  octaves  of  St.  Michael,  10  Richard  II.  Between 
John  de  Crukern  and  Cristina  his  wife  and  John  their  son,  plaintiffs,  and 
Philip  atte  Watere  and  Agnes  his  wife,  deforciants,  of  one  messuage, 
ten  acres  of  land,  and  a  moiety  of  one  acre  of  meadow  and  one  acre  of 
moor,  in  Hersteneshegh.  Plea  of  covenant  was  summoned.  The 
deforciants  granted  the  tenements  to  the  plaintiffs  and  rendered  the 
same  to  them  at  the  court.  To  have  and  to  hold  to  them  and  the  heirs 
of  the  body  of  John  de  Crukern  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements  for  ever ;  with  remainder 
in  default  after  the  deaths  of  the  plaintiffs  to  Robert  de  Crukern  and 
the  heirs  of  his  body,  to  hold  as  aforesaid  for  ever ;  with  remainder  in 
default  after  his  death  to  the  right  heirs  of  the  said  John  de  Crukern. 
to  hold  as  aforesaid  for  ever.  The  deforciants  and  the  heirs  of  Agnes 
will  warrant  the  tenements  as  is  aforesaid  against  all  men  for  ever. 
For  this,  John  de  Crukern  and  Cristina  and  John  gave  to  the  deforciants 
twenty  marcs  of  silver. 

(59)  At  Westminster,  on  the  morrow  of  Souls.  Between  Thomas 
Strete,  plaintiff,  and  John  Plecy  and  Matilda  his  wife,  deforciants,  of 
eight  messuages,  one  carucate  of  land,  three  acres  meadow,  forty 
acres  pasture  in  Northloneford.  Plea  of  covenant  was  summoned. 
The  deforciants  granted  the  tenements  to  Thomas,  and  remitted  and 
quit  claimed  whatever  they  had  in  the  same  for  term  of  their  lives  to 
Thomas  and  his  heirs  for  ever.  For  this  Thomas  gave  to  them  one 
hundred  marcs  of  silver. 

(60)  At  Westminster,  in  the  octaves  of  St.  Michael  and  afterwards 
in  the  octaves  of  St.  Hilar)'.  Between  Henry  Shep  and  Alice  his  wife, 
plaintiffs,  and  Robert  Clerk,  smyth,  and  Elizabeth  his  wife,  deforciants, 
of'  one  fourth  part  of  a  messuage,  sixty  acres  land,  five  acres  wood 
in  Buttelgate  juxta  Cranborn.  Plea  of  covenant  was  summoned.  The 
deforciants  granted  the  same  to  Henry  and  Alice,  and  rendered  the 
same  to  them  at  the  Court.  To  have  and  to  hold  to  Henry  and  Alice, 
and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
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which  belong  to  the  said  fourth  part  for  ever.  With  remainder  should 
Henry  and  Alice  die  without  heirs  of  their  bodies  to  the  right  heirs  of 
Alice.  To  hold  as  aforesaid  for  ever.  The  deforciants  and  the  heirs 
of  Elizabeth  will  warrant  the  fourth  part  to  them  against  all  men  for 
ever.  For  th;s  Henry  and  Alice  gave  to  Robert  and  Elizabeth  twenty 
marcs  of  silver. 

(61)  At  Westminster,  in  one  month  from  Easter  day,  8  Richard  II., 
and  afterwards  in  the  Octaves  of  St.  Hilary,  10  Richard  II.  Between 
John  de  Frompton,  querent,  and  John  Hamond  and  Agnes  his  wife,  de- 
forciants, of  nine  acres  of  land,  two  acres  of  meadow  and  one  fourth  part 
of  two  messuages  in  Chyldefr[ome].  Plea  of  covenant  was  summoned. 
John  Hamond  and  Agnes  acknowledged  the  tenements  to  be  the  right 
of  John  de  Frompton  and  remitted  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Agnes  to  John  de  Frompton  and  his  heirs  for  ever, 
and  granted  that  they  would  warrant  the  same  to  him  and  his  heirs 
against  all  men  for  ever.  For  this  he  gave  to  John  Hamond  and  Agnes 
ten  marcs  of  silver. 

(62)  At  Westminster,  in  one  month  from  Easter  day,  10  Richard  II. 
Between  Guy  de  Bryene,  knight,  querent,  and  John  Stokke  and  John 
Loket  and  Joan  his  wife,  deforciants,  of  fifty-four  acres  of  land  and  nine 
acres  of  meadow  in  Haselbeare  and  Crokkernstokke.  Plea  of  covenant 
was  summoned.  The  deforciants  acknowledged  the  tenements  to  be  the 
right  of  Guy  and  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  John  Stokke  to  Guy  and  his  heirs  for  ever,  and  granted  that 
they  would  warrant  the  same  to  him  and  his  heirs  against  all  men  for 
ever.    For  this  Guy  gave  to  them  twenty  pounds  sterling. 

(63)  At  Westminster,  in  fifteen  days  from  Easter  day,  10  Richard  II. 
Between  John  Terstwode  and  Thomas  West  "  Chivaler,"  querents,  and 
Henry  Burdeyn,  deforciant,  of  one  messuage,  one  hundred  and  sixty  acres 
of  land,  twenty  acres  of  pasture,  forty  acres  of  wood  and  ten  shillings  of 
rent  in  Shirbourn.  Plea  of  covenant  was  summoned.  Henry  acknow- 
ledged the  tenements  to  be  the  right  of  Thomas,  and  remitted  and  quit 
claimed  the  same  for  himself  and  his  heirs  to  Thomas  and  his  heirs  for 
ever.  For  this  John  and  Thomas  gave  to  Henry  one  hundred  marcs  of 
silver. 

11  Richard  II.  (1387). 

(64)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael,  II. 
Richard  II.  Between  John  Kentecombe  and  Christina  his  wife,  querents, 
and  Thomas  Spaldyng  and  Avice  his  wife,  deforciants,  of  two  messuages, 
one  mill,  thirty-six  acres  of  land,  two  acres  of  meadow  in  Swynenetolre  and 
Xctherkentecombe.  Plea  of  covenant  was  summoned.  Thomas  and 
Avice  granted  the  tenements  to  John  and  Christina  and  rendered  them 
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to  them  at  the  Court.  To  have  and  to  hold  to  John  and  Christina  dur- 
ing their  lives  of  the  chief  lords  of  that  fee  by  the  services  which  belong 
to  the  tenements.  With  remainder  after  their  deaths  to  Guy  de  Briene 
"  Chivaler  ".  To  hold  during  his  life  as  aforesaid.  With  remainder  after 
his  death  to  William  de  Briene  "  Chivaler"  and  heirs  male  of  his  body. 
To  hold  as  aforesaid  for  ever.  With  remainder  should  he  die  without 
heirs  male  of  his  body  to  Philip  de  Briene  "  Chivaler  "  and  heirs  male  of 
his  body.  To  hold  as  aforesaid  for  ever.  With  remainder  should  he 
die  without  heirs  male  of  his  body  to  the  right  heirs  of  the  aforesaid 
William.    To  hold  as  aforesaid  for  ever. 

(65)  At  Westminster,  on  the  morrow  of  St.  Martin,  11  Richard  II. 
Between  Adam  le  Lange,  querent,  and  Hugh  Croksale  and  Alice  his 
wife,  deforciants,  of  one  to  ft  in  Shaftesbury.  Plea  of  covenant  was 
summoned.  Hugh  and  Alice  acknowledged  the  toft  to  be  the  right  of 
Adam,  as  by  their  gift.  To  have  and  to  hold  to  Adam  and  his  heirs  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  toft 
for  ever,  and  granted  for  themselves  and  the  heirs  of  Alice  that  they 
would  warrant  the  toft  to  Adam  and  his  heirs  against  all  men  for  ever. 
For  this  Adam  gave  them  one  hundred  shillings  of  silver. 

(66)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
and  afterwards  in  the  Octaves  of  St.  Hilary,  11  Richard  II.  Between 
John  Godefray  and  John  Wilteshire,  querents,  and  Thomas  Pycot  and 
and  Margaret  his  wife  and  William  Conyng  and  Katherine  his  wife, 
deforciants,  of  one  fourth  part  of  the  manor  of  Bakebere.  Plea  of  cove- 
nant was  summoned.  The  deforciants  acknowledged  the  same  to  be 
the  right  of  John  Godefray  as  that  which  he  and  John  Wilteshire  had 
by  their  gift.  For  this  they  granted  the  said  fourth  part  to  Thomas 
and  Margaret  and  rendered  it  to  them  at  the  Court.  To  have  and  to 
hold  to  Thomas  and  Margaret  and  the  heirs  of  their  bodies  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  fourth  part  for 
ever.  With  remainder  in  default  of  such  heirs  to  William  and  Katherine 
and  the  heirs  of  their  bodies.  To  hold  as  aforesaid  for  ever.  With  re- 
mainder in  default  of  such  heirs  to  the  right  heirs  of  Margaret.  To 
hold  as  aforesaid  for  ever. 

(67)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
9  Richard  II.,>,and  afterwards  in  three  weeks  of  Easter  day,  11  Richard 
II.  Between  Benedict  Leger,  chaplain,  Peter  Gonde,  Nicholas  Wylton 
and  William  Artur,  querents,  and  Thomas  Gyan,  kinsman  and  heir  of 
John  Charterey,  deforciant,  of  a  moiety  of  the  manor  of  Stoke  Abbot 
and  twenty-one  shillings  and  eightpence  rent  in  Shireborne.  Plea  of 
covenant  was  summoned.  Thomas  acknowledged  the  rent  and  moiety 
to  be  the  right  of  Peter.  And  granted  for  himself  and  his  li  ;irs  that 
the  said  rent  and  moiety  which  Elizabeth,  who  was  the  wife  uf  Roger 
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Clonne,  held  for  term  of  her  life  of  the  inheritance  of  the  said  Thomas 
in  the  said  vill  on  the  day  this  concord  was  made,  and  which  after  her 
death  ought  to  revert  to  the  said  Thomas,  should  then  wholly  remain 
to  the  aforesaid  Benedict,  Peter,  Nicholas  and  William  and  the  heirs  of 
Peter.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  rent  and  moiety  for  ever.  And  Thomas  and  his 
heirs  will  warrant  the  premises  to  them  and  the  heirs  of  Peter  against 
all  men  for  ever.  For  this  the  querents  gave  to  Thomas  one  hundred 
marcs  of  silver. 

(68)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  50  Edward 
III.  Between  William  Eylys,  querent,  and  William  Guldene  and 
Philippa  his  wife,  deforciants,  of  three  messuages,  two  carucates  of  land, 
seventeen  acres  of  meadow,  twenty  acres  of  pasture,  four  acres  of  wood 
and  fifty  shillings  of  rent  in  Todebere  and  Marnhull  and  the  advowson 
of  the  church  of  [To]debere.  And  afterwards  in  the  Octaves  of  Holy 
Trinity,  11  Richard  II.,  after  the  death  of  the  said  William  Guldene. 
Between  the  said  William  Eylys  and  the  said  Philippa  concerning  the 
same  premises.  Plea  of  covenant  was  summoned  between  the  said 
William  Eylys  and  William  Guldene  and  Philippa.  William  Guldene 
acknowledged  the  tenements  and  advowson  to  be  the  right  of  William 
Eylys  as  by  his  gift.  For  this  William  Eylys  gave  the  tenements  and 
advowson  to  William  Guldene  and  Philippa  and  rendered  the  same  to 
them  at  the  Court.  To  have  and  to  hold  to  William  Guldene  and 
Philippa  and  the  heirs  of  William  of  the  chief  lords  of  that  fee  by  the 
services  which  belong:  to  the  said  tenements  and  advowson  for  ever. 

12  Richard  II.  (1388). 

(69)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  the  Octaves  of  St.  Tr[inity],  12  Richard  II.  Between 
Roger  Manyngford  and  Margaret  his  wife,  querents,  and  John  Halleyn, 
clerk,  deforciant,  of  the  manor  of  Preston  juxta  Shereneton  except  two 
messuages  in  the  same  manor.  Plea  of  covenant  was  summoned. 
Roger  acknowledged  the  manor  as  is  aforesaid  to  be  the  right  of  John  as 
by  his  gift.  For  this  John  granted  the  same  to  Roger  and  Margaret  and 
rendered  it  to  them  at  the  Court.  To  have  and  to  hold  to  Roger  and 
Margaret  and  their  heirs  male  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manor  for  ever.  With  remainder  in  default  of 
such  heirs  male  to  the  heirs  of  the  body  of  the  said  Roger.  To  hold  as 
aforesaid  for  ever.  With  remainder  in  default  of  such  heirs  to  John 
Manyngford  son  of  the  said  Roger  and  the  heirs  of  his  body.  To  hold 
as  aforesaid  for  ever.  With  remainder  in  default  of  such  heirs  to  Mary 
daughter  of  the  said  Roger  and  the  heirs  of  her  body.  To  hold  as  afore- 
said for  ever.    With  remainder  in  default  of  such  heirs  to  Alice  sister  of 
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the  said  Roger  and  the  heirs  of  her  body.  To  hold  as  aforesaid  for  ever. 
With  remainder  in  default  of  such  heirs  to  the  right  heirs  of  Roger. 
To  hold  as  aforesaid  for  ever. 

(70)  At  Westminster,  in  fifteen  days  from  Easter  day,  12  Richard  II. 
Between  John  Senward,  Ralph  Bussh,  John  Morton  and  John  Duddell, 
querents;  and  William  Payn  and  Margaret  his  wife  and  John  Barre  and 
Avice  his  wife,  deforciants,  of  the  manor  of  Brodeweye  and  two  mes- 
suages and  forty  acres  of  land  in  Northalle  and  Nottyngton.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  manor  and 
tenements  to  be  the  right  of  John  Morton,  as  that  which  he  and  the  other 
querents  have  by  their  gift,  and  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Margaret  and  Avice  to  the  querents  and  the 
heirs  of  John  Morton  for  ever.  And  they  granted  for  themselves  and  the 
heirs  of  Margaret  and  Avice  that  they  will  warrant  the  manor  and  tene- 
ments to  the  said  querents  and  the  heirs  of  John  Morton  against  all  men 
for  ever.  For  this  the  querents  gave  to  William  and  Margaret  and  John 
Barre  and  Avice  one  hundred  marcs  of  silver. 

(71)  At  Westminster,  in  the  Octaves  of  St.  Martin,  and  afterwards 
in  fifteen  days  from  Easter  day,  12  Richard  II.  Between  John  Savage 
of  Fernham,  querent,  and  Robert  Kentecombe,  deforciant,  of  eight  mes- 
suages, one  carucate  of  land,  and  a  rent  of  one  lb.  of  cumin  in  Fernham 
which  Alianora  who  was  the  wife  of  William  Payn  holds  for  term  of  her 
life.  Plea  of  covenant  was  summoned.  Robert  acknowledged  the 
tenements  and  rent  to  be  the  right  of  John,  and  granted  for  himself  and 
his  heirs  that  the  said  tenements  and  rent  which  the  said  Alianora  held 
for  term  of  her  life  of  the  inheritance  of  the  said  Robert  in  the  said  vill 
on  the  day  this  concord  was  made,  and  which  after  her  decease  ought  to 
revert  to  Robert  and  his  heirs,  should  then  wholly  remain  to  the  afore- 
said John  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  tenements  and  rent  for  ever.  And 
Robert  and  his  heirs  will  warrant  the  tenements  and  rent  to  John  and 
his  heirs,  as  is  aforesaid,  against  all  men  for  ever.  For  this  John  gave 
to  Robert  one  hundred  marcs  of  silver. 

(72)  At  Westminster,  in  the  Octaves  of  St.  Trinity,  12  Richard  IL 
Between  Thomas  Wroghte,  chaplain,  querent,  and  John  Page  and 
Matilda  his  wife,  deforciants,  of  a  messuage  in  Shafton.  Plea  of 
covenant  was  summoned.  John  and  Matilda  acknowledged  said  mes- 
suage to  be  the  right  of  said  Thomas  and  rendered  it  to  him  in  the 
Court.  To  have  and  to  hold  to  Thomas  and  his  heirs  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  that  messuage  for  ever. 
And  John  and  Matilda  grant  for  themselves  and  the  heirs  of  Matilda 
that  they  will  warrant  to  said  Thomas  and  his  heirs  said  messuage 
against  all  men  for  ever,  and  for  this  Thomas  gave  to  John  and  Matilda 
ten  marcs  of  silver. 


II  Richard  II.  (1387). 
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(73)  At  Westminster,  in  the  octaves  of  St.  Hilary,  11  Richard  II. 
Between  John  Amberlee  and  Margaret  his  wife,  querents,  and  Walter 
Haniegh,  deforciant,  of  eight  messuages,  one  mill,  ...  six  acres  of  land, 
jour  acres  of  meadow,  twenty  acres  of  pasture  and  fifty  acres  of  wood  in 
Hanlegh,  Estwodecotes,  Hammepreston  and  Gussichmincheueton. 
Plea  of  covenant  was  summoned.  John  acknowledged  the  tenements 
to  be  the  right  of  Walter.  For  this  Walter  granted  for  himself  and  his 
heirs  that  seven  messuages,  the  mill,  one  hundred  and  sixty  acres  of  land, 
meadow,  pasture  and  wood  of  the  aforesaid  tenements  in  the  said  vills 
which  Walter  Perlee  held  for  term  of  life,  and  also  that  one  messuage 
and  sixteen  acres  of  land  of  the  said  tenements  in  the  said  vill  of 
Gussichmincheueton  which  John  Boyton  held  for  term  of  life  of  the 
inheritance  of  the  said  Walter  Hanlegh  on  the  day  this  concord  was 
made,  which  said  messuage  and  sixteen  acres  after  John  Boyton's  death 
ought  to  remain  to  Walter  Perlee  if  he  survives  the  said  John,  to  have 
for  term  of  his  life,  and  which  seven  messuages,  mill  and  one  hundred 
and  sixty  acres  after  the  death  of  Walter  Perlee  and  also  the  said 
messuage  and  sixteen  acres  after  the  death  of  the  said  John  Boyton  and 
Walter  Perlee  ought  to  revert  to  the  said  Walter  Hanlegh  and  his 
heirs,  should  then  wholly  remain  to  John  Amberlee  and  Margaret  and 
the  heirs  of  their  bodies.  To  hold  of  the  said  Walter  Hanlegh  and  his 
heirs  for  ever.  Rendering  therefor  yearly  one  rose  at  the  feast  of  the 
Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to  the 
said  Walter  Hanlegh  and  his  heirs  belonging.  And  doing  therefor  to 
the  chief  lords  of  that  fee  for  the  said  Walter  Hanlegh  and  his  heirs  all 
other  services  which  to  the  said  tenements  belong  for  ever.  Should 
John  Amberlee  and  Margaret  die  without  heir  of  their  bodies,  the 
tenements  shall  revert  wholly  to  Walter  Hanlegh  and  his  heirs,  quit  of 
the  other  heirs  of  John  Amberlee  and  M  argaret.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
ever. 

13  Richard  II.  (1389). 

(74)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
13  Richard  II.  Between  Thomas  Broke,  "  chivaler,"  John  Deye,  chap- 
lain, and  Hugh  Sampford,  querents,  and  John  Strecche  of  Assh  and 
Joan  his  wife,  deforciants,  of  the  manor  of  Wolmyngton.  Plea  of 
covenant  was  summoned.  John  Strecche  and  Joan  acknowledged  the 
manor  to  be  the  right  of  Thomas,  as  that  which  Thomas,  John  and 
Hugh  had  by  their  gift.  To  have  and  to  hold  to  Thomas,  John  and 
Hugh  and  the  heirs  ot  Thomas  from  the  chief  lords  of  that  fee  by  the 
services  which  to  that  manor  belong  for  ever.    And  John  Strecche  and 
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Joan  during  the  life  of  Joan  and  her  heirs  will  warrant  the  manor  to 
Thomas,  John  and  Hugh  and  the  heirs  of  Thomas  against  all  men  for 
ever.  For  this  Thomas,  John  and  Hugh  gave  to  John  Strecche  and 
Joan  one  hundred  marks  of  silver. 

(75)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  John  Glanmyll,  Nicholas  Tower,  Richard  Mucheldevere,  and 
Thomas  Cammell,  querents,  and  William  Latymer  and  Elizabeth  his 
wife,  deforciants,  of  a  moiety  of  the  manors  of  Melbury  Sampford  and 
Melbury  Osemond  and  advowsons  of  the  churches  of  the  said  manors. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
moiety  and  advowsons  to  be  the  right  of  Nicholas  and  rendered  the 
same  to  Nicholas,  John,  Richard  and  Thomas  at  the  Court.  To  have 
and  to  hold  to  them  and  the  heirs  of  Nicholas  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  moiety  and  advowsons  belong  for 
ever.  Moreover  William  and  Elizabeth  granted  for  themselves  and  the 
heirs  of  Elizabeth  that  they  will  warrant  the  moiety  and  advowsons  to 
John,  Nicholas,  Richard  and  Thomas  and  the  heirs  of  Nicholas  against 
all  men  for  ever.  For  this  they  gave  to  William  and  Elizabeth  two 
hundred  marks  of  silver. 

(76)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Thomas  Lamer  and  Christina  his  wife,  querents,  and  John 
Glover  of  Bemynstre  and  Margery  his  wife,  deforciants,  of  one  messuage 
in  Dorchestre.  Plea  of  covenant  was  summoned.  John  and  Margery 
acknowledged  the  messuage  to  be  the  right  of  Thomas,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Margery  to 
Thomas  and  Christina  and  the  heirs  of  Thomas  for  ever.  Moreover 
John  and  Margery  granted  for  themselves  and  the  heirs  of  Margery  that 
.they  will  warrant  the  messuage  to  Thomas  and  Christina  and  the  heirs 
tof  Thomas  against  all  men  for  ever.  For  this  they  gave  to  John  and 
Margery  one  hundred  shillings  of  silver. 

14  Richard  II.  (1390). 

(77)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  13  Richard  II.,  and  afterwards  in  the  octaves  of  St. 
Hilary,  14  Richard  II.  Between  Theobald  Wykham,  querent,  and 
William  Turnay  and  Mariota  his  wife,  deforciants,  of  six  messuages,  one 
-carucate  of  land,  fifty  acres  of  land,  ten  acres  of  meadow,  two  acres  oi 
pasture,  two  acres  of  wood  and  pasture  for  nine  beasts  in  Shapewyk, 
Sturmynstre  Marchal  and  Charleton  juxta  Speghtebury.  Plea  oi 
covenant  was  summoned.  Theobald  acknowledged  the  tenements  and 
pastures  to  be  the  right  of  Mariota.  For  this  William  and  Mariota 
granted  to  Theobald  three  messuages,  the  said  carucate,  six  acres  ol 
meadow,  the  pastures  and  the  wood  of  the  aforesaid  tenements,  and 
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rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  Theobald 
during  his  life  from  William  and  Mariota  and  the  heirs  of  Mariota. 
Rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of 
St.  John  Baptist  for  all  service,  custom  and  exaction  to  the  said  William 
and  Mariota  and  the  heirs  of  Mariota  belonging.  And  doing  therefor 
to  the  chief  lords  of  that  fee  for  William  and  Mariota  and  the  heirs  of 
Mariota  all  other  services  which  to  those  tenements  and  pastures 
belong.  Moreover  William  and  Mariota  granted  for  themselves  and 
the  heirs  of  Mariota  that  three  messuages,  fifty  acres  of  land  and  four 
acres  of  meadow,  the  residue  of  the  said  tenements  which  John  Davy 
held  for  life  of  the  inheritance  of  the  said  Mariota  in  the  said  vills 
on  the  day  this  concord  was  made,  and  which  after  his  death  ought  to 
revert  to  William  and  Mariota  and  the  heirs  of  Mariota,  should  then 
wholly  remain  to  Theobald.  To  hold  together  with  the  tenements  and 
pastures  which  remain  to  him  by  this  fine  from  William  and  Mariota 
and  the  heirs  of  Mariota  by  the  said  services  during  Theobald's  life. 
And  after  Theobald's  death  the  tenements  and  pastures  wholly  will 
revert  to  William  and  Mariota  and  the  heirs  of  Mariota,  quit  of  the  heirs 
of  Theobald.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  and  pastures  for  ever. 

(78)  At  Westminster,  on  the  morrow  of  St.  Martin,  and  afterwards  in 
the  octaves  of  St.  Hilary.  Between  John  Mohun,  John  Halewell,  chap- 
lain, Robert  Canoun,  chaplain,  and  John  Hordere,  querents,  and  Philippa 
de  Pegges,  deforciant,  of  the  manor  of  Pegges  and  one  messuage  in 
vShafton.  Plea  of  covenant  was  summoned.  Philippa  acknowledged  the 
manor  and  messuage  to  be  the  right  of  John  Halewell.  For  this  the 
querents  granted  to  Philippa  two  parts  of  the  said  manor  and  rendered 
the  same  to  her  at  the  Court.  To  have  and  to  hold  to  Philippa  from 
the  querents  and  the  heirs  of  John  Halewell  during  her  life,  rendering 
therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist 
for  all  service,  custom  and  exaction  to  the  said  querents  and  the  heirs  ot 
John  Halewell  belonging,  and  doing  therefor  to  the  chief  lords  of  that 
fee  for  the  said  querents  and  the  heirs  of  John  Halewell  all  other  services 
which  to  those  two  parts*  belong  during  her  life.  Moreover  the  querents 
granted  for  themselves  and  the  heirs  of  John  Halewell  that  the  said 
messuage  and  one-third  part  of  the  said  manor  which  Hawisia,  who  was 
the  wife  of  Walter  de  Perle,  held  for  term  of  her  life  of  the  inheritance 
of  the  said  John  Halewell  in  the  said  vill  on  the  day  this  concord  was 
made,  and  which  after  her  death  ought  to  revert  to  the  querents  and  the 
heirs  of  John  Halewell,  should  then  wholly  remain  to  Philippa.  To  hold 
during  her  life  together  with  the  said  two  parts  which  remain  to  her  by 
this  fine  from  the  querents  and  the  heirs  of  John  Halewell  by  the  afore- 
said services.     After  the  decease  of  Philippa  the  manor  and  messuage 
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wholly  will  revert  to  the  querents  and  the  heirs  of  John  Halewell,  quit  of 
the  heirs  of  Philippa.    To  hold  of  the  chief  lords  of  that  fee  by  th, 
services  which  to  the  said  manor  and  messuage  belong  for  ever. 

(79)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between  Richard 
Mucheldevere,  querent,  and  Philip  Goldsmyth  of  New  Sarum,  deforciant, 
of  one  messuage  and  two  shops  in  Shirborn.  Plea  of  covenant  was 
summoned.  Philip  acknowledged  the  tenements  to  be  the  right  oi 
Richard,  as  those  which  he  had  by  gift  of  Philip,  and  remitted  and  quit- 
claimed the  same  for  himself  and  his  heirs  to  Richard  and  his  heirs  for 
ever.  Moreover  Philip  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  said  tenements  to  Richard  and  his  heirs  against  all  men  for 
ever.    For  this  Richard  gave  to  Philip  twenty  marks  of  silver. 

(80)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin. 
Between  Stephen  Darby,  "  chivaler,"  and  Avicia  his  wife,  querents,  and 
John  atte  Forde  and  Philip  Iryssh,  deforciants,  of  two  messuages,  one 
carucate  of  land,  seven  acres  of  meadow,  twelve  acres  of  pasture  in 
Blaneford  St.  Mary.  Plea  of  covenant  was  summoned.  John  and  Philip 
acknowledged  the  tenements  to  be  the  right  of  Stephen,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  John  to 
Stephen  and  Avicia  and  the  heirs  of  Stephen  for  ever.  For  this  Stephen 
and  Avicia  gave  to  John  and  Philip  one  hundred  marks  of  silver. 

15  Richard  II.  (1391). 

(81)  At  Westminster,  on  the  morrow  of  Souls,  15  Richard  II.  Be- 
tween John  Carse  and  Agnes  his  wife,  querents,  and  William  Anketill, 
senior,  and  Elizabeth  his  wife  and  William  Anketill,  junior,  deforciants, 
of  a  moiety  of  the  manor  of  Estalmere.  Plea  of  covenant  wras  summoned. 
John  and  Agnes  acknowledged  the  moiety  to  be  the  right  of  William 
Anketill,  junior,  as  that  which  he,  William  Anketill,  senior,  and  Elizabeth 
have  by  gift  of  John  and  Agnes.  For  this  the  deforciants  granted  the 
moiety  to  John  and  Agnes  and  rendered  the  same  to  them  at  the  Court. 
To  have  and  to  hold  to  John  and  Agnes  and  the  heirs  of  their  bodies 
from  William  and  Elizabeth  and  William,  junior,  and  the  heirs  of  the 
latter  for  ever.  Rendering  therefor  yearly  one  rose  at  the  feast  of  the 
Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to  the 
said  deforciants  belonging,  and  doing  for  them  to  the  chief  lords  of  that 
fee  all  other  services  which  to  the  said  moiety  belong  for  ever.  And 
William  and  Elizabeth  and  William,  jun.,  and  the  heirs  of  William,  jun.. 
will  warrant  the  said  moiety  to  John  and  Agnes  and  their  heirs  against  all 
men  for  ever.  Should  John  and  Agnes  die  without  heir  of  their  bodies, 
then  the  moiety  will  wholly  revert  to  William  and  Elizabeth  and  Willie, 
jun.,  and  the  heirs  of  William,  jun.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  moiety  belong  for  ever. 
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(82)  At  Westminster,  in  the  octaves  of  St.  Martin.  Between  Hum- 
phrey de  Stafford,  knight,  and  Elizabeth  his  wife,  querents,  and  John 
Cary,  knight,  and  Joan  his  wife,  deforciants,  of  the  manor  of  Milborne 
Seint  Andrewe.  Plea  of  covenant  was  summoned.  John  and  Joan  ac- 
knowledged the  manor  to  be  the  right  of  Humphrey,  as  that  which  Hum- 
phrey and  Elizabeth  have  by  gift  of  John  and  Joan.  For  this  Humphrey 
and  Elizabeth  granted  the  manor  to  John  and  Joan  and  rendered  the 
same  to  them  at  the  Court.  To  have  and  to  hold  to  John  and  Joan  for 
their  lives  from  Humphrey  and  Elizabeth  and  the  heirs  of  Humphrey, 
tendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St. 
John  Baptist  for  all  service,  custom  and  exaction  to  Humphrey  and 
Elizabeth  and  the  heirs  of  Humphrey  belonging,  and  doing  therefor  to 
the  chief  lords  of  that  fee  for  them  all  other  services  which  to  the  said 
manor  belong.  After  the  deaths  of  John  and  Joan  the  manor  wholly  will 
ievert  to  Humphrey  and  Elizabeth  and  the  heirs  ot  Humphrey,  quit  of 
the  heirs  of  John  and  Joan.  To  hold  from  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  manor  belong. 

(83)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin. 
Between  William  Bedeman,  chaplain  of  the  chantry  in  the  chapel  of 
St.  Thomas  in  the  parish  church  of  Langeblaneford,  querent,  and 
Stephen  Derby,  "  chivaler,"  and  Avicia  his  wife,  deforciants,  of  forty 
shillings  of  rent  issuing  from  two  messuages,  one  carucate  of  land,  seven 
acres  of  meadow,  twelve  acres  of  pasture  in  Blaneford  Martel.  Plea  of 
covenant  was  summoned.  Stephen  and  Avicia  acknowledged  the  rent 
to  be  the  right  of  the  chaplain  and  his  said  chantry  and  rendered  the 
same  to  him  at  the  Court.  To  have  and  to  receive  every  year,  namely, 
ten  shillings  at  the  feast  of  the  Nativity  of  our  Lord,  ten  shillings  at 
Easter,  ten  shillings  at  the  feast  of  the  Nativity  of  St.  John  Baptist, 
and  ten  shillings  at  the  feast  of  St.  Michael  by  the  hands  of  Stephen 
and  Avicia  and  the  heirs  of  Avicia,  to  the  said  chaplain  and  his  suc- 
cessors and  the  said  chantry  for  ever.  Moreover  Stephen  and  Avicia 
granted  for  themselves  and  the  heirs  of  Avicia  that  if  the  said  rent  any 
term  should  be  in  arrear  it  shall  be  lawful  for  the  chaplain  and  his 
successors  to  distrain  Stephen  and  Avicia  and  the  heirs  of  Avicia  in  the 
said  tenements,  or  those  persons  who  hereafter  shall  hold  the  same,  by 
all  their  goods  and  chattels  therein  found,  and  retain  the  same  until 
full  payment  of  the  arrears  be  made.  For  this  the  chaplain  gave  to 
Mephen  and  Avicia  twenty  pounds  sterling. 

(84)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
James  Aumarle  and  William  Ekerdon,  clerk,  querents,  and  Henry 
Maundeware  of  Swynetolre,  junior,  and  Isabella  his  wife,  deforciants, 
of  one  messuage  and  twenty  acres  of  land  in  Swynetolre.  Plea  of 
covenant  was   summoned.     Henry  and    Isabella  acknowledged  the 
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tenements  to  be  the  right  of  William,  as  those  which  James  and 
William  have  by  their  gift.  To  have  and  to  hold  to  James  and 
William  and  the  heirs  of  William  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever.  For  this  Janies 
and  William  gave  to  Henry  and  Isabella  twenty  pounds  sterling. 

(85)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  14  Richard  II., 
and  afterwards  in  the  octaves  of  St.  Michael,  15  Richard  II.  Between 
Matilda  who  was  the  wife  of  Hugh  atte  Pile,  querent,  and  John  Bourne 
of  Shaftesbury,  "  tournour,''  and  Joan  his  wife,  deforciants,  of  one  toft, 
forty-two  acres  of  land,  three  acres  of  meadow  in  Hengstrigge.  Plea  of 
covenant  was  summoned.  John  and  Joan  acknowledged  the  tenements 
to  be  the  right  of  Matilda,  and  remitted  and  quit-claimed  the  same  for 
themselves  and  the  heirs  of  Joan  to  Matilda  and  her  heirs  for  ever. 
Moreover  John  and  Joan  granted  for  themselves  and  the  heirs  of  Joan 
that  they  will  warrant  the  tenements  to  Matilda  and  her  heirs  against 
all  men  for  ever.  For  this  Matilda  gave  to  John  and  Joan  twenty 
pounds  sterling. 

(86)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between  John 
Wespray  of  Dorchester,  querent,  and  John  Shipton  and  Edith  his  wife, 
deforciants,  of  one  messuage,  four  acres  one  rood  of  land  in  Knyghteton 
juxta  Mayne  Martell.  Plea  of  covenant  was  summoned.  John  Shipton 
and  Edith  acknowledged  the  tenements  to  be  the  right  of  John  Wespray, 
and  remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  ot 
Edith  to  John  Wespray  and  his  heirs  for  ever.  Moreover  John  Shipton 
and  Edith  granted  for  themselves  and  the  heirs  of  Edith  that  they  will 
warrant  the  tenements  to  John  Wespray  and  his  heirs  against  all  men 
for  ever.  For  this  John  Wespray  gave  to  John  Shipton  and  Edith  ten 
marks  of  silver. 

(87)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  Robert  Symond,  vicar  of  the  church  of  Gillyng- 
ham,  Thomas  Selwyne,  parson  of  the  church  of  Weston,  William 
Coby  and  John  Cede,  querents,  and  John  Belvall  and  Katherine  his 
wife,  deforciants,  of  the  manor  of  Bowekeresweston  and  advowson  of 
the  church  of  the  said  manor  and  four  messuages,  one  hundred  acres  ot 
land,  twenty  acres  of  meadow,  one  hundred  acres  of  pasture,  twenty  acres 
of  wood  in  Shaftesbury  and  Bowekeresweston.  Plea  of  covenant  was 
summoned.  John  Belvall  and  Katherine  acknowledged  the  manor  and 
tenements  and  advowson  to  be  the  right  of  William,  as  those  which  he, 
Robert,  Thomas  and  John  Cerle  have  by  gift  of  John  Belvall  and 
Katherine,  and  remitted  and  quit-claimed  the  same  for  themselves 
and  the  heirs  of  John  Belvall  to  the  querents  and  the  heirs  of  William 
Coby  for  ever.  Moreover  John  Belvall  and  Katherine  granted  l*1* 
themselves  and  the  heirs  of  John  that  they  will  warrant  the  manor, 
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tenements  and  advovvson  to  the  querents  and  the  heirs  of  William 
Coby  against  all  men  for  ever.  For  this  the  querents  gave  to  John 
Belvall  and  Katherine  two  hundred  marks  of  silver. 

(88)  At  Westminster,  on  the  morrow  of  Souls,  and  afterwards  in 
fifteen  days  from  Easter  day.  Between  Andrew  Forstereshey,  querent, 
and  Robert  Forstereshey,  deforciant,  of  two  messuages,  one  carucate 
and  forty  acres  of  land,  twenty-four  acres  of  meadow,  ten  acres  of  wood, 
one  penny  of  rent  in  Forstereshey,  Hermenneshey  and  La  Rode  which 
Richard  de  la  Lynde  and  Christina  his  wife  held  for  term  of  life.  Plea 
of  covenant  was  summoned.  Robert  acknowledged  the  tenements  to 
be  the  right  of  A\ndrew,  and  granted  for  himself  and  his  heirs  that  the 
said  tenements  which  Richard  and  Christina  held  for  term  of  life  of  the 
inheritance  of  the  said  Robert  in  the  said  vills  on  the  day  this  concord 
was  made,  and  which  after  their  deaths  ought  to  revert  to  Robert  and 
his  heirs,  should  then  remain  wholly  to  Andrew  and  his  heirs.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  wrhich  to  the  said  tenements 
belong  for  ever.  And  Robert  and  his  heirs  will  warrant  to  Andrew  and 
his  heirs  the  said  tenements,  as  is  aforesaid,  against  all  men  for  ever. 
For  this  Andrew  gave  to  Robert  one  hundred  marks  of  silver. 

(89)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Between 
John  Mountefort,  Ralph  Sechevill  and  Ralph  Parys,  chaplain,  querents, 
and  William  Mountefort  and  Alice  his  wife,  deforciants,  of  seven  messu- 
ages, one  toft,  four  acres  of  land,  in  \YTaymuth,  Melcombe  Regis,  Smale- 
muth  and  Wyke  and  a  moiety  of  the  passage  of  Smalemuth  and  Wyke. 
Plea  of  covenant  was  summoned.  William  and  Alice  acknowledged 
the  tenements  and  moiety  to  be  the  right  of  Ralph  Parys,  as  those  which 
the  said  Ralph,  John  and  Ralph  Sechevill  have  by  gift  of  William  and 
Alice,  and  remitted  and  quit-claimed  the  same  for  themselves  and  the 
heirs  of  Alice  to  John,  Ralph  and  Ralph  and  the  heirs  of  Ralph  Parys 
for  ever.  For  this  John,  Ralph  and  Ralph  gave  to  William  and  Alice 
one  hundred  marks  of  silver. 

16  Richard  II.  (1392). 

(90)  At  Westminster,  in  fifteen  days  from  Easter  day,  15  Richard  II., 
and  afterwards  in  the  octaves  of  St.  Michael,  16  Richard  II.  Between 
John  Hordere,  querent,  and  John  Hynebest  and  Dionisia  his  wife,  de- 
forciants, of  one  messuage  in  Shafton  which  John  Rede  holds  for  life. 
Plea  of  covenant  was  summoned.  John  Hordere  acknowledged  the 
messuage  to  be  the  right  of  Dionisia.  For  this  John  Hynebest  and 
Dionisia  granted  for  themselves  and  the  heirs  of  Dionisia  that  the  said 
messuage  which  John  Rede  held  for  life  of  the  inheritance  of  the  said 
Dionisia  in  the  said  vill  on  the  day  this  concord  was  made,  and  which 
after  the  death  of  John  Rede  ought  to  revert  to  John  Hynebest  and 
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Dionisia  and  the  heirs  of  Dionisia,  should  then  remain  wholly  to  John 
Hordere  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  the  said  messuage  for  ever.  And  John 
Hynebest  and  Dionisia  and  the  heirs  of  Dionisia  will  warrant  the  mes- 
suage as  is  aforesaid  to  John  Hordere  and  his  heirs  against  all  men 
for  ever. 

(91)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Matthew  Vynyng,  querent,  and  William  Roo  and  Fiviana  his  wife, 
deforciants,  of  two  messuages  in  Shafton.  Plea  of  covenant  was  sum- 
moned. Matthew  acknowledged  the  messuages  to  be  the  right  of 
Fiviana.  For  this  William  and  Fiviana  granted  the  messuages  to 
Matthew  and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold 
to  Matthew  and  his  heirs  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  messuages  for  ever.  And  William  and  Fiviana 
and  the  heirs  of  Fiviana  will  warrant  the  messuages  to  Matthew  and 
his  heirs  against  all  men  for  ever. 

(92)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
William  Shirbourne,  parson  of  the  church  of  Folham,  and  John  Ilberd, 
querents,and  Thomas  Draper  of  Cammel  and  Matilda  his  wife,  deforciants, 
of  two  messuages  in  Shirbourne.  Plea  of  covenant  was  summoned. 
Thomas  and  Matilda  acknowledged  the  messuages  to  be  the  right  ot 
John,  and  remitted  and  quit-claimed  them  for  themselves  and  the  heirs 
of  Matilda  to  William  and  John  and  the  heirs  of  John  for  ever.  More- 
over Thomas  and  Matilda  granted  for  themselves  and  the  heirs  ol 
Matilda  that  they  will  warrant  the  messuages  to  William  and  John  and 
the  heirs  of  John  against  all  men  for  ever.  For  this  William  and  John 
gave  to  Thomas  and  Matilda  one  hundred  marks  of  silver. 

(93)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
William  Pestor  and  Christina  his  wife,  querents,  and  John  Remmesbury 
and  Matilda  his  wife,  deforciants,  of  one  toft,  one  carucate  of  land,  eight 
acres  of  meadow,  eight  acres  of  wood,  and  one-third  part  of  one  messu- 
age, twelve  acres  of  land,  and  three  hundred  acres  of  pasture  in  Gussych 
St.  Michael  and  Hanley.  Plea  of  covenant  was  summoned.  John  and 
Matilda  acknowledged  the  tenements  to  be  the  right  of  William,  as 
those  which  he  and  Christina  had  by  their  gift,  and  remitted  and  quit- 
claimed the  same  from  themselves  and  the  heirs  of  John  to  William 
and  Christina  and  the  heirs  of  William  for  ever.  Moreover  John  and 
Matilda  granted  for  themselves  and  the  heirs  of, John  that  they  will 
warrant  the  said  tenements  to  William  and  Christina  and  the  heirs  ot 
William  against  all  men  for  ever.  For  this  William  and  Christina 
gave  to  John  and  Matilda  one  hundred  marks  of  silver. 

(94)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
Elizabeth  who  was  the  wife  of  Robert  de  Loundres,  knight,  querent,  and 
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Richard  Wadenho,  vicar  of  the  church  of  Presthut,  Richard  Fode  and 
John  Syward,  chaplain,  deforciants,  of  twenty  marks  of  rent  in  Longe- 
bridie,  Baggelake  and  Estyep.  Plea  of  covenant  was  summoned. 
Richard,  Richard  and  John  granted  the  rent  to  Elizabeth  and  rendered 
it  to  her  at  the  Court.  To  have  and  to  hold  to  Elizabeth  during  her 
life  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  that 
rent.  After  her  death  the  rent  will  wholly  remain  to  Thomas  Calston 
and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  rent  for  ever.  For  this  Elizabeth  gave  to 
Richard,  Richard  and  John  two  hundred  marks  of  silver. 

(95)  At  York,  in  one  month  from  the  day  of  St.  Michael.  Between 
Simon  Storke  and  Matilda  his  wife,  querents,  and  Stephen  Derby, 
knight,  and  Thomas  Druet,  clerk,  deforciants,  of  two  messuages  in 
Chipyngblaneford.  Plea  of  covenant  was  summoned.  Simon  acknow- 
ledged the  messuages  to  be  the  right  of  Stephen,  as  those  which 
Stephen  and  Thomas  have  by  his  gift.  For  this  they  granted  them  to 
Simon  and  Matilda  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  Simon  and  Matilda  during  their  lives  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  messuages  belong. 
After  the  deaths  of  Simon  and  Matilda  the  messuages  wholly  will 
remain  to  William  Storke  and  Juliana  his  wife  and  the  heirs  of  their 
bodies.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  messuages  belong  for  ever.  Should  William  and  Juliana  die 
without  heir  of  their  bodies  the  messuages  wholly  will  remain  to  the 
right  heirs  of  Simon.    To  hold  as  aforesaid  for  ever. 

(96)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  the  octaves  of  Holy  Trinity.  Between  William 
Payne  and  Margaret  his  wife,  querents,  and  John  Xeweburgh,  deforci- 
ant, of  the  manor  of  Estlolleworth.  Plea  of  covenant  was  summoned. 
William  and  Margaret  acknowledged  the  manor  to  be  the  right  of  John. 
For  this  he  granted  it  to  William  and  Margaret  and  rendered  the  same 
to  them  at  the  Court.  To  have  and  to  hold  to  William  and  Margaret 
during  their  lives  from  John  and  his  heirs.  Rendering  therefor  yearly 
one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service, 
custom  and  exaction  to  the  said  John  and  his  heirs  belonging,  and 
doing  therefor  to  the  chief  lords  of  that  fee  for  John  and  his  heirs  all 
other  services  which  to  the  said  manor  belong.  After  the  deaths  of 
William  and  Margaret  the  manor  wholly  will  remain  to  Joan,  daughter 
of  John  de  la  Mare,  knight.  To  hold  during  her  life  from  John  N  ewe- 
burgh  and  his  heirs  by  the  aforesaid  services.  After  the  death  of  Joan 
the  manor  will  wholly  revert  to  John  Neweburgh  and  his  heirs,  quit  of 
the  heirs  of  William  and  Margaret  and  Joan.  To  hold  from  the  chief 
lords  of  that  fee  by  the  services  which  to  that  manor  belong  for  ever. 
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(97)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary,  4 
Richard  II.  Between  Thomas  Arundell  and  John  Aleyn,  chaplain, 
querents,  and  Richard  Gouytz,  deforciant,  of  the  manor  of  Longkirchell 
and  a  moiety  of  the  advowson  of  the  church  of  the  said  manor,  except 
six  messuages,  eighty  acres  of  land,  fourteen  shillings  rent  in  the  said 
manor  which  William  Payn  and  Alianora  his  wife  hold  for  term  of  life. 
And  afterwards  in  the  octaves  of  Holy  Trinity,  16  Richard  II.,  after  the 
death  of  the  said  Thomas  there  granted  and  recorded.  Between  the 
aforesaid  John  and  the  aforesaid  Richard  of  the  said  manor  as  is  afore- 
said and  the  said  moiety  of  the  advowson.  Plea  of  covenant  was  sum- 
moned between  the  aforesaid  Thomas  and  John  and  Richard  in  the  said 
Court.  Richard  acknowledged  the  manor  as  is  aforesaid  and  the  moiety 
of  the  advowson  to  be  the  right  of  Thomas.  And  granted  for  himself 
and  his  heirs  that  the  said  manor  as  is  aforesaid  and  moiety  of  the  ad- 
vowson which  William  and  Alianora  held  for  term  of  life  of  the  inheri- 
tance of  the  aforesaid  Richard  on  the  day  this  concord  was  made,  and 
which  after  the  decease  of  William  and  Alianora  ought  to  revert  to 
Richard  and  his  heirs,  should  then  wholly  remain  to  Thomas  and  John 
and  the  heirs  of  Thomas.  To  hold  from  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  manor  and  moiety,  as  is  aforesaid,  belong 
for  ever.  And  Richard  and  his  heirs  will  warrant  to  Thomas  and  John 
and  the  heirs  of  Thomas  the  said  manor  as  is  aforesaid  and  the  said 
moiety  of  the  advowson  against  all  men  forever.  For  this  Thomas  and 
John  gave  to  Richard  one  hundred  marks  of  silver. 

17  Richard  II.  (1393). 

(98)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin,  15 
Richard  II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  17  Richard  II. 
Between  Alice  Malet,  querent,  and  William  Jewe,  deforciant,  of  six- 
messuages,  two  carucates  of  land,  twenty  acres  of  meadow,  one  hundred 

acres  of  pastures  and  a  moiety  of  messuages,  thirty  acres  of  land, 

two  and  a  half  acres  of  meadow,  two  shillings  rent  and  a  rent  of  one 
pair  of  gilt  spurs,  one  pound  of  cumin  and  one  sparrow  hawk  in  West- 
chikerell  and  Podyngton.  Plea  of  covenant  was  summoned.  Alice 
acknowledged  the  tenements  and  moiety  to  be  the  right  of  William. 
Of  which  the  said  William  has  the  said  tenements  and  the  moiety  of 
three  messuages  by  gift  of  Alice.    For  this  William  granted  to  Alice  the 

same  tenements  and  moiety  and  the  said  moiety  of  mess.,  together 

with  the  homages  and  whole  services  of  John  Fillole  and  Margery  his 
wife,  John  Ornayn  (?)  [perhaps  Quayn],  Katherine  Worth  and  John 
Gyll  and  their  heirs  in  respect  of  the  whole  of  the  tenements  which  they 
before  held  from  William  in  the  said  vills,  and  he  rendered  the  said 
tenements  and  moiety  of  three  messuages  to  Alice  at  the  said  Court. 
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To  have  and  to  hold  to  the  said  Alice  during  her  life  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  and 
moieties  belong.  Moreover  William  granted  for  himself  and  his  heirs 
that  the  said  moiety  of  one  messuage,  thirty  acres  of  land  and  two  and 
a  half  acres  of  meadow  which  Nicholas  Cartere  and  Margery  his  wife 
held  for  term  of  life  of  the  inheritance  of  the  said  William  in  the  said 
vills  on  the  day  this  concord  was  made,  and  which  after  their  deaths 
ought  to  revert  to  William  and  his  heirs,  should  then  wholly  remain  to 
Alice.  To  hold  together  with  the  tenements  and  moieties  which  remain 
to  her  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  to 
that  moiety  belong  during  her  life.  After  Alice's  death  the  said  tene- 
ments and  moiety  will  wholly  remain  to  John  Jewe  and  his  heirs,  to 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tene- 
ments and  moiety  belong  for  ever. 

(99)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Walter  Shapwike  and  Matilda  his  wife,  querents,  and  William 
Anketell,  senior,  and  Elizabeth  his  wife,  and  William  Anketell,  junior, 
deforciants,  of  the  manor  of  Duddesbury.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  manor  to  be  the  right  of 
Matilda,  as  that  which  Walter  and  Matilda  have  by  their  gift.  For  this 
Walter  and  Matilda  granted  the  manor  to  the  deforciants  and  rendered 
the  same  to  them  at  the  Court.  To  have  and  to  hold  to  William  and 
Elizabeth  and  WTilliam  and  the  heirs  of  Elizabeth  from  the  chief  lords 
of  that  fee  by  the  services  which  to  the  said  manor  belong  for  ever. 
Rendering  therefor  yearly  to  Walter  and  Matilda  during  Matilda's  life 
forty  shillings  of  silver,  namely,  a  moiety  at  Easter  and  the  other 
moiety  at  the  feast  of  St.  Michael.  Should  William,  Elizabeth  and 
William  or  the  heir  of  Elizabeth  make  default  at  any  term  in  payment, 
it  shall  be  lawful  for  Walter  and  Matilda  during  Matilda's  life  to  dis- 
train them  in  the  said  manor  or  those  who  hereafter  shall  hold  the 
manor  by  their  goods  and  chattels  there  found  and  retain  them  until  full 
payment  be  made.  After  Matilda's  death  the  deforciants  shall  be  quit 
of  the  payment  for  ever. 

(100)  At  Westminster,  on  the  morrow  of  Souls,  and  afterwards  in 
the  octaves  of  St.  Hilary.  Between  Robert  Turbervyll,  knight,  querent, 
and  William  Blokkesworth  and  Goda  his  wife,  deforciants,  of  four  mes- 
suages, one  carucate  of  land,  one  acre  of  meadow,  eight  acres  of 
pasture  in  Wynterborn  Kyngeston  which  Robert  Blokkesworth  and 
Alice  his  wife  hold  for  term  of  life.  Plea  of  covenant  was  summoned. 
William  and  Goda  acknowledged  the  tenements  to  be  the  right  of 
Robert  Turbervyll,  and  granted  for  themselves  and  the  he  rs  of  William 
that  the  said  tenements  which  the  said  Robert  Blokkesworth  and  Alice 
held  for  term  of  life  of  the  inheritance  of  the  said  William  in  the  said 
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vill  on  the  day  this  concord  was  made,  and  which  after  the  decease  of 
Robert  Blokkesworth  and  Alice  ought  to  revert  to  the  said  William 
and  Goda  and  the  heirs  of  William,  should  then  wholly  remain  to 
Robert  Turbervyll  and  his  heirs,  to  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  For  this 
Robert  Turbervyll  gave  to  William  and  Goda  one  hundred  marks  of 
silver. 

(101)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Be- 
tween John  Hamely,  knight,  and  Elizabeth  his  wife,  querents,  and  John 
Alet  and  Thomas  Rommesy,  deforciants,  of  the  manors  of  Upwymbourne 
and  Kynstaneston  and  the  advowson  of  the  church  of  Upwymbourne. 
Plea  of  covenant  was  summoned.  John  Hamely  and  Elizabeth  ac- 
knowledged the  manors  and  advowson  to  be  the  right  of  the  said  Thomas, 
as  those  which  the  said  Thomas  and  John  have  by  their  gift.  For  this 
John  Alet  and  Thomas  granted  the  said  manors  and  advowson  to  John 
Hamely  and  Elizabeth  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  John  Hamely  and  Elizabeth  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manors  and  advowson  belong  for  ever.  Should  John  Hamely  and 
Elizabeth  die  without  heir  of  their  bodies,  then  the  manors  and  advow- 
son will  wholly  remain  to  John  Lovell  of  Tychemerssh,  knight,  and  his 
heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  manors  and  advowson  belong  for  ever. 

(102)  At  Westminster,  in  fifteen  days  from  Easter  day,  16  Richard 
II.,  and  afterwards  in  fifteen  days  from  Easter  day,  17  Richard  II. 
Between  Oliver  Cervyngton  and  William  Cervyngton,  parson  of  the 
church  of  Emondesham,  querents,  and  John  Beauboys  and  Elizabeth 
his  wife,  deforciants,  of  twenty-two  messuages,  two  tofts,  one  mill,  one 
dovecot,  four  carucates  of  land,  forty  and  a  half  acres  of  meadow,  one 
hundred  and  twenty  acres  of  wood,  and  four  librates,  two  denariates  of 
rent  in  Emondesham,  Holewyll,  Castelfeld,  Bereford,  Suddon,  Mighelys, 
Gussech,  Lychet  Mautravers  and  Lydelynche  and  the  advowson  of  the 
church  of  St.  Nicholas  of  Emondesham.  Plea  of  covenant  was  sum- 
moned. John  acknowledged  the  said  tenements  and  rent  and  advowson 
to  be  the  right  of  Oliver.  Of  which  the  said  Oliver  and  William  have 
the  tenements  and  advowson  by  his  gift.  For  this  Oliver  and  William 
granted  to  John  and  Elizabeth  the  said  tenements  and  rent  and  ad- 
vowson together  with  the  homages  and  whole  services  of  John  atte 
Forde,  Peter  Plecy  and  Stephen  Hughys  and  their  heirs  in  respect  ot 
all  the  tenements  which  they  before  held  from  the  said  Oliver  and 
William  in  the  said  vills,  and  rendered  the  tenements  and  advowson 
to  John  and  Elizabeth  at  the  Court.  To  have  and  to  hold  to  the  said 
John  and  Elizabeth  and  the  heirs  of  the  body  of  the  said  John  from  the 
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chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements,  rent 
-ind  advowson  belong  for  ever.  Should  John  die  without  heir  of  his 
body,  then  after  the  deaths  of  both  John  and  Elizabeth  the  tenements 
and  rent  and  advowson  wholly  shall  remain  to  David,  son  of  the  said 
Oliver,  and  the  heirs  of  his  body,  to  hold  as  aforesaid  for  ever.  Should 
David  die  without  heir  of  his  body,  the  tenements  and  rent  and  advow- 
son wholly  shall  remain  to  John,  elder  brother  of  David  (fratri  ejusdem 
David  seniori),  and  the  heirs  of  his  body,  to  hold  as  aforesaid  for  ever. 
Should  John,  brother  of  David,  die  without  heir  of  his  body,  the  tenements 
and  rent  and  advowson  wholly  shall  remain  to  the  right  heirs  of  the 
said  John  Beauboys.    To  hold  as  aforesaid  for  ever. 

(103)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
4  Richard  II.,  and  afterwards  in  fifteen  days  from  the  day  of  St.  John 
Baptist,  17  Richard  II.  Between  John  Perle  and  John  Hordere, 
querents,  and  Richard  Gouytz,  deforciant,  of  six  messuages,  eighty 
acres  of  land,  fourteen  shillings  rent  in  Longkirchel.  Plea  of  covenant 
was  summoned.  Richard  acknowledged  the  tenements  and  rent  to  be 
the  right  of  John  Hordere,  and  granted  for  himself  and  his  heirs  that 
the  said  rent  which  William  Payn  and  Alianora  his  wife  hold  for  term 
of  life,  and  that  two  messuages  and  fifty  acres  of  land  of  the  aforesaid 
tenements  which  Thomas  Arundell  holds  for  term  of  life,  and  that  one 
messuage,  ten  acres  of  land  of  the  said  tenements  which  Peter  Cartere 
held  for  term  of  life,  and  that  one  messuage,  six  acres  of  land  of  the 
said  tenements  which  John  Cok  and  Richard  his  son  held  for  term  of 
life,  and  that  one  messuage,  eight  acres  of  land  of  the  said  tenements 
which  John  Fox  and  Isabella  his  wife  held  for  term  of  life,  and  also 
that  one  messuage,  six  acres  of  land  of  the  said  tenements  which  John 
Haiward  and  John  his  son  held  for  term  of  life  of  the  inheritance  of 
the  said  Richard  in  the  said  vill  on  the  day  this  concord  was  made,  and 
which  after  their  deaths  ought  to  remain  to  the  said  William  and  Alia- 
nora if  they  survive  them,  to  hold  for  term  of  their  lives,  and  which  said 
tenements  after  the  deaths  of  the  said  Thomas,  Peter,  John  Cok  and 
Richard  their  son,  John  Fox  and  Isabella  and  John  Haiward  and  John 
his  son  and  William  and  Alianora,  and  also  the  said  rent  after  the 
deaths  of  the  said  William  and  Alianora  ought  to  revert  to  the  said 
Richard  Gouitz  and  his  heirs,  should  then  alter  all  their  deaths  wholly 
remain  to  John  Perle  and  John  Hordere  and  the  heirs  of  John  Hordere. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  and  rent  belong  for  ever.  And  Richard  Gouitz  and  his  heirs 
will  warrant  to  the  said  John  Perle  and  John  Hordere  and  the  heirs  of 
John  Hordere  the  said  tenements  and  rent  as  is  aforesaid  against  all 
men  for  ever.  For  this  John  Perle  and  John  Hordere  gave  to  Richard 
Gouitz  one  hundred  pounds  sterling. 
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(104)  At  Westminster,  in  fifteen  days  from  Easter  day,  16  Richard 
II.,  and  afterwards  in  fifteen  days  from  Easter  day,  17  Richard  II. 
Between  Ralph  de  Thornhull,  querent,  and  John  de  Wyke,  John  Hale 
wel,  chaplain,  Thomas  Mathias  and  John  Devenyssh,  deforciants,  of  the 
manor  of  Thornhull  juxta  Caundel  Haddon,  except  one  cowhouse  and 
one  sheepfold  in  the  said  manor  and  the  rents  and  services  as  well  of 
free  as  of  bond  tenants  of  the  manor  aforesaid  which  John  Canne  hokK 
for  term  of  life.  Plea  of  covenant  was  summoned.  John  de  Wyke, 
John  Halewel,  Thomas  and  John  Devenyssh  acknowledged  the  manor 
as  is  aforesaid  to  be  the  right  of  Ralph,  and  granted  for  themselves  and 
the  heirs  of  John  Halewel  that  the  said  manor  as  is  aforesaid  which 
John  Canne  held  for  term  of  life  of  the  inheritance  of  the  said  John 
Halewel  on  the  day  this  concord  was  made,  and  which  after  the  death 
of  John  Canne  ought  to  revert  to  them,  should  then  wholly  remain  to 
Ralph  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  manor  as  is  aforesaid  belong  for  ever.  For 
this  Ralph  gave  to  John  de  Wyke,  John  Halewel,  Thomas  and  John 
Devenyssh  one  hundred  marks  of  silver. 

18  Richard  II.  (1394). 

(105)  .  At  Westminster,  in  fifteen  days  from  Easter  day,  17  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  Michael,  18  Richard  II.  Be- 
tween the  Abbot  of  Cerne,  querent,  and  Richard  Chidiok  and  Joan  hi- 
wife,  deforciants,  of  two  messuages,  one  hundred  and  fourteen  acres  of 
land,  sixteen  acres  of  meadow  and  nine  acres  of  pasture  in  Symondes- 
burgh.  Plea  of  covenant  was  summoned.  Richard  and  Joan  acknow- 
ledged the  tenements  to  be  the  right  of  the  Abbot  and  his  church  of  the 
Blessed  Apostles  Peter  and  Paul  of  Cerne,  as  those  which  the  Abbot 
has  by  their  gift,  and  remitted  and  quit-claimed  the  same  for  themselves 
and  the  heirs  of  Joan  to  the  Abbot  and  his  successors  and  his  church 
for  ever.  Moreover  the  said  Richard  and  Joan  granted  for  themselves 
and  the  heirs  of  Joan  that  they  will  warrant  the  tenements  to  the  Abbot 
and  his  successors  against  all  men  for  ever.  For  this  the  Abbot  gave 
to  Richard  and  Joan  one  hundred  marks  of  silver. 

(io5a)  At  Westminster,  on  the  morrow  of  St.  Martin,  and  afterwards 
on  the  morrow  of  the  Purification  of  the  Blessed  Mary.  Between  John 
Wyke  of  Crukern  and  Joan  his  wife,  querents,  and  Walter  atte  More 
and  Margaret  his  wife,  deforciants,  of  one  messuage,  one  carucate  oi 
land  in  Bemynstre.  Plea  of  covenant  was  summoned.  John  and  Joan 
acknowledged  the  tenements  to  be  the  right  of  Margaret.  For  this 
Walter  and  Margaret  granted  for  themselves  and  the  heirs  of  Margaret 
that  the  said  tenements  which  Robert  Grey  held  for  term  of  life  of  the 
inheritance  of  the  said  Margaret  in  the  said  vill  on  the  day  this  concord 
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was  made,  and  which  after  the  death  of  the  said  Robert  ought  to  revert 
to  Walter  and  Margaret  and  the  heirs  of  Margaret,  should  then  whole 
remain  to  John  and  Joan.  To  hold  from  Walter  and  Margaret  and 
the  heirs  of  Margaret  during  the  lives  of  John  and  Joan.  Rendering 
therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist 
for  all  service,  custom  and  exaction  to  the  said  Walter  and  Margaret  and 
the  heirs  of  Margaret  belonging.  And  doing  therefor  to  the  chief  lords 
of  that  fee  for  Walter  and  Margaret  and  the  heirs  of  Margaret  all  other 
services  which  to  the  said  tenements  belong.  And  Walter  and  Margaret 
and  the  heirs  of  Margaret  will  warrant  the  tenements  to  John  and  Joan 
during  their  lives  against  all  men.  After  the  deaths  of  John  and  Joan 
the  tenements  wholly  will  revert  to  Walter  and  Margaret  and  the  heirs 
of  Margaret,  quit  of  the  heirs  of  John  and  Joan.  To  hold  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
ever. 

(106)  At  Westminster,  in  fifteen  days  from  Easter  day.  Between 
William  HuddofTeld  and  Claricia  his  wife,  querents,  and  Gilbert  Spencer, 
deforciant,  of  three  messuages,  eighteen  acres  of  land,  two  acres  of 
meadow  in  Waldyche  and  Bradepoll.  Plea  of  covenant  was  summoned. 
William  and  Claricia  acknowledged  the  tenements  to  be  the  right  of 
Gilbert  as  by  their  gift.  For  this  Gilbert  granted  to  William  and 
Claricia  the  said  tenements  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  William  and  Claricia  and  the  heirs  of  their 
bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  for  ever.  Should  William  and  Claricia  die  without 
heir  of  their  bodies,  the  tenements  wholly  will  remain  to  the  right  heirs 
of  Claricia.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever. 

(107)  At  Westminster,  on  the  morrow  of  the  Ascension,  and  after- 
wards in  the  octaves  of  Holy  Trinity.  Between  Peter  Blaunchard  and 
Margery  his  wife,  querents,  and  William  Trevlyvere  [?  or  Treylynere]  and 
John  Halknyght,  deforciants,  of  one  messuage,  nine  acres  of  land,  one 
acre  of  meadow,  two  acres  of  marsh  in  Iwern  Mynstre.  Plea  of  cove- 
nant was  summoned.  Peter  and  Margery  acknowledged  the  tenements 
to  be  the  right  of  William,  as  those  which  William  and  John  have  by 
their  gift.  For  this  William  and  John  granted  to  Peter  and  Margery 
the  said  tenements  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  Peter  and  Margery  and  the  heirs  of  their  bodies  from  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong 
for  ever.  Should  Peter  and  Margery  die  without  heir  of  their  bodies, 
the  tenements  wholly  will  remain  to  the  right  heirs  of  the  said  Peter. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  for  ever. 
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(108)  At  Westminster,  on  the  morrow  of  the  Ascension,  and  after- 
wards  in  the  octaves  of  Holy  Trinity,  19  Richard  II.  Between  John 
Sperhauk,  clerk,  querent,  and  William  Tournay  and  Mary  his  wife,  de- 
forciants, of  six  solidates  of  rent  and  a  rent  of  one  pound  of  cumin  and 
a  moiety  of  one  pound  of  pepper  in  Stourepayn  and  Charleton.  Plea  oi 
covenant  was  summoned.  William  and  Mary  acknowledged  the  rents 
to  be  the  right  of  John,  as  by  their  gift,  and  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  Mary  to  John  and  his  heirs 
for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Man 
that  they  will  warrant  the  rents  to  John  and  his  heirs  against  all  men 
for  ever.  For  this  John  gave  to  William  and  Mary  one  hundred 
shillings  of  silver. 

(109)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
and  afterwards  in  the  octaves  of  St.  Hilary.  Between  Thomas  Roberd, 
parson  of  the  church  of  Stodlond,  querent,  and  Theobald  Wykham  an  i 
Elena  his  wife,  deforciants,  of  eleven  messuages,  twelve  tofts,  one  dove- 
cot, one  mill,  one  carucate,  one  hundred  and  thirty  acres  of  land  and 
thirty  acres  of  meadow  in  Warham,  Chepyngblaneford,  Tarentkeyneston. 
Cherleton  juxta  Blaneford,  Magna  Craweford,  Parva  Craweford,  Pyt- 
richesham  and  Wodekes worth .  Plea  of  covenant  was  summoned. 
Theobald  and  Elena  acknowledged  the  tenements  to  be  the  right  of 
Thomas.  Of  which  the  said  Thomas  has  six  messuages,  the  tofts,  the 
dovecot,  the  mill,  eleven  acres  of  land,  seventeen  acres  of  meadow  by 
their  gift.  To  have  and  to  hold  to  Thomas  and  his  heirs  from  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  those  tenement.^ 
for  ever.  Moreover  Theobald  and  Elena  granted  for  themselves  and 
the  heirs  of  Elena  that  one  messuage,  eighty  acres  of  land  and  eleven 
acres  of  meadow  of  the  aforesaid  tenements  in  the  vill  of  Cherleton 
which  John  atte  Stone  and  Walter  Burell  held  for  term  of  life,  and  that 
one  messuage,  nine  acres  of  land  of  the  aforesaid  tenements  in  the  same 
vill  which  Henry  Metre  held  for  term  of  life,  and  that  one  messuage 
of  the  aforesaid  tenements  in  the  same  vill  which  Robert  Smale  held 
for  term  of  life,  and  that  one  messuage,  fifteen  acres  of  land  oi  the 
aforesaid  tenements  in  the  vill  of  Magna  Craweford  which  John  Formage 
and  Christina  his  wife  held  for  term  of  the  life  of  Christina,  and  that 
fifteen  acres  of  land,  two  acres  of  meadow  of  the  aforesaid  tenements  in 
the  vill  of  Parva  Craweford  which  Stephen  Broun  held  for  term  of  life, 
and  also  that  one  messuage  and  the  said  carucate  of  land  of  the  afore 
said  tenements  in  the  vills  of  Pytrichesham  and  Wodekesworth  which 
William  Spencer  and  Margery  his  wife  held  for  term  of  life  of  the  in- 
heritance of  the  said  Elena  on  the  day  this  concord  was  made,  ami 
which  after  their  deaths  ought  to  revert  to  Theobald  and  Elena  and  the 
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heirs  of  Elena,  should  then  wholly  remain  to  Thomas  and  his  heirs. 
To  hold  together  with  the  said  tenements  which  remain  to  him  by  this 
tine  of  the  chief  lords  of  that  fee  by  the  services  which  to  those  tene- 
ments belong  for  ever.  For  this  Thomas  gave  to  Theobald  and  Elena 
two  hundred  marks  of  silver. 

(no)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
17  Richard  II.,  and  afterwards  in  the  octaves  of  St.  Hilary,  19  Richard 
II.  Between  Ralph  Cokkyng  and  Joan  his  wife,  querents,  and  John 
Cerle,  deforciant,  of  the  manor  of  Bowekeresweston  and  the  advowson  of 
the  church  of  the  said  manor,  and  one  messuage,  one  hundred  acres  of 
land,  twenty  acres  of  meadow,  twenty  acres  of  wood,  one  hundred  acres  of 
pasture  in  Bowekeresweston  which  John  Belevale  and  Katherine  his 
wife  hold  for  term  of  life.  Plea  of  covenant  was  summoned.  John 
Cede  acknowledged  the  manor  and  tenements  and  advowson  to  be  the 
right  of  Ralph.  And  granted  for  himself  and  his  heirs  that  the  said 
manor,  tenements  and  advowson  which  John  Belevale  and  Katherine 
held  for  life  of  the  inheritance  of  the  said  John  Cerle  on  the  day  this 
concord  was  made,  and  which  after  the  deaths  of  the  said  John  Belevale 
and  Katherine  ought  to  revert  to  the  said  John  Cerle  and  his  heirs, 
should  then  wholly  remain  to  the  said  Ralph  and  Joan  and  the  heirs  of 
Ralph.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  manor,  tenements  and  advowson  belong  for  ever.  And  John 
Cerle  and  his  heirs  will  warrant  to  Ralph  and  Joan  and  the  heirs  of 
Ralph  the  said  manor  and  tenements  and  advowson  as  is  aforesaid 
against  all  men  for  ever.  For  this  Ralph  and  Joan  gave  to  John  Cerle 
one  hundred  pounds  sterling. 

(in)  At  Westminster,  on  the  morrow  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary.  Between  John  Saymour  and  Scolastica 
his  wife,  querents,  and  John  Tracy  and  Simon  atte  Forde,  deforciants,  of 
four  messuages,  four  acres  of  land  in  Dorchestre.  Plea  of  covenant  was 
summoned.  John  Saymour  and  Scolastica  acknowledged  the  tenements 
to  be  the  right  of  John  Tracy,  as  those  which  John  and  Simon  have  by 
their  gift.  For  this  John  and  Simon  granted  the  tenements  to  John 
Saymour  and  Scolastica  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  John  Saymour  and  Scolastica  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
those  tenements  for  ever.  Should  they  die  without  heir  of  their  bodies, 
then  the  tenements  will  wholly  remain  to  the  right  heirs  of  John  Say- 
mour. To  hold  from  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  those  tenements  for  ever. 

(112)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist.  Between  Richard  Mucheldevere,  querent,  and  Richard  Pany 
[?  Pauy],  deforciant,  of  the  manor  of  Swere  and  the  advowson  of  the  church 
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of  the  said  manor.  Plea  of  covenant  was  summoned.  Richard  Pany  [?] 
acknowledged  the  manor  and  advowson  to  be  the  right  of  Richard 
Mucheldevere,  and  remitted  and  quit-claimed  them  for  himself  and  his 
heirs  to  Richard  Mucheldevere  and  his  heirs  for  ever.  For  this  he  gave 
to  Richard  Pany  [?]  one  hundred  marks  of  silver. 

20  Richard  II.  (1396). 

(113)  At  Westminster,  on  the  morrow  of  St.  Martin,  20  Richard  II. 
Between  Thomas  Brook,  "  chivaler,"  and  Joan  his  wife,  querents,  and 
John  Cary,  "  chivaler,"  and  Joan  his  wife,  deforciants,  of  the  manor  of 
Blundeleshay  and  nine  messuages,  four  tofts,  twelve  carucates  and 
forty  acres  of  land,  one  hundred  acres  of  meadow,  sixty  acres  of  pasture, 
eighty  acres  of  wood,  four  solidates  of  rent  and  a  rent  of  one  rose  in 
Whytchirche,  Symondesburgh,  Abbotestoke,!  Mershwode,  Stokewaleys, 
Atram,  Morebathe,  Pyrcombe,  Gerynsattchull,  Munkewode,  Yerde. 
Ramesham  and  Dunstrowe.  Plea  of  covenant  was  summoned.  John 
and  Joan  acknowledged  the  manor,  tenements  and  rent  to  be  the  right  of 
Thomas,  as  those  which  Thomas  and  Joan  have  by  their  gift.  For  this 
Thomas  and  Joan  granted  the  same  to  John  and  Joan  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  John  and  Joan 
during  their  lives  from  Thomas  and  Joan  and  the  heirs  of  Thomas, 
rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John 
Baptist  for  all  service,  custom  and  exaction  to  the  said  Thomas  and 
Joan  and  the  heirs  of  Thomas  belonging,  and  doing  therefor  to  the  chief 
lords  of  that  fee  for  Thomas  and  Joan  and  the  heirs  of  Thomas  all  other 
services  which  to  the  said  manor,  tenements  and  rent  belong.  After  the 
decease  of  John  and  Joan  the  manor,  tenements  and  rent  wholly  shall 
revert  to  Thomas  and  Joan  and  the  heirs  of  Thomas,  quit  of  the  heirs  of 
John  and  Joan.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manor,  tenements  and  rent  for  ever. 

(114)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary.  Between  John  Morvyll,  senior,  and  Joan 
his  wife,  querents,  and  John  Syward,  senior,  and  John  Morvyll,  junior, 
deforciants,  of  the  manor  of  Cherburgh.  Plea  of  covenant  was  summoned. 
The  querents  acknowledged  the  manor  to  be  the  right  of  John  Morvyll, 
junior.  Of  which  the  said  John  Morvyll,  junior,  and  John  Syward  have 
two  parts  by  their  gift.  For  this  they  granted  the  said  two  parts  to  the 
querents  and  rendered  the  same  to  them  at  the  Court.  To  have  and  to 
hold  to  John  Morvyll,  senior,  and  Joan  and  the  heirs  of  their  bodies 
from  the  chief  lords  of  that  fee  by  the  services  which  to  those  two  parts 
belong  for  ever.  Moreover  John  Syward  and  John  Morvyll,  junior, 
granted  for  themselves  and  the  heirs  of  John  Morvyll,  junior,  that  the 
third  part  of  the  manor  which  Lambert  Fermer  and  Isabella  his  wife 
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held  as  the  dower  of  the  said  Isabella  of  the  inheritance  of  the  said  John 
Morvyll,  junior,  on  the  day  this  concord  was  made,  and  which  after  the 
decease  of  the  said  Isabella  ought  to  revert  to  them,  should  then  wholly 
remain  to  the  querents  and  their  heirs  as  aforesaid.  To  hold  together 
with  the  said  two  parts  which  remain  to  them  by  this  fine  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  third  part  belong  for 
ever.  Should  the  querents  die  without  heir  of  their  bodies,  then  the 
manor  shall  wholly  remain  to  the  right  heirs  of  the  said  Joan.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor 
belong  for  ever. 

(115)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
jn  the  octaves  of  St.  Hilary.  Between  John  Ilberd  and  Margery  his 
wife,  querents,  and  Walter  de  Lillyngton  and  Edith  his  wife,  deforciants, 
of  two  messuages,  one  toft,  one  hundred  acres  of  land,  six  acres  of 
meadow,  three  acres  of  alder  in  Nythercompton  Abbatis.  Plea  of 
covenant  was  summoned.  Walter  and  Edith  acknowledged  the  tene- 
ments to  be  the  right  of  John,  and  granted  for  themselves  and  the  heirs 
of  Walter  that  one  messuage,  one  toft,  ninety-two  acres  of  land,  five 
acres  of  meadow  and  the  said  alder  of  the  aforesaid  tenements  which 
Henry  Neweman,  chaplain,  held  for  term  of  his  life,  and  also  that  one 
messuage,  eight  acres  of  land,  one 'acre  of  meadow  of  the  aforesaid 
tenements  which  Thomas  Neweman  held  for  term  of  life  of  the  inheri- 
tance of  the  said  Walter  in  the  said  vill  on  the  day  this  concord  was 
made,  and  which  after  the  decease  of  the  said  Henry  and  Thomas  ought 
to  revert  to  the  said  WTalter  and  Edith  and  the  heirs  of  Walter,  should 
then  wholly  remain  to  John  and  Margery  and  the  [heirs  of  JoTin.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tene- 
ments belong  for  ever.  And  Walter  and  Edith  and  the  heirs  of  Walter 
will  warrant  to  John  and  Margery  and  the  heirs  of  John  the  said  tene- 
ments as  is  aforesaid  against  all  men  for  ever.  For  this  John  and 
Margery  gave  to  Walter  and  Edith  one  hundred  marks  of  silver. 

(116)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary.  Between  John  Parruke,  querent,  and  John  Crulle  and 
Joan  his  wife,  deforciants,  of  one  messuage,  twenty  acres  of  land;  one 
acre  of  meadow  in  Whytchurche.  Plea  of  covenant  was  summoned. 
John  Crulle  and  Joan  acknowledged  the  tenements  to  be  the  right  of 
John  Parruke  and  rendered  them  to  him  at  the  Court.  To  have  and  to 
hold  to  John  Parruke  and  his  heirs  from  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  Moreover 
John  Crulle  and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that 
they  will  warrant  the  tenements  to  John  Parruke  and  his  heirs  against 
all  men  for  ever.  For  this  John  Parruke  gave  to  John  Crulle  and  Joan 
twenty  marks  of  silver. 
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(117)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  John  atte  Forde  and  Philip  Irysh,  querents, 
and  Geoffrey  Cokkyng  and  Agnes  his  wife,  deforciants,  of  the  manor  of 
Emondesham.  Plea  of  covenant  was  summoned.  Geoffrey  and  Agnes 
acknowledged  the  manor  to  be  the  right  of  Philip,  as  that  which  Philip 
and  John  have  by  their  gift,  and  remitted  and  quit-claimed  the  same  for 
themselves  and  the  heirs  of  Agnes  to  John  and  Philip  and  the  heirs  of 
Philip  for  ever.  For  this  John  and  Philip  gave  to  Geoffrey  and  Agnes 
one  hundred  marks  of  silver. 

(120)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  20  Richard 
II.  Between  John  Umfray,  clerk,  Henry  Willes,  clerk,  Hugh  Weston 
and  Robert  Lymberwe,  querents,  and  John  Glamvill  and  Christina  his 
wife  and  Thomas  Manston  and  Joan  his  wife,  deforciants,  of  the  manor 
of  Glamvileswotton  and  the  advowsons  of  the  church  of  the  said  manor 
and  of  the  chantry  at  the  altar  of  the  Blessed  Mary  in  the  church  afore 
said.  Plea  of  covenant  was  summoned.  John  Glamvill  and  Christina 
and  Thomas  and  Joan  acknowledged  the  manor  and  advowsons  to  be 
the  right  of  Henry,  as  those  which  the  said  Henry,  John  Umfray,  Hugh 
and  Robert  have  by  their  gift,  and  remitted  and  quit-claimed  the  same 
for  themselves  and  the  heirs  of  Joan  to  John  Umfray,  Henry,  Hugh 
and  Robert  and  the  heirs  of  Henry  for  ever.  Moreover  the  deforciants 
granted  for  themselves  and  the  heirs  of  Joan  that  they  will  warrant  the 
said  tenements  and  advowsons  to  John  Umfray,  Henry,  Hugh  and 
Robert  and  the  heirs  of  Henry  against  all  men  for  ever.  For  this  they 
gave  to  John  Glamvill  and  Christina  and  Thomas  and  Joan  one 
hundred  pounds  sterling. 

(127)  At  Westminster,  in  one  month  from  Easter  day,  19  Richard 
II.,  and  afterwards  in  the  octaves  of  St.  John  Baptist,  20  Richard 
II.  Between  Robert  Colyngborn,  chaplain,  querent,  and  Stephen 
Derby,  "  chivaler,"  and  Avicia  his  wife,  deforciants,  of  the  manors  of 
Knightstrete,  Totebere  and  Kentelesworth  and  thirteen  messuages, 
eighty-four  acres  of  land,  thirty  acres  of  meadow,  forty  acres  of  pasture, 
eighteen  shillings  of  rent  in  Marnhull,  Totebere,  Chepyngblaneford, 
Pymperne,  Notford,  Stoke  and  Hyde  and  the  advowson  of  the  church 
of  Totebere.  Plea  of  covenant  was  summoned.  Stephen  and  Avicia 
acknowledged  the  manors,  tenements  and  rent  and  advowson  to  be  the 
right  of  Robert.  Of  which  the  said  Robert  had  the  said  manors,  nine 
messuages,  four  acres  of  land,  two  acres  of  meadow  and  the  rent  and 
advowson  by  gift  of  Stephen  and  Avicia.  For  this  Robert  granted  to 
them  the  said  manors,  tenements  and  rent  and  advowson  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  Stephen  and 
Avicia  during  their  lives  from  the  chief  lords  of  that  fee  by  the  services* 
which  to  those  manors,  tenements  and  rent  and  advowson  belong. 


21  Richard  II  (1397). 


229 


Moreover  Robert  granted  for  himself  and  his  heirs  that  one  messuage 
of  the  said  tenements  in  the  vill  of  Chepyngblaneford  which  John  Toker 
held  for  term  of  life,  and  one  messuage  of  the  said  tenements  in  the 
said  vill  which  Henry  Culpek  held  for  term  of  life,  and  one  messuage 
of  the  said  tenements  in  the  said  vill  which  Thomas  Gogayn  held  for 
term  of  life,  and  also  that  one  messuage,  eighty  acres  of  land,  twenty- 
eight  acres  of  meadow  and  the  said  pasture  of  the  said  tenements  in  the 
said  vill  which  Avicia  Lovell  held  for  term  of  life  of  the  inheritance  of 
the  said  Robert  on  the  day  this  concord  was  made,  and  which  after  the 
deaths  of  the  said  life-holders  ought  to  revert  to  the  said  Robert  and  his 
heirs,  should  then  wholly  remain  to  Stephen  and  Avicia  his  wife.  To 
hold  together  with  the  said  manors,  tenements  and  rent  and  advowson 
which  remain  to  them  by  this  fine  during  their  lives  from  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  those  tenements.  After 
the  deaths  of  Stephen  and  Avicia  the  manors,  tenements,  rent  and  ad- 
vowson wholly  will  remain  to  Walter  their  son  and  the  heirs  of  his 
body,  to  hold,  as  aforesaid,  for  ever.  Should  Walter  die  without  heir 
of  his  body,  the  manors,  tenements,  rent  and  advowson  will  wholly 
remain  to  the  right  heirs  of  Avicia,  wife  of  Stephen.  To  hold,  as  afore- 
said, for  ever.  And  Robert  and  his  heirs  will  warrant  to  Stephen  and 
Avicia  during  their  lives,  and  to  Walter  and  his  heirs,  and  also  to  the 
right  heirs  of  Avicia  against  all  men  for  ever  the  said  manors,  tenements, 
rent  and  advowson. 

21  Richard  II.  (1397). 

(121)  At  Westminster,  in  the  octaves  of  St.  Michael,  20  Richard  II., 
and  afterwards  in  one  month  from  Easter  day,  21  Richard  II.  Between 
Ralph  Cokkyng  and  Joan  his  wife,  querents,  and  William  Wakefeld, 
deforciant,  of  the  manor  of  Bowekeresvveston  and  one  messuage,  one 
hundred  acres  of  land,  twenty  acres  of  meadow,  one  hundred  acres  of 
pasture,  twenty  acres  of  wood  in  Bowekeresweston  and  the  advowson  of 
the  church  of  Bowekeresweston.  Plea  of  covenant  was  summoned.  Ralph 
acknowledged  the  manor  and  tenements  and  advowson  to  be  the  right 
of  William.  For  this  William  granted  for  himself  and  his  heirs  that 
the  said  manor  and  tenements  and  advowson  which  John  Belyvale  and 
Katherine  his  wife  held  for  term  of  life  of  the  inheritance  of  the  afore- 
said William  on  the  day  this  concord  was  made,  and  which  after  their 
deaths  ought  to  revert  to  the  said  William  and  his  heirs,  should  then 
wholly  remain  to  Ralph  and  Joan.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  manor,  tenements  and  advowson 
belong  during  Joan's  life.  And  after  her  death  the  same  shall  wholly 
remain  to  John  Moigne,  "  chivaler,"  and  Elizabeth  his  daughter  and  the 
heirs  of  the  body  of  the  said  Elizabeth.  To  hold  of  the  chief  lords  of 
1  hat  fee  by  the  services  which  belong  to  the  said  manor,  tenements  and 
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advowson  for  ever.  Should  Elizabeth  die  without  heir  of  her  bodv, 
then  after  the  deaths  of  John  Moigne  and  Elizabeth  the  manor,  tene- 
ments and  advowson  wholly  will  remain  to  the  right  heirs  of  the  said 
John  Moigne.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  manor,  tenements  and  advowson  for  ever. 

(122)  At  Westminster,  in  the  octaves  of  St.  Michael.  Between 
John  Frampton  and  Margaret  his  wife,  querents,  and  John  Neuburgh 
and  John  Fauntleroy,  deforciants,  of  the  manors  of  Moreton  and  Boke- 
londe  Rypers  and  fourteen  messuages,  two  carucates  and  fourteen 
acres  of  land,  twenty-four  acres  of  meadow,  forty  acres  of  wood,  three 
hundred  acres  of  heath  in  Pudyll,  Turbervyll,  Nottyngton,  Suthtatton 
and  Wyntreborn  Martvn  and  the  advowsons  of  the  churches  of  Moreton 
and  Bokelonde  Rypers.  Plea  of  covenant  was  summoned.  John 
Frampton  and  Margaret  acknowledged  the  manors  and  tenements  and 
advowsons  to  be  the  right  of  John  Neuburgh,  as  those  which  the  said 
John  Neuburgh  and  John  Fauntleroy  have  by  their  gift.  For  this  John 
Neuburgh  and  John  Fauntleroy  granted  the  manors  and  tenements  and 
advowsons  to  John  Frampton  and  Margaret  and  rendered  them  to  them 
at  the  Court.  To  have  and  to  hold  to  them  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manors,  tenements  and  advowsons  belong  for  ever.  Should  John 
Frampton  and  Margaret  die  without  heir  of  their  bodies,  then  the  manors, 
tenements  and  advowsons  will  wholly  remain  to  the  right  heirs  of  John 
Frampton.    To  hold  as  aforesaid  for  ever. 

(123)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist,  and  afterwards  in  the  octaves  of  St.  Michael.  Between 
William  Gust,  querent,  and  John  Thresshere  of  Bemynstre  and  Emma 
his  wife  and  William  Chewe  and  Christina  his  wife,  deforciants,  of 
one  messuage,  forty  acres  of  land,  ten  acres  of  meadow,  thirty 
acres  of  pasture  in  Chedyngdon  which  William  Person  and  Edith  his 
wife  hold  for  term  of  the  life  of  Edith.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  to  be  the  right  of  William 
Gust,  and  granted  for  themselves  and  the  heirs  of  Emma  and  Christina 
that  the  tenements  which  William  Person  and  Edith  held  for  Edith's 
life  of  the  inheritance  of  Emma  and  Christina  in  the  said  vill  on  the 
day  this  concord  was  made,  and  which  after  Edith's  death  ought  to 
revert  to  them  (the  deforciants)  and  the  heirs  of  Emma  and  Christina, 
should  then  wholly  remain  to  William  Gust  and  his  heirs.  To  hold  ot 
the  chief  lords  of  that  fee  by  the  services  which  to  those  tenements 
belong  for  ever.  And  the  deforciants  and  the  heirs  of  Emma  and 
Christina  will  warrant  the  tenements,  as  is  aforesaid,  to  William  Gust 
and  his  heirs  against  all  men  for  ever.  For  this  William  Gust  gave  to 
the  deforciants  twenty  marks  of  silver. 
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(124)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary.  Between  John  Fauntleroy  and  Joan  his  wife,  querents, 
and  John  Fyloll,  deforciant,  of  the  manor  of  Langeton  Walsh  and  three 
messuages  in  Middelbere  and  the  advowson  of  the  chantry  of  Wylches- 
wod.  Plea  of  covenant  was  summoned.  John  Fyloll  acknowledged 
the  manor  and  messuages  and  advowson  to  be  the  right  of  Joan,  as  that 
which  John  Fauntleroye  and  Joan  have  by  his  gift.  For  this  they 
granted  to  the  said  John  Fyloll  the  said  manor,  messuages  and  advow- 
son and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold  to 
John  Fyloll  for  his  life  from  John  Fauntleroy  and  Joan  and  the  heirs  of 
Joan,  rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St. 
John  Baptist  for  all  service,  custom  and  exaction  to  John  Fauntlerov 
and  Joan  and  the  heirs  of  Joan  belonging,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  the  said  John  Fauntleroy  and  Joan  and  the 
heirs  of  Joan  all  other  services  which  to  the  said  manor,  messuages  and 
advowson  belong.  After  the  death  of  John  Fyloll  the  manor,  messuages 
and  advowson  wholly  will  remain  to  William  son  of  the  said  John 
Fyloll  and  Joan  his  wife  and  the  heirs  of  their  bodies.  [To  hold]  from 
the  said  John  Fauntleroy  and  Joan  and  the  heirs  of  Joan  by  the  said 
services  as  is  aforesaid  for  ever.  Should  William  and  Joan  die  without 
heir  of  their  bodies,  then  the  manor,  messuages  and  advowson  will 
wholly  revert  to  John  Fauntlerov  and  Joan  and  the  heirs  of  Joan,  quit  of 
the  heirs  of  John  Fyloll  and  also  of  the  other  heirs  of  William  and 
Joan.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  manor,  messuages  and  advowson  belong  for  ever. 

(125)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  20  Richard  II.,  and  afterwards  in  the  octaves  of  St. 
Martin,  21  Richard  II.  Between  John  Bryt  of  Maperton,  querent,  and 
Richard  Chideok  and  Joan  his  wife,  deforciants,  of  eight  messuages,  one 
toft,  three  hundred  and  fifty-seven  acres  of  land,  nineteen  acres  ol 
meadow  in  Lodres  Priour,  Nytherbery,  Athelyngton,  Nytherstertell  and 
Askerswell.  Plea  of  covenant  was  summoned.  Richard  and  Joan 
acknowledged  the  tenements  to  be  the  right  of  John,  and  granted  for 
themselves  and  the  heirs- of  Joan  that  one  messuage,  twenty-two  acres 
of  land,  three  acres  of  meadow  of  the  said  tenements  in  the  said  vill  of 
Xytherbery  which  John  Ellewell  and  Margaret  his  wife  hold  for  term  of 
life,  and  that  one  messuage,  ten  acres  of  land,  three  acres  of  meadow  of 
the  said  tenements  in  the  said  vill  which  Robert  Stampe  held  for  term 
of  life,  and  that  one  messuage,  twenty  acres  of  land  of  the  said  tenement 
in  the  said  vill  which  the  same  Robert  Stampe  and  John  Stampe  held 
tor  term  of  life,  and  that  one  messuage,  six  acres  of  land  of  the  said 
tenements  in  the  vill  of  Athelyngton  which  Adam  Brys  held  for  term  of 
'ite,  and  that  one  messuage,  eight  acres  of  land  of  the  said  tenements  in 
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the  said  vill  which  Richard  Robelet  and  Matilda  his  wife  held  for  term 
of  life,  and  that  one  messuage  of  the  said  tenements  in  the  said  vill 
which  Robert  Stone  and  Juliana  his  wife  held  for  term  of  life,  and  that 
one  messuage,  two  hundred  acres  of  land,  five  acres  of  meadow  of  the 
said  tenements  in  the  said  vill  of  Nytherstertell  which  Thomas  Shep- 
hirde  and  Joan  his  wife  held  for  term  of  life,  and  that  one  messuage, 
fifteen  acres  of  land,  three  acres  of  meadow  of  the  said  tenements  in  the 
said  vill  which  William  Baker  and  Margery  his  wife  held  for  term  of 
life,  and  that  the  aforesaid  toft,  twenty  acres  of  land,  two  acres  of 
•  meadow  of  the  said  tenements  in  the  said  vill  of  Askerswell  which 
Thomas  Stompe  and  Agnes  his  wife  held  for  term  of  life,  and  that 
twenty  acres  of  land,  one  acre  of  meadow  of  the  said  tenements  in  the 
said  vill  of  Lodres  Priour  which  John  Not  held  for  term  of  life,  and  that 
fifteen  acres  of  land,  one  acre  of  meadow  of  the  said  tenements  in  the 
said  vill  which  Roger  Bilseigh  held  for  term  of  life,  and  that  one  acre  of 
land,  one  acre  of  meadow  of  the  said  tenements  in  the  said  vill  of 
Nytherstertell  which  William  Cokessh  and  Constance  his  wife  and 
Richard  Chywe  and  Thomasia  his  wife  held  for  life,  and  also  that  twenty 
acres  of  land  of  the  said  tenements  in  the  said  vill  of  Nytherbery  which 
Thomas  Stikelane  held  for  term  of  life  by  lease  from  the  said  Richard 
Chideok  and  Joan  his  wife  on  the  day  this  concord  was  made,  and 
which  after  the  deaths  of  the  said  life-holders  ought  to  revert  to  the 
said  Richard  Chideok  and  Joan  and  the  heirs  of  Joan,  should  then  wholly 
remain  to  John  Bryt  and  his  heirs.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements  belong  for  ever.  And 
Richard  Chideok  and  Joan  and  the  heirs  of  Joan  will  warrant  the  tene- 
ments to  John  Bryt  and  his  heirs  as  is  aforesaid  against  all  men  for 
ever.  For  this  John  Bryt  gave  to  Richard  and  Joan  one  hundred 
pounds  sterling. 

(126)  At  Westminster,  in  one  month  from  Easter  day.  Between 
John  de  la  Bere,  querent,  and  Matthew  Gourney,  "  chivaler,"  and 
Philippa  his  wife,  deforciants,  of  twelve  librates  of  rent  in  Magna 
Kyngton.  Plea  of  covenant  was  summoned.  Matthew  and  Philippa 
acknowledged  the  rent  to  be  the  right  of  John,  and  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  Philippa  to  John  and 
his  heirs  for  ever.  For  this  John  gave  to  Matthew  and  Philippa  one 
hundred  pounds  sterling. 

22  Richard  II.  (1398). 

(118)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
22  Richard  II.  Between  Andrew  Forsteresheigh,  querent,  and  Richard 
Lynde  and  Christina  his  wife,  deforciants,  of  two  messuages,  one  caru- 
cate  and  forty  acres  of  land,  twenty-four  acres  of  meadow,  ten  acres  ol 


23  Richard  II  (1399). 


wood,  one  penny  rent  in  Forsteresheigh,  Hermenesheigh  and  La  Rode. 
Plea  of  covenant  was  summoned.  Richard  and  Christina  acknowledged 
the  tenements  to  be  the  right  of  Andrew,  and  remitted  and  quit-claimed 
them  for  themselves  and  the  heirs  of  Christina  to  Andrew  and  his  heirs 
for  ever.  For  this  Andrew  gave  to  Richard  and  Christina  twenty  pounds 
sterling. 

(119)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between 
Richard  Clopton  and  Christina  his  wife,  querents,  and  William  Ekerdon, 
clerk,  and  Richard  Penne,  deforciants,  of  the  manor  of  Childeheye. 
Plea  of  covenant  was  summoned.  Richard  Clopton  and  Christina  ac- 
knowledged the  manor  to  be  the  right  of  William,  as  that  which  William 
and  Richard  Penne  have  by  their  gift.  For  this  William  and  Richard 
Penne  granted  to  Richard  Clopton  and  Christina  the  said  manor  and 
rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to 
Richard  Clopton  and  Christina  and  the  heirs  of  their  bodies  from  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  manor 
for  ever.  Should  Richard  Clopton  and  Christina  die  without  heir  of 
their  bodies,  the  manor  will  wholly  remain  to  the  right  heirs  of  Christina. 
To  hold  from  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
that  manor  for  ever. 

(128)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
Nicholas  Thormond  and  Agnes  his  wife,  querents,  and  John  Howys  and 
Elizabeth  his  wife  and  Richard  Milborn  and  Mary  his  wife,  deforciants, 
of  four  messuages,  one  toft,  two  shambles  and  twelve  acres  of  land  in 
Warham.  Plea  of  covenant  was  summoned.  John  and  Elizabeth  and 
Richard  and  Mary  acknowledged  the  said  tenements  to  be  the  right  of 
Nicholas,  as  those  which  he  and  Agnes  had  by  their  gift,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Elizabeth 
and  Mary  to  Nicholas  and  Agnes  and  the  heirs  of  Nicholas  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Elizabeth  and 
Mary  that  they  will  warrant  the  tenements  to  Nicholas  and  Agnes  and 
the  heirs  of  Nicholas  against  all  men  for  ever.  For  this  Nicholas 
and  Agnes  gave  to  John  and  Elizabeth  and  Richard  and  Mary  twenty 
pounds  sterling. 

23  Richard  II.  (1399). 

(129)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  23  Richard 
II.  Between  Richard  Stone  and  Joan  his  wife,  querents,  and  Roger 
Maydenhithe  and  Robert  Veel,  deforciants,  of  one  messuage,  one  mill, 
two  carucates  of  land,  four  acres  of  meadow,  one  hundred  acres  of  wood, 
two  hundred  acres  of  pasture,  forty  shillings  rent  in  Tarente  Goundevyle. 
Plea  of  covenant  was  summoned.  Richard  and  Joan  acknowledged  the 
tenements  to  be  the  right  of  Robert,  as  those  which  he  and  Roger  have 
by  their  gift.    For  this  Roger  and  Robert  granted  to  Richard  and  Joan 
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the  said  tenements  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  Richard  and  Joan  and  the  heirs  of  their  bodies  from  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong 
for  ever.  Should  Richard  and  Joan  die  without  heir  of  their  bodies, 
then  the  tenements  wholly  will  remain  to  Edward  Stone.  To  hold  from 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  those  tene- 
ments during  his  life.  After  the  death  of  Edward  the  tenements  wholly 
will  remain  to  the  right  heirs  of  Joan.  To  hold  from  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  those  tenements  for  ever. 


DIVERS  COUNTIES. 


I  Henry  IV.  (1399). 

DORSET,  SOMERSET,  OXFORD. 

(4)  At  Westminster,  in  the  morrow  of  St.  Martin,  and  afterwards  in 
the  octaves  of  St.  Hilary,  1  Henry  IV.  Between  William  Anger,  chap- 
Iain,  querent,  and  Humphrey  de  Stafford,  "  chivaler,"  junior,  and  Eliza- 
beth his  wife,  deforciants,  of  a  moiety  of  the  manors  of  Houke,  Stapelford, 
Overkentecomb,  Netherkentecomb,  Yerd,  Fromesfoughchurch,  West- 
chikerell,  Charleton,  Badecomb,  Wydehouk,  Gorewill,  Sturmynstre  Mar- 
shall, Magna  Crouford,  Middelstrete  and  Speghtesbury,  and  a  moiety 
of  four  messuages,  five  carucates,  forty  acres  of  land,  thirty-six  acres  of 
meadow,  six  acres  of  wood,  five  marks  of  rent  in  Northporton,  South- 
porton,  Maydennyweton,  Loscomb,  Wynterborn  Clencheston  and 
Wynterborn  Martyn,  and  a  moiety  of  the  advowson  of  the  churches  of 
the  said  manors  of  Houke,  W7estchikerell  and  Badecomb  in  co.  Dorset ; 
and  a  moiety  of  the  manor  of  Kyngeston  and  moiety  of  one  mes- 
suage, one  carucate  of  land,  five  acres  of  meadow,  two  marks  of  rent 
in  Haibrok  and  Sampford  in  co.  Somerset ;  and  a  moiety  of  the  manor 
of  Crowell  and  a  moiety  of  the  church  of  the  said  manor  in  co.  Oxford. 
Plea  of  covenant  was  summoned.  Humphrey  and  Elizabeth  acknow- 
ledged the  said  moieties  of  the  manors  and  tenements  and  advowsons 
to  be  the  right  of  William.  For  this  William  granted  for  himself  and 
his  heirs  that  the  said  moieties  which  Humphrey  de  Stafford,  senior, 
and  Elizabeth  his  wife  held  for  term  of  Elizabeth's  life  of  the  in- 
heritance of  the  said  William  on  the  day  this  concord  was  made, 
and  which  after  the  death  of  the  said  Elizabeth  ought  to  revert  to  the 
said  William  and  his  heirs,  should  then  wholly  remain  to  Humphrey  de 
Stafford,  junior,  and  Elizabeth  his  wife  and  the  heirs  of  their  bodies.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  moieties  for  ever.  Should  Humphrey  de  Stafford,  junior,  and 
Elizabeth  his  wife  die  without  heir  of  their  bodies,  then  the  said  moieties 
will  wholly  remain  to  the  right  heirs  of  Elizabeth,  wife  of  Humphrey 
de  Stafford,  junior.    To  hold  as  aforesaid  for  ever. 

(235) 


236 


Dorset  Fines. 


3  Henry  IV.  (1401). 

DORSET,  SOMERSET,  OXFORD. 

(40)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  John  Dynham,  knight,  and  Matilda  his  wife  and  Humphrey 
Stafford,  "chivaler,"  senior,  querents,  and  William  Ekerdon,  clerk,  de- 
forciant of  a  moiety  of  the  manors  of  Houke,  Stapelford,  Overkente- 
combe,  Nytherkentecombe,  Yerde,  Fromesfoughchurch,  Westchikerell, 
Charleton,  Badecombe,  Wydyok,  Gorewell,  Middelstrete,  Speghtesbury, 
Magna  Crouford  and  Sturmynstre  Marchall,  and  a  moiety  of  four  mes- 
suages, five  carucates,  forty  acres  of  land,  thirty-six  acres  of  meadow, 
six  acres  of  wood,  five  marks  rent  in  Northpourton,  Southpourton, 
Maydenneweton,  Loscombe,  Wynterborne  Clencheston  and  Wynter- 
borne  Martyn,  and  a  moiety  of  the  advowsons  of  the  churches  of  the 
said  manors  of  Houke,  Westchikerell  and  Badecombe  in  co.  Dor- 
set ;  and  a  moiety  of  the  manor  of  Kyngesdon  and  a  moiety  of  one 
messuage,  one  carucate  of  land,  five  acres  of  meadow,  two  marks  rent 
in  Haybrouk  and  Sampford  in  co.  Somerset ;  and  a  moiety  of  the 
manor  of  Crowell  and  a  moiety  of  the  advowson  of  the  church  of 
the  said  manor  in  co.  Oxford ;  which  Humphrey  Stafford  of  Houke, 
"chivaler,"  and  Elizabeth  his  wife  hold  for  term  of  Elizabeth's  life. 
Plea  of  covenant  was  summoned.  John  and  Matilda  acknowledged  the 
moieties  of  the  manors  and  tenements  and  advowsons  to  be  the  right  of 
William.  For  this  William  granted  for  himself  and  his  heirs  that  the 
said  moieties  which  the  said  Humphrey  Stafford  of  Houke,  "chivaler," 
and  Elizabeth  held  for  term  of  Elizabeth's  life  of  the  inheritance  of  the 
said  William  on  the  day  this  concord  was  made,  and  which  after  Eliza- 
beth's death  ought  to  revert  to  the  said  William  and  his  heirs,  that  then 
[sic]  the  aforesaid  moieties  of  the  said  manors  of  Houke,  Stapelford,  Ovei  - 
kentecombe,  Yerde,  two  messuages,  two  carucates  of  land,  of  the  afore- 
said tenements  in  the  aforesaid  vills  of  Northpourton  and  Southpourton, 
and  the  aforesaid  moiety  of  the  advowson  of  the  church  of  the  said 
manor  of  Houke,  wholly  shall  remain  to  the  aforesaid  Humphrey  Staf- 
ford, "chivaler,"  senior.  To  have  and  to  hold,  namely:  the  said 
moiety  of  the  manor  of  Houke  and  the  said  moiety  of  the  advowson  of 
the  church  of  that  manor  from  the  King  and  his  heirs,  and  the  said 
moieties  of  the  said  manors  of  Stapelford,  Overkentecombe,  Yerde,  two 
messuages,  two  carucates  of/  land,  from  the  chief  lords  of  that  fee- 
by  the  services  therein  due  and  customary  during  the  life  of  the  said 
Humphrey.  And  after  his  death  the  said  moieties  of  the  said  manors 
and  tenements  and  the  said  moiety  of  the  advowson  and  also  the  said 
moieties  of  the  said  manors  of  Nytherkentecombe,  Fromesfoughchurch, 
Westchikerell,    Charleton,    Badecombe,  Wydyok,  Gorewell,  Middcl- 
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strete,  Speghtesbury,  Magna  Crouford  and  Sturmynstre  Marchall, 
Kyngesdon  and  Crovvell,  three  messuages,  four  carucates,  forty  acres 
of  land,  forty-one  acres  of  meadow,  six  acres  of  wood,  seven  marks 
of  rent,  and  the  said  moieties  of  the  advowsons  of  the  churches 
of  Westchikerell,  Badecombe  and  Crowell  after  the  death  of  Elizabeth 
wholly  shall  remain  to  the  said  John  and  Matilda  and  the  heirs  of  their 
bodies.  To  hold,  namely  :  the  said  moiety  of  the  manor  of  Houke  and 
the  said  moiety  of  the  advowson  of  the  church  of  that  manor  from  the 
King  and  his  heirs,  and  the  said  moieties  of  the  said  manors  of  Stapel- 
ford,  Overkentecombe,  Nytherkentecombe,  Yerde,  Fromefoughchurch, 
Westchikerell,  Charleton,  Badecombe,  Wydyok,  Gorewell,  Middel- 
strete,  Speghtesbury,  Magna  Crouford  and  Sturmynstre  Marchall, 
Kyngesdon  and  Crowell  and  tenements  from  the  chief  lords  of  that  fee 
by  the  services  therein  due  and  customary  for  ever.  Should  John  and 
Matilda  die  without  heir  of  their  bodies,  then  the  moieties  of  the  said 
manors  and  tenements  and  advowsons  will  remain  to  the  heirs  of  the 
body  of  Matilda.  To  hold,  namely :  the  said  moiety  of  the  manor  of 
Houke  and  the  said  moiety  of  the  advowson  of  the  church  of  that  manor 
from  the  King  and  his  heirs,  and  the  said  moieties  of  the  said  manors 
of  Stapelford,  Overkentecombe,  Nytherkentecombe,  Yerde,  Fromefough- 
church, Westchikerell,  Charleton,  Badecombe,  Wydyok,  Gorewell, 
Middelstrete,  Speghtesbury,  Magna  Crouford,  'Sturmynstre  Marchall, 
Kyngesdon  and  Crovvell  and  tenements  and  the  said  moieties  of  the 
advowsons  of  the  churches  ofrthe  manors  of  Westchikerell,  Badecombe 
and  Crowell  from  the  chief  lords  of  that  fee  by  the  services  aforesaid  for 
ever.  Should  Matilda  die  without  heir  of  her  body,  then  the  said 
moieties  of  the  said  manors,  tenements  and  advowsons  shall  remain  to 
Humphrey  Stafford,  junior,  "  chivaler,"  and  Elizabeth  his  wife  and  the 
heirs  of  their  bodies.  To  hold,  namely:  as  last  stated  above  for  ever. 
Should  Humphrey  Stafford,  junior,  and  Elizabeth  die  without  heir  of 
their  bodies,  then  the  said  manors,  tenements  and  advowsons  shall 
remain  to  the  heirs  of  the  body  of  the  said  Elizabeth.  To  hold,  namely  : 
as  last  stated  above,  for  ever.  Should  the  said  Elizabeth  die  without 
heir  of  her  body,  then  the  moieties  of  the  said  manors,  tenements^and 
advowsons  will  remain  to  the  right  heirs  of  the  said  Humphrey  Staf- 
ford, "  chivaler,"  senior,  To  hold,  namely  :  as  last  above  stated,  for  ever. 
This  concord  was  made  by  precept  of  the  King  as  regards  the  said 
moiety  of  the  manor  of  Houke  and  moiety  of  the  advowson  of  the 
church  of  that  manor. 
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5  Henry  IV.  (1403). 

MIDDLESEX,     DEVON,     SOMERSET,      DORSET,  KENT, 
GLOUCESTER  AND  BUCKINGHAM. 

(70)  At  Westminster,  in  the  octaves  of  St.  Michael,  4  Henry  IV., 
and  afterwards  in  fifteen  days  from  the  day  of  St.  Michael,  5  Henry  IV. 
Between  Reginald  de  Grey  of  Ruthin,  John  Hervy,  John  Brent,  John 
Merland,  Thomas  Bolour  of  the  county  of  Hertford,  William  Oterhamp- 
ton,  parson  of  the  church  of  Silferton,  John  Judde,  parson  of  the  church 
of  All  Saints  of  Wyrcestre,  John  Strecch,  John  Manyngford,  Matthew 
Cokere  and  John  Sparwe,  querents,  and  Matthew  Gournay,  knight,  and 
Philippa  his  wife,  deforciants,  of  the  manor  of  Sheperton  and  advowson 
of  the  church  of  that  manor  in  co.  Middlesex ;  and  a  moiety  of  the 
manor  of  Silferton  and  advowson  of  the  church  of  that  manor  in  co. 
Devon  ;  and  of  the  manors  of  Stoke  Underhamedon,  Corymalet,  Ingles- 
combe,  Welweton,  Telisford,  Laverton,  Harpetre,  Farenton,  Stratton, 
Uppefosse,  Milton  Fauconberge,  Ryme  and  Langton  Heryng;  and  a 
moiety  of  the  manor  of  Shepton  Malet  and  the  advowsons  of  the  churches 
of  Corymalet,  Telisford,  Stratton,  Uppefosse  and  Shepton  Malet  and 
the  free  chapel  of  Stoke  Underhamedon  in  co.  Somerset ;  and  the  manors 
of  Rym,  Langton  Heryng  and  eight  messuages,  four  carucates  of  land 
and  twenty  acres  of  meadow  in  Hamme  Mown,  Sturmynstre,  Northalle 
and  Babelake  and  the  advowsons  of  the  churches  of  Rym  and  Magna 
Kyngton  in  co.  Dorset ;  and  a  moiety  of  the  manor  of  Sellynges  in  co. 
Kent;  and  a  moiety  of  the  manor  of  Magoz  in  the  lordship  of  Chipstowe 
in  Wall  in  co.  Gloucester ;  and  the  manor  of  Maydencote  in  co.  Buck- 
ingham. Plea  of  covenant  was  summoned.  Matthew  Gournay  and 
Philippa  acknowledged  the  manors,  tenements  and  moieties  and  ad- 
vowsons to  be  the  right  of  William  Oterhampton,  as  those  which  the 
said  William  and  the  other  querents  have  by  their  gift,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Matthew  to 
the  querents  and  the  heirs  of  William  Oterhampton  for  ever.  More- 
over Matthew  Gournay  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  said  premises  to  the  querents  and  the  heirs  of  William 
Oterhampton  against  all  men  for  ever.  For  this  the  querents  gave  to 
Matthew  Gournay  and  Philippa  five  hundred  marks  of  silver. 

6  Henry  IV.  (1404). 

SOUTHAMPTON,  DORSET. 

(78)  At  Westminster,  on  the  morrow  of  Souls,  6  Henry  IV.  Be- 
tween Thomas  Bedul,  parson  of  the  church  of  Kyngeston  Baggepus,  and 
William  Bladyngton,  parson  of  the  church  of  Fyfyde  in  co.  Berks, 
querents,  and  John  Golofre  and  Nichola  his  wife,  deforciants,  of  the 
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manor  of  Sutton  Scoteney  in  co.  Southampton ;  and  the  manor  of 
Westchelbergh  and  advowson  of  the  church  of  Westchelbergh  in  co. 
Dorset.  Plea  of  covenant  was  summoned.  John  and  Nichola  ac- 
knowledged the  manor  of  Sutton  Scoteney  to  be  the  right  of  Thomas 
and  William,  and  the  manor  of  Westchelbergh  and  advowson  to  be 
the  right  of  Thomas,  as  those  which  Thomas  and  William  have 
by  their  gift.  To  have  and  to  hold,  to  wit :  the  manor  of  Sutton 
Scoteney  to  Thomas  and  WTilliam  and  their  heirs  from  the  King 
and  his  heirs,  and  the  manor  of  Westchelbergh  and  advowson  afore- 
said to  Thomas  and  William  and  the  heirs  of  Thomas  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  manors  and  advowson 
belong  for  ever.  And  John  and  Nichola  and  the  heirs  of  Nichola  will 
warrant  to  Thomas  and  William  and  their  heirs  the  manor  of  Sutton 
Scoteney  and  to  Thomas  and  William  and  the  heirs  of  Thomas  the 
manor  of  Westchelbergh  and  advowson  aforesaid  against  all  men  for 
ever.  For  this  Thomas  and  William  gave  to  John  and  Nichola  two 
hundred  marks  of  silver.  This  concord  was  made  as  regards  the  manor 
of  Sutton  Scoteney  by  precept  of  the  King. 

8  Henry  IV.  (1406). 

WILTS,  DORSET. 

(no)  At  Westminster,  on  the  morrow  of  St.  Martin,  8  Henry  IV. 
Between  John  Savage  and  Alianora  his  wife,  querents,  and  Richard 
Gouytz,  John  Fauntleroy  and  John  Mourton,  deforciants,  of  the  manor 
of  Tollard  and  advowson  of  the  church  of  the  same  vill  in  co.  Wilts; 
and  the  manor  of  Longkurchell  and  thirteen  messuages,  two  carucates 
of  land,  thirteen  acres  of  pasture,  two  hundred  acres  of  wood,  thirteen 
shillings  and  fourpence  rent  and  a  rent  of  one  pound  of  pepper  in  Fern- 
ham,  Tarente  Goundevill,  Upwymborn,  Wynterborn  Maureward  and 
Warham  and  the  advowson  of  the  church  of  Longkurchell  in  co.  Dorset. 
Plea  of  covenant  was  summoned.  John  Savage  acknowledged  the 
manors,  tenements  and  rents  and  advowsons  to  be  the  right  of  John 
Mourton.  Of  which  the  said  John,  Richard  and  John  Fauntleroy  have  the 
said  manors,  tenements  and  advowsons  by  gift  of  John  Savage.  For 
this  the  deforciants  granted  to  John  Savage  and  Alianora  the  said 
manors,  tenements  and  rents  and  advowsons  together  with  the  homages 
and  services  of  Thomas  Maureward,  knight,  John  Salage  [sic]  and  Elena 

his  wife,  Richard   untere,  WTalter  and  Alice  his  wife,  John  Brut 

and  Walter  Byele  and  their  heirs  in  respect  of  all  the  tenements  which 
they  before  held  from  Richard  Gouytz,  John  Fauntleroy  and  John 
Mourton  in  the  said  vills,  and  rendered  the  said  manors  and  tenements 
and  advowsons  to  John  Savage  and  Alianora  at  the  Court.  To  have 
and  to  hold  to  John  Savage  and  Alianora  and  the  heirs  of  their  bodies 


240  Dorset  Fines. 

from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manors, 
tenements,  rents  and  advowsons  belong  for  ever.  Should  John  Savage 
and  Alianora  die  without  heir  of  their  bodies,  then  the  manors,  tenements, 
rents  and  advowsons  wholly  will  remain  to  the  right  heirs  of  the  said 
John  Savage.  To  hold  from  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manors,  tenements,  rents  and  advowsons  belong  for 
ever.  And  Richard  and  his  heirs  will  warrant  the  same  to  John  Savage 
and  Alianora  and  their  heirs,  and  also  to  the  right  heirs  of  John  Savage, 
should  John  Savage  and  Alianora  die  without  heirs  of  their  bodies, 
against  all  men  for  ever. 

10  Henry  IV.  (1408). 

MIDDLESEX,  SOMERSET,  DORSET,  KENT,  BERKS, 
GLOUCESTER. 

(133)  At  Westminster,  on  the  morrow  of  St.  Martin,  10  Henry  IV. 
Between  John  Uppeford,  clerk,  John  Boteller,  Richard  Maydeston, 
Giles  Harleston  and  Roger  Hunt,  querents,  and  William  Oterhampton, 
parson  of  the  church  of  Silferton,  deforciant,  of  the  manor  of  Sheper- 
ton  and  advowson  of  the  church  of  that  manor  in  co.  Middlesex ;  and 
the  manors  of  Corymalet,  Inglescombe,  Norton,  Welweton,  Telisford, 
Laverton,  Harpetre,  Farenton,  Stratton,  Uppefosse,  Milton  Faucon- 
berge  and  Stoke  Underhampdon,  except  two  messuages,  forty  acres  of 
land,  four  acres  of  meadow  in  the  said  manor  of  Stoke  Underhampdon 
and  one  messuage,  one  carucate  of  land,  forty  acres  of  meadow  in 
Northalle  and  a  moiety  of  the  manor  of  Shepton  Malet  and  the  advow- 
sons of  the  churches  of  the  said  manors  of  Corymalet,  Telisford,  Stratton, 
Uppefosse  and  Shepton  Malet  and  the  free  chapel  of  the  said  manor  ot 
Stoke  Underhampdon  in  co.  Somerset ;  and  the  manors  of  Ryme  and 
Langton  Heryng  and  eight  messuages,  four  carucates  of  land,  sixty 
acres  of  meadow  in  Hammemowne,  Sturmynstre,  Northolt  and  Babbe- 
lake  and  the  advowsons  of  the  churches  of  the  said  manor  of  Ryme  and 
of  Magna  Kyngton  in  co.  Dorset ;  and  a  moiety  of  the  manor  ot 
Sellynges  in  co.  Kent ;  and  the  manor  of  Maydencote  in  co.  Berks ;  and 
a  moiety  of  the  manor  of  Magor  in  co.  Gloucester.  Plea  of  covenant 
was  summoned.  William  acknowledged  the  manors,  tenements  and 
moieties  and  advowsons,  as  is  aforesaid,  to  be  the  right  of  John  Uppe- 
ford. And  granted  for  himself  and  his  heirs  that  the  said  manors, 
tenements  and  moieties  and  advowsons,  as  is  aforesaid,  which  John 
Tiptot,  "  chivaler,"  and  Philippa  his  wife  held  for  term  of  Philippa's  life 
of  the  inheritance  of  the  said  William  in  the  said  vills  on  the  day  this 
concord  was  made,  and  which  after  Philippa's  death  ought  to  revert  to 
William  and  his  heirs,  should  then  wholly  remain  to  John  Uppeford, 
John  Boteller,  Richard,  Giles  and  Roger  and  the  heirs  of  John  Uppe* 
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ford.  To  hold  from  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  manors,  tenements  and  moieties  and  advowsons,  as 
is  aforesaid,  for  ever.  And  William  and  his  heirs  will  warrant  the 
same  to  the  said  querents  and  the  heirs  of  John  Uppeford,  against  all 
men  for  ever.  For  this  the  querents  gave  to  the  said  William  five 
thousand  marks  of  silver. 

SOUTHAMPTON,  DORSET. 

(135)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary,  10  Henry  IV.  Between  John  Wodecok, 
John  Preston,  John  Martyn,  Thomas  Mille,  Robert  Whytyngton  and 
William  Cassy,  querents,  and  John  son  of  John  Philippot  knight,  de- 
forciant, of  the  manor  of  Penyton  and  two  messuages,  three  carucates  of 
land,  twelve  acres  of  meadow  in  Estebbeford  and  Penyton  juxta 
Lymyngton  in  co.  Southampton  ;  and  five  messuages,  four  carucates, 
forty  acres  of  land,  three  acres  of  meadow,  one  hundred  and  forty  acres 
of  pasture  in  Loueton,  Tarent  Villers,  Tarent  Preston,  Tarent  Risshe- 
ton  and  Tarent  Goundevill  and  a  moiety  of  the  manor  of  Tarent  Villers 
in  co.  Dorset  which  Thomas  Sender  and  Margaret  his  wife  hold  for 
term  of  Margaret's  life.  Plea  of  covenant  was  summoned.  John  son 
of  John  acknowledged  the  manor,  tenements  and  moiety  to  be  the  right 
of  William,  and  granted  for  himself  and  his  heirs  that  the  said  manor, 
tenements  and  moiety  which  the  said  Thomas  Sender  and  Margaret 
held  for  Margaret's  life  of  the  inheritance  of  the  said  John  son  of  John 
in  the  said  vills  on  the  day  this  concord  was  made,  and  which  after 
Margaret's  death  ought  to  revert  to  John  son  of  John,  should  then  wholly 
remain  to  John  Wodecok,  John  Preston,  John  Martyn,  Thomas,  Robert 
and  William  and  the  heirs  of  William.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  manor,  tenements  and  moiety 
belong  forever.  And  John  son  of  John  and  his  heirs  will  warrant  to 
them  the  said  premises,  as  is  aforesaid,  against  all  men  for  ever.  For 
this  they  gave  to  John  son  of  John  two  hundred  marks  of  silver. 

WILTS,  DORSET,  SOUTHAMPTON. 

(138)  At  Westminster,  in  fifteen  days  from  Easter  day,  10  Henry  IV. 
Between  Thomas  Faryngdon  and  Nicholas  atte  Gate,  querents,  and 
Robert  Craford  and  Joan  his  wife,  deforciants,  of  the  manor  of  Norman- 
ton  and  three  messuages,  two  virgates,  sixty-three  acres  of  land,  six 
acres  of  meadow  in  Westhambury  and  Lake  in  co.  Wilts  \  and  six 
messuages,  fifty-eight  acres  of  land,  seven  acres  of  meadow,  ten  shillings 
and  twopence  rent  and  a  moiety  of  one  acre  of  wood  in  Mapoudre, 
Puddle  Turberville,  Asshelee,  Kyngesbvre  and  Wymborne  Mynstre  in 
co.  Dorset ;  and  twenty  shillings  rent  in  Southampton  and  one-third  part 
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of  the  manor  of  Preston  Vavasour  and  twenty-one  shillings  rent  in 
Southsandeham,  Sutton  and  Bryghtyston  in  the  Isle  of  Wight  in  co. 
Southampton.  Plea  of  covenant  was  summoned.  Robert  and  Joan 
acknowledged  the  said  manor,  tenements,  rents,  moiety  and  one-third 
part  to  be  the  right  of  Thomas.  Of  which  the  said  Thomas  and 
Nicholas  have  the  said  manor,  five  messuages,  seventy-nine  acres  of 
land,  six  acres  of  meadow,  the  rents,  the  moiety,  one-fourth  part  of  the 
third  part  of  the  said  manor  of  Preston  and  one-third  part  of  twenty-one 
shillings  rent  by  gift  from  Robert  and  Joan.  For  this  Thomas  and 
Nicholas  granted  the  manor,  one  messuage,  sixty-three  acres  of  land, 
three  acres  of  meadow  of  the  aforesaid  tenements  in  the  vill  of  West- 
hambury  to  Robert  and  Joan,  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  the  said  Robert  and  Joan  and  the  heirs  of  Joan 
from  the  chief  lords  of  that  fee  by  the  services  which  to  that  manor  and 
tenements  belong  for  ever. 

SOUTHAMPTON,  DORSET. 

(145)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  the  octaves  of  Holy  Trinity,  10  Henry  IV.  Between 
John  Bover  of  Wymborne  Mynstre,  querent,  and  John  Auchefton  and 
Alice  his  wife  and  John  Wormele,  deforciants,  of  four  messuages,  three 
tofts,  thirty  acres  of  land,  eight  acres  of  meadow  in  Crischirche  Twyn- 
ham  and  Avene  in  co.  Southampton  ;  and  nine  messuages,  twenty-eight 
.acres  of  land,  three  acres  of  meadow,  one  acre  of  wood  in  Wymborne 
Mynstre  and  Nywenham  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
John  Auchefton  and  Alice  and  John  Wormele  acknowledged  the  tene- 
ments to  be  the  right  of  John  Bover.  Of  which  the  said  John  has  six 
messuages,  the  tofts,  thirty-two  acres  of  land,  eight  acres  of  meadow  by 
gift  from  them,  and  remitted  and  quit-claimed  the  same  for  themselves  and 
the  heirs  of  Alice  to  John  Bover  and  his  heirs  for  ever.  Moreover  the  de- 
forciants granted  for  themselves  and  the  heirs  of  Alice  that  seven  mes- 
suages, twenty-six  acres  of  land,  three  acres  of  meadow  and  the  said 
wood  of  the  said  tenements  which  Margery  Bodon  held  in  dower  of  the 
inheritance  of  the  said  Alice  in  the  said  vills  on  the  day  this  concord 
was  made,  and  which  after  the  death  of  Margery  ought  to  revert  to 
John  Auchefton  and  Alice  and  John  Wormele  and  the  heirs  of  Alice, 
should  then  wholly  remain  to  the  said  John  Bover  and  his  heirs.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  those  tene- 
ments belong  for  ever.  And  John  Auchefton  and  Alice  and  John 
Wormele  and  the  heirs  of  Alice  will  warrant  the  said  tenements,  as  is 
aforesaid,  to  John  Bover  and  his  heirs  against  all  men  for  ever.  For 
this  John  Bover  gave  to  John  Auchefton  and  Alice  and  John  Wormele 
one  hundred  marks  of  silver. 
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11  Henry  IV.  (1409). 

SUSSEX,  LEICESTER,  DORSET,  KENT. 

(154)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinty,  11 
Henry  IV.  Between  Richard  Stynecle  and  Elizabeth  his  wife,  querents, 
and  John  Stynecle,  clerk,  deforciant,  of  the  manor  of  Merssheton  and 
advowson  of  the  church  of  that  manor  in  co.  Sussex;  and  the  manor  of 
Magna  Glen  in  co.  Leicester  ;  and  six  messuages,  two  carucates  of  land, 
ten  acres  of  meadow  in  Maperton  and  Stourmynstre  Marchall  and  a 
moiety  of  the  manor  of  Maperton  and  one-seventh  part  of  the  hundred 
of  Hundredesburgh  and  one-eighth  part  of  the  hundred  of  Lusburgh  in 
co.  Dorset ;  and  one-fourth  part  of  the  manor  of  Sonyng  in  co.  Kent. 
Plea  of  covenant  was  summoned.  Richard  and  Elizabeth  acknowledged 
all  the  premises  to  be  the  right  of  John  as  by  their  gift.  For  this  John 
granted  them  to  Richard  and  Elizabeth  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  Richard  and  Elizabeth  and  the  heirs 
of  their  bodies  from  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  premises  for  ever.  Should  Richard  and  Elizabeth 
die  without  heir  of  their  bodies,  then  the  said  premises  wholly  will 
remain  to  the  right  heirs  of  the  said  Elizabeth.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  premises  belong  for 
ever.  And  John  and  his  heirs  will  warrant  the  said  premises  to  Richard 
and  Elizabeth  and  their  heirs  and  also  to  the  right  heirs  of  Elizabeth, 
if  she  and  Richard  die  without  heirs  of  their  bodies,  against  all  men  for 
ever. 

13  Henry  IV.  (1411). 

DORSET,  SOMERSET. 

(167)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
13  Henry  IV.  Between  Richard  Dunsterre,  chaplain,  Peter  Bysshope, 
chaplain,  John  Page,  chaplain,  and  Robert  Loueryng,  chaplain,  querents, 
and  Rolland  Rake  and  Margery  his  wife,  deforciants,  of  one  messuage, 
thirty-three  acres  of  land,  six  acres  of  meadow,  two  acres  of  pasture  in 
Symondesburgh  and  Athelyngton  in  co.  Dorset ;  and  one  messuage, 
nine  acres  of  land  in  Estoket  in  co.  Somerset.  Plea  of  covenant  was 
summoned.  Rolland  and  Margery  acknowledged  the  tenements  to  be 
the  right  of  Richard,  and  granted  for  themselves  and  the  heirs  of 
Margery  that  one  messuage,  three  acres  of  land  of  the  said  tenements 
in  the  vill  of  Athelyngton  which  Nicholas  Cotiller  and  Matilda  his  wife 
and  Ricarda  daughter  of  Matilda  held  for  term  of  life;  and  that  thirty 
acres  of  land  and  two  acres  of  meadow  of  the  said  tenements  in  the  vill 
of  Symondesburgh  which  Andrew  Forsey  and  Florence  his  wife  held  for 
term  of  life  ;  and  that  four  acres  of  meadow,  two  acres  of  pasture  of  the 
said  tenements  in  the  said  vill  which  John  Not  held  for  term  of  life ; 
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and  that  one  messuage,  nine  acres  of  land  of  the  said  tenements  in  the 
vill  of  Estoket  which  John  Benne  and  Isabella  his  wife  held  for  term  of 
life,  and  which  after  the  deaths  of  the  said  life-holders  ought  to  revert  to 
the  said  Rolland  and  Margery  and  the  heirs  of  Margery,  should  then 
wholly  remain  to  the  said  Richard  and  Peter,  John  Page  and  Robert 
and  the  heirs  of  Richard.  To  hold  from  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  For  this 
Richard,  Peter,  John  Page  and  Robert  gave  to  Rolland  and  Margery  one 
hundred  marks  of  silver. 

i 

WILTS,  DORSET. 

(169)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  12  Henry  IV.,  and  afterwards  in  the  octaves  of  St. 
Hilary,  13  Henry  IV.  Between  John  Haukeford,  John  Dabernoun  and 
John  Boure,  vicar  of  the  church  of  Monkelegh,  querents,  and  William 
Orchard,  deforciant,  of  ten  messuages,  three  hundred  acres  of  land, 
sixteen  acres  of  meadow,  ten  acres  of  wood,  thirteen  shillings  and  four- 
pence  rent  in  Semle,  Tolleshaves,  Peterworthy  and  Cnoel  Episcopi  in 
co.  Wilts  ;  and  five  messuages,  fifty-two  acres  of  land,  two  acres  of 
meadow  in  Chepyng  Blanford,  Askeryswille  and  Durwenston,  Knygh- 
ton  and  thirty-three  shillings  and  fourpence  rent  issuing  from  one 
messuage,  forty-four  acres  of  land  in  Melcombe  in  co.  Dorset.  Plea  of 
covenant  was  summoned,  William  acknowledged  the  tenements  and 
rent  to  be  the  right  of  John  Boure.  Of  which  the  said  John,  John 
Haukeford  and  John  Dabernoun  have  the  said  tenements  and  thirteen 
shillings  and  fourpence  rent  by  gift  from  him,  and  he  remitted  and  quit- 
claimed the  same  for  himself  and  his  heirs  to  the  said  John,  John  and  John 
and  the  heirs  of  John  Boure  for  ever.  And  he  granted  to  them  the  said 
thirty-three  shillings  and  fourpence  rent  which  Robert  Byngham,  tenant 
of  the  said  messuage  and  forty-four  acres  of  land  in  the  vill  of  Mel- 
combe, was  accustomed  to  render  to  the  said  William.  To  have  and  to 
receive  every  year,  namely :  a  moiety  at  the  feast  of  St.  Michael  and  the 
other  moiety  at  the  feast  of  the  Invention  of  the  Holy  Cross  from  the 
hands  of  the  said  tenant  and  his  heirs  to  the  said  John,  John,  John 
and  the  heirs  of  John  Boure  for  ever.  And  William  and  his  heirs  will 
warrant  to  them  the  said  tenements  and  rents  against  all  men  for  ever. 
For  this  they  gave  to  William  two  hundred  marks  of  silver. 

WILTS,  DORSET. 

(174)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  in  fifteen  days  from  Easter  day,  13  Henry 
IV.  Between  Matilda  who  was  the  wife  of  John  Lovell,  knight,  and 
Robert  Lovell,  querents,  and  Henry  Popham,  kinsman  {consanguincus) 
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and  one  of  the  heirs  of  Laurence  de  Sancto  Martino,  knight,  deforciants, 
of  the  manors  of  Ubeton,  Knouke  and  Werdur  and  the  advowson  of  the 
church  of  the  manor  of  Ubeton  in  co.  Wilts  ;  and  the  manor  of  Sutton 
Walrond  and  the  advowson  of  the  church  of  the  same  vill  in  co.  Dorset. 
Plea  of  covenant  was  summoned.  Henry  acknowledged  the  manors 
and  advowson  s  to  be  the  right  of  Robert,  and  remitted  and  quit-claimed 
the  same  for  himself  and  his  heirs  to  Matilda  and  Robert  and  the  heirs 
of  Robert  for  ever.  For  this  Matilda  and  Robert  gave  to  Henry  two 
hundred  marks  of  silver. 

VARIOUS  COUNTIES. 
There  are  none  for  this  reign. 

UNKNOWN  COUNTIES. 
There  are  none  for  this  reign. 

DORSET  ONLY. 
I  Henry  IV.  (1399). 

(1)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Between 
Reginald,  parson  of  the  church  of  Brodeweye,  and  Richard  Squyer  of 

Lofepitte,    querents,  and    David  Spens  and  Matilda  his  wife, 

deforciants,  of  one  messuage,  four  tofts,  two  hundred  and  twenty-seven 
acres  of  land,  nineteen  acres  of  meadow,  three  hundred  and  forty  acres 
of  pasture  in  Weychamondevile,  Brodeweye  and  West  Staford,  Byngham. 
Plea  of  covenant  was  summoned.  David  and  Matilda  acknowledged 
the  tenements  to  be  the  right  of  Reginald  and  rendered  the  same  to 
Reginald  and  Richard  at  the  Court.  To  have  and  to  hold  to  Reginald 
and  Richard  and  the  heirs  of  Reginald  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  Moreover 
David  and  Matilda  granted  for  themselves  and  the  heirs  of  Matilda  that 
they  will  warrant  the  tenements  to  Reginald  and  Richard  and  the  heirs 
of  Reginald  against  all  men  for  ever.  For  this  Reginald  and  Richard 
gave  to  David  and  Matilda  twenty  pounds. 

(2)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity.  Between  John  Savage  and  Alianora 
his  wife,  querents,  and  Richard  Gowys,  deforciant,  of  the  manor  of 
Hammepreston  and  advowson  of  the  church  of  Hammepreston  which 
Richard  Dreu  and  Joan  his  wife  hold  for  term  of  Joan's  life.  Plea 
of  covenant  was  summoned.  Richard  Gowys  granted  for  himself  and 
his  heirs  that  the  said  manor  and  advowson  which  Richard  Dreu  and 
Joan  held  for  term  of  Joan's  life  of  the  inheritance  of  the  said  Richard 
Gowys  on  the  day  this  concord  was  made,  and  which  after  the  death 
of  Joan  ought  to  revert  to  the  said   Richard  Gowys  and  his  heirs, 


246 


Dorset  Fines. 


should  then  wholly  remain  to  John  and  Alianora  and  the  heirs  of  their 
bodies.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  manor  and  advowson  belong  for  ever.  Should  John  and 
Alianora  die  without  heir  of  their  bodies,  then  the  manor  and  advowson 
will  wholly  remain  to  the  right  heirs  of  John.  To  hold  of  the  chief  lords 
of  that  fee  by  the  services  which  to  the  said  manor  and  advowson  be- 
long for  ever.  And  Richard  Gowys  and  his  heirs  will  warrant  to  John 
and  Alianora  and  their  heirs,  and  also  to  the  right  heirs  of  John,  if  John 
and  Alianora  die  without  heir  of  their  bodies,  the  said  manor  and 
advowson,  as  is  aforesaid,  against  all  men  for  ever.  For  this  John  and 
Alianora  gave  to  Richard  Gowys  one  hundred  marks  of  silver. 

(3)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Robert  Abbot  of  Cerne,  querent,  and  Richard  Fayrsang  and  Joan  his 
wife,  deforciants,  of  one  messuage,  fourteen  acres  of  land,  thirty-six  acres 
of  meadow  in  Mynterne.  Plea  ot  covenant  was  summoned.  Richard 
and  Joan  acknowledged  the  tenements  to  be  the  right  of  the  Abbot  and 
his  church  of  St.  Mary,  St.  Peter  the  Apostle  and  St.  Edwold  the  Con- 
fessor [sic]  of  Cerne,  and  remitted  and  quit-claimed  the  same  for  them- 
selves and  the  heirs  of  Joan  to  the  Abbot  and  his  successors  and  his 
church  aforesaid  for  ever.  Moreover  Richard  and  Joan  granted  for  them- 
selves and  the  heirs  of  Joan  that  they  will  warrant  to  the  Abbot  and  his 
successors  the  said  tenements  against  all  men  for  ever.  For  this  the 
Abbot  gave  to  Richard  and  Joan  one  hundred  marks  of  silver. 

(4)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity.  Between  John  Savage  and  Alianora 
his  wife,  querents,  and  Richard  Gowys  and  Robert  Savage,  deforciants, 
of  the  manor  of  Bradele.  Plea  of  covenant  was  summoned.  John 
acknowledged  the  manor  to  be  the  right  of  Richard,  as  that  which  Richard 
and  Robert  have  by  his  gift.  For  this  Richard  and  Robert  granted  the 
manor  to  John  and  Alianora  and  rendered  the  same  to  them  at  the 
Court.  To  have  and  to  hold  to  John  and  Alianora  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  belong  to 
that  manor  for  ever.  Should  John  and  Alianora  die  without  heir  of  their 
bodies,  then  the  manor  wholly  will  remain  to  the  right  heirs  of  John. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manor  belong  for  ever.  And  Richard  and  Robert  and  the  heirs  of  Richard 
will  warrant  to  John  and  Alianora  and  their  heirs  and  also  to  the  right 
heirs  of  John,  if  John  and  Alianora  die  without  heir  of  their  bodies,  the 
said  manor  against  all  men  for  ever. 

(7)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinity,  1  Henry  IV.  [1400].  Between  John  Aunt- 
yoche  and  Agnes  his  wife,  querents,  and  John  Bourne,  clerk,  and  John 
Savage,  deforciants,  of  the  manor  of  Tarente  Auntyocheston  and  three 
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messuages,  three  carucates  of  land,  twenty  acres  of  meadow,  one  hundred 
acres  of  pasture,  one  hundred  acres  of  wood  in  Shapwyk,  Tarente  Key- 
neston  and  Pymperne  and  the  advowson  of  the  church  of  Tarente 
Auntyocheston.  Plea  of  covenant  was  summoned.  John  Auntyoche  ac- 
knowledged the  manor  and  tenements  and  advowson  to  be  the  right  of 
John  Bourne,  as  those  which  John  Bourne  and  John  Savage  have  by  his 
gift.  For  this  they  granted  the  manor  and  tenements  and  advowson  to 
John  Auntyoche  and  Agnes  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  John  Auntyoche  and  Agnes  and  the  heirs  of 
their  bodies  from  the  chief  lords  of  that  fee  by  the  services  which  belong- 
to  the  said  manor,  tenements  and  advowson  for  ever.  Should  John 
Auntyoche  and  Agnes  die  without  heir  of  their  bodies,  then  the  manor, 
tenements  and  advowson  wholly  will  remain  to  John  Auntyoche  of  Aunt- 
yocheston and  the  heirs  of  his  body.  To  hold  of  the  chief  lords,  as  afore- 
said, for  ever.  Should  John  Auntyoche  of  Auntyocheston  die  without 
heir  of  his  body,  then  the  said  manor,  one  messuage  and  one  carucate  of 
land,  of  the  said  tenements,  in  the  vill  of  Pymperne  and  the  advowson 
aforesaid  wholly  will  remain  to  the  right  heirs  of  the  aforesaid  John 
Auntyoche.  To  hold  of  the  chief  lords,  as  aforesaid,  for  ever.  And  the 
whole  of  the  residue  of  the  said  tenements  to  wit :  two  messuages,  two 
carucates  of  land  and  the  said  meadow,  pasture  and  wood  in  the  said 
vills  of  Shapwyk  and  Tarentekeyneston  wholly  will  remain  to  John  son 
of  Guy  Haynowe.  To  hold  of  the  chief  lords  by  the  services  which  to 
those  tenements  belong  during  his  life,  and  after  his  death  the  same, 
tenements  wholly  will  remain  to  the  right  heirs  of  the  said  John  Aunt- 
yoche. To  hold  of  the  chief  lords  by  the  services  which  to  those 
tenements  belong  for  ever. 

2  Henry  IV.  (1400). 

(5)  At  Westminster,  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary.  Between  Robert  Gatton  and  Alice  his  wife,  querents,  and  John 
Dibon,  deforciant,  of  three  messuages  in  Dorchestre.  Plea  of  covenant 
was  summoned.  Robert  and  Alice  acknowledged  the  messuages  to  be 
the  right  of  John,  as  those  which  he  has  by  their  gift.  For  this  John 
granted  the  messuages  to  Robert  and  Alice  and  rendered  them  to  them 
at  the  Court.  To  have  and  to  hold  to  Robert  and  Alice  and  the  heirs  of 
their  bodies  from  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  messuages  belong  for  ever.  Should  Robert  and  Alice  die  without 
heir  of  their  bodies,  then  the  said  messuages  will  wholly  remain  to  the 
right  heirs  of  Robert.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  said  messuages. 


248 


Dorset  Fines. 


3  Henry  IV.  (1401). 

(6)  At  Westminster,  on  the  morrow  of  Souls,  2  Henry  IV.,  and  after- 
wards on  the  morrow  of  Souls,  3  Henry  IV.  Between  Robert  ftugge 
clerk,  William  Haugkeford,  knight,  and  William  Stourton,  querents, 
and  Gilbert  Neburgh  and  Avicia  his  wife,  deforciants,  of  one  messuage, 
three  carucates  of  land,  forty  acres  of  meadow,  two  hundred  acres  of 
pasture,  forty  shillings  rent  in  Brodewey  and  a  moiety  of  the  manor  of 
Brodewey  and  advowson  of  the  church  of  that  manor.  Plea  of  covenant 
was  summoned.  Robert  and  William  and  William  acknowledged  the 
tenements  and  moiety  and  advowson  to  be  the  right  of  Avicia.  For 
this  Gilbert  and  Avicia  granted  for  themselves  and  the  heirs  of  Avicia 
that  the  tenements  and  moiety  and  advowson  which  Roger  Bettesthorne 
held  for  term  of  life  of  the  inheritance  of  the  said  Avicia  in  the  said  vill 
on  the  day  this  concord  was  made,  and  which  after  the  death  of  the  said 
Roger  ought  to  revert  to  Gilbert  and  Avicia  and  the  heirs  of  Avicia, 
should  then  wholly  remain  to  Robert,  William  and  William  and  the  heirs 
of  William  Stourton.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements,  moiety  and  advowson  belong  for 
ever.  And  Gilbert  and  Avicia  and  the  heirs  of  Avicia  will  warrant  the 
tenements  and  moiety  and  advowson,  as  is  aforesaid,  to  Robert,  William 
and  William  and  the  heirs  of  William  Stourton  against  all  men  lor  ever. 

(8)  At  Westminster,  on  the  morrow  of  the  Ascension.  Between 
Robert  Grey  and  William  Ekerdon,  clerk,  querents,  and  John  Erode  of 
Stratton  juxta  Charmynstre  and  Joan  his  wife,  deforciants,  of  the  manor 
of  Kyngeston  Maureward.  Plea  of  covenant  was  summoned.  Robert 
and  William  acknowledged  the  manor  to  be  the  right  of  John,  as  that 
which  the  said  John  and  Joan  have  by  their  gift.  For  this  John  and 
Joan  granted  the  manor  to  Robert  and  William  and  rendered  the  same 
to  them  at  the  Court.  To  have  and  to  hold  to  Robert  and  William  and 
the  heirs  of  Robert  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  manor  belong  for  ever.  Moreover  John  and  Joan  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  manor  to 
Robert  and  William  and  the  heirs  of  Robert  against  all  men  for  ever. 

(9)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  Robert  Tirwhit,  Richard  de  Norton,  Richard  Gascoigne, 
Richard  Garton,  clerk,  and  John  de  Chestan,  querents,  and  Beatrice 
who  was  the  wife  of  Thomas  de  Roos  of  Hamelak,  "  chivaler,"  de- 
forciant, of  the  manor  of  Tarentvilers  and  the  advowson  of  the  church 
of  that  manor.  Plea  of  covenant  was  summoned.  Beatrice  acknow- 
ledged the  manor  and  advowson  to  be  the  right  of  Richard  Garton,  as 
those  which  the  said  Richard,  Robert,  Richard  de  Norton,  Richard 
Gascoigne  and  John  have  by  her  gift,  and  she  remitted  and  quit-claimed 
the  same  for  herself  and  her  heirs  to  them  and  the  heirs  of  Richard 
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Garton  for  ever.  Moreover  Beatrice  granted  for  herself  and  her  heirs 
that  she  will  warrant  the  manor  and  advowson  to  all  the  querents  and 
the  heirs  of  Richard  Garton  against  all  men  for  ever.  For  this  they 
gave  to  Beatrice  one  hundred  pounds  sterling. 

(10)  At  Westminster,  on  the  morrow  of  St.  John  Baptist.  Between 
Robert  Rugge,  clerk,  William  Haukeforde,  knight,  and  William  Stourton, 
querents,  and  William  de  Roos  of  Hamelak,  "  chivaler,"  deforciant,  of 
a  moiety  of  the  hundred  of  Coukesdiche  and  of  the  manor  of  Tarent- 
vilers  and  advowson  of  the  church  of  Tarentvilers.  Plea  of  covenant 
was  summoned.  William  de  Roos  acknowledged  the  said  moiety  and 
advowson  to  be  the  right  of  William  Stourton,  as  those  which  the  said 
William,  Robert  and  William  Haukeford  have  by  his  gift,  and  he 
remitted  and  quit-claimed  the  same  for  himself  and  his  heirs  to  them 
and  the  heirs  of  William  Stourton  for  ever.  Moreover  William  de 
Roos  granted  for  himself  and  his  heirs  that  they  will  warrant  the  said 
moiety  and  advowson  to  the  querents  and  the  heirs  of  William  Stourton 
against  all  men  for  ever.  For  this  they  gave  to  William  de  Roos  one 
hundred  pounds  sterling. 

(11)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord. 
Between  John  Frompton  and  William  Payne,  querents,  and  Robert 
Grey  and  Roger  Quyche  and  Joan  his  wife,  deforciants,  of  three  acres  of 
meadow  in  Nytherkentecombe  and  one-third  part  of  the  manor  of 
Childefrome.  Plea  of  covenant  was  summoned.  Robert  and  Roger 
and  Joan  acknowledged  the  meadow  and  one-third  part  to  be  the  right 
of  John,  as  those  which  the  said  John  and  William  have  by  their  gift. 
For  this  John  and  William  granted  the  meadow  and  one-third  part  to 
Robert  and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold 
to  the  said  Robert  during  his  life  from  John  and  William  and  the  heirs 
of  John,  rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity 
of  St.  John  Baptist  for  all  service,  custom  and  exaction  to  the  said  John 
and  William  and  the  heirs  of  John  belonging,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  John  and  William  and  the  heirs  of  John  all 
other  services  which  to  the  said  meadow  and  one-third  part  belong. 
After  the  death  of  Robert  the  moiety  and  one-third  part  wholly  will 
revert  to  John  and  William  and  the  heirs  of  John,  quit  of  the  other  heirs 
of  Robert.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  meadow  and  one-third  part  belong  for  ever. 

(12)  At  Westminster,  on  the  morrow  of  Souls.  Between  Robert 
Veel  and  Thomas  Frome,  querents,  and  William  Gust  and  Agnes  his 
wife,  deforciants,  of  one  toft,  sixty  acres  of  land,  eight  acres  of  meadow, 
six  acres  of  wood  in  Wyke  and  Halghestoke  juxta  Chedyngton  and 
common  of  pasture  for  two  horses,  six  bulls,  six  cows,  six  heifers,  four 
hogs,  two  pigs,  sixty-two  sheep,  four  geese  in  four  hundred  acres  of  land 
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in  Wyke  and  Halghestoke.  Plea  of  covenant  was  summoned. 
William  and  Agnes  acknowledged  the  said  tenements  and  common  to 
be  the  right  of  Robert,  as  those  which  the  said  Robert  and  Thomas, 
have  by  their  gift.  For  this  Robert  and  Thomas  granted  to  the  said 
William  the  said  tenements  and  common  and  rendered  the  same  to 
him  at  the  Court.  To  have  and  to  hold  to  the  said  William  from  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements  and 
common  belong  during  his  life.  After  the  death  of  William  the  tene- 
ments and  common  wholly  will  remain  to  Walter  Hornesbogh  and 
Joan  his  wife  and  the  heirs  of  their  bodies.  To  hold  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  and  com- 
mon belong.  Should  Walter  and  Joan  die  without  heir  of  their  bodies, 
then  the  tenements  and  common  wholly  will  remain  to  Agnes  and  her 
heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to 
the  said  tenements  and  common  belong  for  ever. 

(13)  At  Westminster,  on  the  morrow  of  Souls,  and  afterwards  in 
fifteen  days  from  Easter  day.  Between  Robert  Heryng,  querent,  and 
Peter  Heryng  and  Matilda  his  wife,  deforciants,  of  two  messuages,  one 
hundred  acres  of  land,  thirty-four  acres  of  meadow,  ten  acres  of  pasture, 
six  acres  of  wood  in  Wyrgrede  and  Upwymburn.  Plea  of  covenant  was 
summoned.  Peter  and  Matilda  acknowledged  the  tenements  to  be  the 
right  of  Robert.  Of  which  the  said  Robert  has  the  said  messuages, 
land,  meadow  and  wood  by  gift  of  the  said  Peter  and  Matilda.  For 
this  Robert  granted  to  Peter  and  Matilda  the  said  tenements  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them  and 
the  heirs  of  their  bodies  from  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  forever.  Moreover  Robert  granted  for 
himself  and  his  heirs  that  ten  acres  of  pasture  of  the  said  tenements,  the 
residue,  which  John  Akerman  held  for  term  of  life  of  the  inheritance  of 
the  said  Robert  in  the  said  vills  on  the  day  this  concord  was  made,  and 
which  after  the  death  of  John  ought  to  revert  to  the  said  Robert  and  his 
heirs,  should  then  wholly  remain  to  the  said  Peter  and  Matilda  and 
their  heirs.  To  hold,  together  with  the  said  tenements  which  remain  to 
them  by  this  fine,  of  the  chief  lords  of  that  fee  by  the  services  which  to 
that  pasture  belong  for  ever.  Should  Peter  and  Matilda  die  without 
heir  of  their  bodies  the  tenements  wholly  will  remain  to  the  right  heir* 
of  Peter.    To  hold,  as  aforesaid,  for  ever. 

(14)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  Richard  Coterigg  and  Edith  his  wife,  querents,  and  Thomas 
Pake  and  Joan  his  wife,  deforciants,  of  two  messuages,  one  toft,  twenty 
acres  of  land,  ten  acres  of  meadow  and  moiety  of  one  acre  of  wood  in 
Tolre  Porcorum.  Plea  of  covenant  was  summoned.  Thomas  and  Joan 
acknowledged  the  tenements  to  be  the  right  of  Richard,  as  those  which 
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Richard  and  Edith  have  by  their  gift.  For  this  Richard  and  Edith 
granted  to  Thomas  and  Joan  the  said  tenements  and  rendered  them  to 
them  at  the  Court.  To  have  and  to  hold  to  Thomas  and  Joan  during 
their  lives  from  Richard  and  Edith  and  the  heirs  of  Richard.  Render- 
ing therefor  yearly  one  red  rose  at  the  feast  of  the  Nativity  of  St.  John 
Baptist  for  all  service,  custom  and  exaction  to  the  said  Richard  and 
Edith  and  the  heirs  of  Richard  belonging,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  Richard  and  Edith  and  the  heirs  of  Richard  all 
other  services  which  to  the  said  tenements  belong.  After  the  deaths  of 
Thomas  and  Joan  the  tenements  wholly  will  revert  to  Richard  and 
Edith  and  the  heirs  of  Richard,  quiVof  the  heirs  of  Thomas  and  Joan. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  for  ever. 

4  Henry  IV.  (1402). 

(15)  At  Westminster,  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary,  and  afterwards  in  fifteen  days  from  Easter  day  in  the  same  year. 
Between  William  Stourton  and  John  Fauntleroy,  junior,  querent,  and 
Robert  Jblyf  and  Isabella  his  wife,  deforciants,  of  one  messuage,  three 
shillings  and  fourpence  rent  in  Shirborn.  Plea  of  covenant  was  sum- 
moned. William  and  John  Fauntleroy  acknowledged  the  messuage  and 
rent  to  be  the  right  of  Robert.  For  this  Robert  and  Isabella  granted  the 
rent  to  William  and  John  together  with  the  homage  and  whole  services  of 
John  Mocheldever  and  his  heirs  in  respect  of  the  whole  of  the  tenements 
which  he  before  held  from  the  said  Robert  and  Isabella  in  the  said  vill. 
To  have  and  to  hold  to  William  and  John  Fauntleroy  and  the  heirs  of 
William  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
rent  belong  for  ever.  Moreover  Robert  and  Isabella  granted  for  them- 
selves and  the  heirs  of  Robert  that  the  said  messuage  which  Robert 
Goore  and  Alice  his  wife  held  for  term  of  Alice's  lite  of  the  inheritance 
of  the  said  Robert  Jolyf  in  the  said  vill  on  the  day  this  concord  was 
made,  and  which  after  the  death  of  Alice  ought  to  revert  to  Robert 
Jolyf  and  Isabella  and  the  heirs  of  Robert,  should  then  wholly  remain  to 
William  and  John  and  the  heirs  of  John.  To  hold,  together  with  the 
said  rent  which  remains  to  them  by  this  fine,  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  messuage  belong  for  ever.  And 
Robert  Jolyf  and  Isabella  and  the  heirs  ot  Robert  will  warrant  the  rent 
to  William  and  John  and  the  heirs  of  William,  to  wit  the  aforesaid  rent 
with  appertenances,  and  also  to  William  and  John  and  the  heirs  of 
John,  the  messuage,  as  is  aforesaid,  against  all  men  for  ever. 

(16)  At  Westminster,  in  the  octaves  of  Holy  Trinity.  Between 
Thomas  Harewell,  Robert  Orchard  and  William  Pynche,  querents,  and 
Thomas  Beaupyne  and  Margaret  his  wife,  deforciants,  of  the  manor  of 
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Sturminstre  Mareschall  called  Beauchampesmanere  which  Philip 
Wodeman  and  William  Basket  hold  for  term  of  life.  Plea  of  covenant 
was  summoned.  Thomas  Beaupyne  and  Margaret  acknowledged  the 
manor  to  be  the  right  of  Thomas  Harewell.  For  this  Thomas  Hare- 
well,  Robert  and  William  Pynche  granted  for  themselves  and  the  heirs 
of  Thomas  that  the  said  manor  which  Philip  and  WTilliam  Basket  held 
for  term  of  life  of  the  inheritance  of  the  said  Thomas  Harewell  on  the 
day  this  concord  was  made,  and  which  after  their  deaths  ought  to 
revert  to  Thomas  Harewell,  Robert  and  William  Pynche  and  the  heirs 
of  Thomas,  should  then  wholly  remain  to  the  said  Thomas  Beaupyne 
and  Margaret.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manor  belong  during  the  lives  of  the  said  Thomas 
and  Margaret.  After  their  deaths  the  manor  wholly  shall  remain  to 
William  Venour  and  Elizabeth  his  wife  and  the  heirs  of  their  bodies. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manor  belong  for  ever.  Should  William  Venour  and  Elizabeth  die 
without  heir  of  their  bodies,  then  the  manor  wholly  shall  remain  to  the 
heirs  of  the  body  of  Elizabeth.  To  hold  as  aforesaid  for  ever.  If  no 
heir  be  begotten  of  the  body  of  Elizabeth  the  manor  wholly  will  remain 
to  the  heir  of  the  bodies  of  Thomas  Beaupyne  and  Margaret.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor 
belong  for  ever.  If  no  heir  be  begotten  of  the  bodies  of  the  said 
Thomas  Beaupyne  and  Margaret  the  manor  shall  wholly  remain  to  the 
heirs  of  the  body  of  Margaret.  To  hold  as  aforesaid  for  ever.  Should 
no  heir  be  begotten  of  the  body  of  Margaret  then  the  manor  shall 
wholly  remain  to  the  right  heirs  of  William  Venour.  To  hold  as 
aforesaid  for  ever. 

(17)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  John  Plecy,  querent,  and  John  Clyvedon  and  Alice  his  wife, 
deforciants,  of  one  messuage,  one  carucate  of  land,  twenty  acres  of 
meadow,  twenty  acres  of  wood  and  forty  shillings  rent  in  Marnhull.  Plea 
of  covenant  was  summoned.  John  Clyvedon  and  Alice  acknowledged 
the  tenements  to  be  the  right  of  John  Plecy,  and  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  Alice  to  him  and  his  heirs  for 
ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Alice 
that  they  will  warrant  the  same  to  John  Plecy  and  his  heirs  against  all 
men  for  ever.  For  this  John  Plecy  gave  to  John  Clyvedon  and  Alice 
twenty  marks  of  silver. 

(18)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  William  Ekerdon,  clerk,  and  Robert  Veel,  querents,  and 
Thomas  Cole  of  Melcombe  Regis  and  Willelma  his  wife, .deforciants, 
of  twenty-five  messuages  in  Warham,  Waymouth,  Dorchestre  and 
Melcombe  Regis.     Plea  of  covenant  was  summoned.     William  and 
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Robert  acknowledged  the  messuages  to  be  the  right  of  Willelma.  For 
this  Thomas  and  Willelma  granted  the  same  to  William  and  Robert 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to 
William  and  Robert  and  the  heirs  of  William  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  messuages  belong  for  ever. 

5  Henry  IV.  (1403). 

(19)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between  John 
Chydeok,  querent,  and  William  Serle  and  Margaret  his  wife,  deforciants, 
of  fifty  acres  of  land,  two  acres  of  meadow,  three  acres  of  wood  in 
Whytechurche.  Plea  of  covenant  was  summoned.  William  and 
Margaret  acknowledged  the  tenements  to  be  the  right  of  John,  as  those 
which  John  has  by  their  gift,  and  they  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Margaret  to  John  and  his  heirs  for 
ever.  For  this  John  gave  to  William  and  Margaret  one  hundred  shillings 
of  silver. 

(20)  At  Westminster,  in  the  octaves  of  the  Purification  of  the  Blessed 
Mary.  Between  John  Bourne,  clerk,  and  John  Busshell,  clerk,  querents, 
and  John  Auntyoche  and  Agnes  his  wife  and  Edward  Formage  and 
Agnes  his  wife,  deforciants,  of  one  messuage,  one  carucate  of  land,  nine 
acres  of  meadow,  ten  acres  of  pasture  and  pasture  for  four  horses,  six 
bulls,  four  cows,  three  hundred  sheep  in  Pymperne.  Plea  of  covenant 
was  summoned.  John  Auntyoche  and  Agnes  and  Edward  and  Agnes 
acknowledged  the  tenements  and  pasture  to  be  the  right  of  John  Bourne, 
as  those  which  the  said  John  and  John  Bushell  have  by  their  gift. 
For  this  John  Bourne  and  John  Bushell  granted  the  tenements  and 
pasture  to  Edward  and  Agnes  his  wife  and  rendered  the  same  to  them 
at  the  Court.  To  have  and  to  hold  to  Edward  and  Agnes  during  their 
lives  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  and  pasture  belong.  After  the  deaths  of  Edward  and  Agnes 
the  said  tenements  and  pasture  wholly  will  remain  to  John  their  son  and 
the  heirs  of  his  body  begotten.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  and  pasture  belong  for  ever. 
Should  John  son  of  Edward  and  Agnes  die  without  heir  of  his  body,  then 
the  tenements  and  pasture  wholly  will  remain  to  the  said  John  Aunt- 
yoche and  Agnes  his  wife  and  the  heirs  of  their  bodies.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements  and 
pasture  belong  for  ever.  Should  John  Auntyoche  and  Agnes  his  wife 
die  without  heir  of  their  bodies,  then  the  tenements  and  pasture  will 
wholly  remain  to  John  Auntyoche  of  Auntyocheston  and  his  heirs.  To 
hold,  as  aforesaid,  for  ever. 

(21)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards  in 
the  octaves  of  St.  Hilary  in  the  same  year.    Between  William  Payn  and 
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John  Savage,  querents,  and  Peter  Heryng  and  Matilda  his  wife,  deforci- 
ants, of  one  messuage,  sixty  acres  of  land,  twenty-four  acres  of  meadow, 
ten  acres  of  pasture  in  Wyrgrede  and  Westport.  Plea  of  covenant  was 
summoned.  Peter  and  Matilda  acknowledged  the  tenements  to  be  the 
right  of  William,  as  those  which  the  said  William  and  John  have  by 
their  gift.  For  this  William  and  John  granted  the  tenements  to  Peter 
and  Matilda  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  to  Peter  and  Matilda  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  tenements  belong  during  the  lives  of  Peter  and  Matilda. 
After  their  deaths  the  tenements  will  wholly  remain  to  Robert  Calch  and 
Avicia  his  wife  and  the  heirs  of  Robert.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  said  tenements  for  ever. 

(22)  At  Westminster,  in  the  octaves  of  St.  Martin,  and  afterwards 
in  the  octaves  of  St.  Hilary  in  the  same  year.  Between  William  Payn 
and  John  Savage,  querents,  and  Robert  Calch  and  Avicia  his  wife,  de- 
forciants, of  one  toft,  thirty-one  acres  of  land,  six  acres  of  meadow,  four 
acres  of  wood,  four  acres  of  pasture  in  Wodekesworth  and  Upwymborne 
Abbatis.  Plea  of  covenant  was  summoned.  Robert  and  Avicia  ac- 
knowledged the  tenements  to  be  the  right  of  John,  as  those  which  the 
said  John  and  William  have  by  their  gift.  For  this  William  and  John 
granted  to  Robert  and  Avicia  the  said  tenements  and  rendered  them  to 
them  at  the  Court.  To  have  and  to  hold  to  Robert  and  Avicia  during 
their  lives  from  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  tenements  belong.  After  the  deaths  of  Robert  and  Avicia  the 
tenements  wholly  will  remain  to  Peter  Heryng  and  Matilda  his  wife  and 
the  heirs  of  the  said  Peter.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever. 

(23)  At  Westminster,  in  one  month  from  Easter  day.  Between  John 
Auntyoche,  querent,  and  Simon  Person  and  Joan  his  wife,  deforciants,  ot 
eight  acres  of  meadow  in  Kyngeston  Lacy.  Plea  of  covenant  was 
summoned.  Simon  and  Joan  acknowledged  the  meadow  to  be  the  right 
of  the  said  John,  as  by  their  gift,  and  remitted  and  quit-claimed  the  same 
for  themselves  and  the  heirs  of  Joan  to  the  said  John  and  his  heirs  for 
ever.  Moreover,  they  granted  for  themselves  and  the  heirs  of  Joan  that 
they  will  warrant  the  meadow  to  John  and  his  heirs  against  all  men  for 
ever.  For  this  John  gave  to  Simon  and  Joan  one  hundred  shillings  ot 
silver. 

(24)  At  Westminster,  in  one  month  from  Easter  day,  and  afterwards 
in  the  octaves  of  Holy  Trinty,  in  the  same  year.  Between  Thomas 
Frome  of  Fromevoucherch  and  Margaret  his  wife,  querents,  and  Alice, 
daughter  and  one  of  the  heirs  of  William  Whyte  of  Fromevoucherch, 
deforciant,  of  a  moiety  of  one  messuage,  eighteen  acres^of  land,  one  and 
a  half  acres  of  meadow  in  Fromevoucherch  which  Roger  Tweby  and 
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Joan  his  wife  hold  for  term  of  the  life  of  Joan  wife  of  John  Whyte 
otherwise  called  John  Webbe  of  Wynford  Egle,  senior.  Plea  of  covenant 
was  summoned.  Alice  acknowledged  the  said  moiety  to  be  the  right  of 
Thomas.  And  granted  for  herself  and  her  heirs  that  the  said  moiety 
which  the  said  Roger  and  Joan  his  wife  held  for  the  term  of  the  life  of 
the  aforesaid  Joan  wife  of  John  of  the  inheritance  of  the  said  Alice  in 
the  said  vill  on  the  day  this  concord  was  made,  and  which  after  the  death 
of  Joan  wife  of  John  ought  to  revert  to  the  said  Alice  and  her  heirs, 
should  then  wholly  remain  to  Thomas  and  Margaret  and  the  heirs  of 
Thomas.  To  hold  from  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  moiety  belong  for  ever.  And  Alice  and  her  heirs  will  warrant 
to  Thomas  and  Margaret  and  the  heirs  of  Thomas  the  said  moiety,  as 
is  aforesaid,  against  all  men  for  ever.  For  this  Thomas  and  Margaret 
gave  to  Alice  twenty  marks  of  silver. 

6  Henry  IV.  (1404). 

(25)  At  Westminster,  in  one  month  from  Easter  day,  5  Henry  IV., 
and  afterwards  in  the  octaves  of  St.  Michael,  6  Henry  IV.  Between 
Thomas  Cuttyng  and  William  Alisaundre,  querent,  and  Henry  Haweles 
and  Elizabeth  his  wife  and  Robert  Cuttyng  and  Joan  his  wife,  deforciants, 
of  one  messuage,  one  carucate  of  land,  six  acres  of  meadow,  twelve 
acres  of  wood,  forty  acres  of  pasture  in  Feme,  Craneborne  and  Upwym- 
borne  Plecy.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  tenements  to  be  the  right  of  Thomas,  as  those  which 
the  said  Thomas  and  William  have  by  their  gift.  For  this  Thomas 
and  William  granted  the  tenements  to  Henry  and  Elizabeth  and  ren- 
dered them  to  them  at  the  Court.  To  have  and  to  hold  to  Henry  and 
Elizabeth  during  their  lives  from  the  chief  lords  of  that  fee  by  the 
services  which  belong  to  those  tenements.  After  the  deaths  of  Henry 
and  Elizabeth  the  tenements  wholly  will  remain  to  the  said  Robert  and 
the  heirs  of  their  bodies.  To  hold  from  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  Should 
Robert  and  Joan  die  without  heir  of  their  bodies,  then  the  tenements 
wholly  will  remain  to  the  heirs  of  the  body  of  Joan.  To  hold,  as  afore- 
said, for  ever.  If  there  be  no  heir  of  the  body  of  Joan,  then  the  tene- 
ments will  wholly  remain  to  the  right  heirs  of  Robert.  To  hold  as 
aforesaid,  for  ever. 

(26)  At  Westminster,  in  one  month  from  Easter  day,  5  Henry  IV., 
and  afterwards  in  the  octaves  of  St.  Hilary,  6  Henry  IV.  Between 
Henry  Panter  and  Isabella  his  wife,  querents,  and  Robert  Jolyf  and 
Isabella  his  wife,  deforciants,  of  two  messuages  in  Shirborn.  Plea  of 
covenant  was  summoned.  Robert  and  Isabella  granted  to  Henry  and 
Isabella  one  messuage  and  rendered  it  to  them  at  the  Court.  To 
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have  and  to  hold  to  Henry  and  Isabella  and  the  heirs  of  Henry  from 
the  chief  lords  of  that  fee  by  the  services  which  to  that  messuage 
belong  for  ever.  Rendering  therefor  yearly  to  Robert  and  Isabella 
during  J:heir  lives  twenty-six  shillings  and  eightpence,  namely :  six 
shillings  and  eightpence  at  the  feast  of  the  Nativity  of  St.  John  Bap- 
tist, six  shillings  and  eightpence  at  the  feast  of  St.  Michael,  six  shillings 
and  eightpence  at  the  feast  of  the  Nativity  of  our  Lord,  six  shillings 
and  eightpence  at  Easter.  Should  Henry  and  Isabella  fail  in  payment 
at  any  term,  it  shall  be  lawful  for  Robert  and  Isabella  during  their  lives 
to  distrain  them  or  those  who  hereafter  shall  hold  the  said  messuage  for 
the  goods  and  chattels  therein  found  and  retain  them  until  full  payment 
of  the  arrears  be  made.  After  the  deaths  of  Robert  and  Isabella,  Henry 
and  Isabella  and  the  heirs  of  Henry  shall  be  quit  of  the  payment  of  the 
said  yearly  rent  for  ever.  Moreover  Robert  and  Isabella  granted  for 
themselves  and  the  heirs  of  Robert  that  the  other  messuage  which 
William  Purie  and  Alice  his  wife  held  for  term  of  life  of  the  inheritance 
of  the  said  Robert  in  the  said  vill  on  the  day  this  concord  was  made  ; 
and  which  after  their  deaths  ought  to  remain  to  Alice  wife  of  Robert 
Gore,  if  she  survives  the  said  William  and  Alice,  to  hold  during  her 
life ;  and  which  after  the  deaths  of  the  said  William  and  Alice  ought  to 
revert  to  the  said  Robert  and  Isabella  and  the  heirs  of  Robert,  should  after 
the  deaths  of  the  said  William  and  Alice  and  Alice  Gore  wholly  remain  to 
the  said  Henry  and  Isabella  and  the  heirs  of  Henry.  To  hold  together 
with  the  aforesaid  messuage  which  to  them  by  this  fine  remains  from 
the  chief  lords  of  that  fee  by  the  services  which  to  that  messuage  be- 
long for  ever.  And  Robert  and  Isabella  and  the  heirs  of  Robert  will 
warrant  to  Henry  and  Isabella  and  the  heirs  of  Henry  the  said  messu- 
ages, as  is  aforesaid,  against  all  men  for  ever.  For  this  Henry  and 
Isabella  gave  to  Robert  and  Isabella  twenty  marks  of  silver. 

(27)  At  Westminster,-  on  the  morrow  of  the  Purification  ot  the 
Blessed  Mary.  Between  Margery  who  was  the  wife  of  Robert  Martyn, 
querent,  and  John  Gouytz  and  Edith  his  wife,  deforciants,  of  two  parts 
of  the  manor  of  Waltereston.  Plea  of  covenant  was  summoned. 
Margery  acknowledged  the  said  two  parts  to  be  the  right  of  John,  as 
those  which  the  said  John  and  Edith  have  by  her  gift.  For  this  John 
and  Edith  granted  the  said  two  parts  to  Margery  and  rendered  them  tc 
her  at  the  Court.  To  have  and  to  hold  to  Margery  during  her  life  from 
the  said  John  and  Edith  and  the  heirs  of  John,  rendering  therefor 
yearly  to  John  and  Edith  and  the  heirs  of  John  four  pennies  of  silver, 
namely  :  at  four  terms  of  the  year,  for  all  service,  custom  and  exaction 
to  the  said  John  and  Edith  and  the  heirs  of  John  belonging,  and  doing 
therefor  to  the  chief  lords  of  that  fee  for  the  said  John  and  Edith  and 
the  heirs  of  John  all  other  services  which  to  the  said  two  parts  belong. 
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And  John  and  Edith  and  the  heirs  of  John  will  warrant  the  said  two 
parts  to  Margery  against  all  men  for  ever  during  Margery's  life.  And 
after  her  death  the  said  two  parts  wholly  will  revert  to  the  said  John 
and  Edith  and  the  heirs  of  John,  quit  of  the  heirs  of  Margery.  To  hold 
from  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said 
two  parts  for  ever. 

(28)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Robert  Crokkere  and  Joan  his  wife,  querents,  and  William  Chuse  and 
Alice  his  wife,  deforciants,  of  one  messuage  in  Dorchestre.  Plea  of 
covenant  was  summoned.  William  and  Alice  acknowledged  the 
messuage  to  be  the  right  of  Robert,  as  that  which  Robert  and  Joan  have 
by  their  gift,  and  remitted  and  quit-claimed  the  same  for  themselves 
and  the  heirs  of  Alice  to  Robert  and  Joan  and  the  heirs  of  Robert  for 
ever.  Moreover  William  and  Alice  granted  for  themselves  and  the 
heirs  of  Alice  that  they  will  warrant  the  messuage  to  Robert  and  Joan 
and  the  heirs  of  Robert  against  all  men  for  ever.  For  this  Robert  and 
Joan  gave  to  William  and  Alice  one  hundred  shillings  of  silver. 

(29)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Between 
John  Auntyoche  of  Auntyocheston  and  Margery  his  wife,  querents,  and 
John  Savage  and  John  Fauntleroy  of  the  county  of  Dorset,  junior,  defor- 
ciants, of  the  manor  of  Auntyocheston  and  six  messuages,  one  toft,  three 
carucates  of  land,  twenty-four  acres  of  meadow,  three  hundred  acres  of 
pasture,  two  hundred  acres  of  wood  in  Bakebere,  Chepyngblaneford, 
Kyngestonlacy,  Shapewyke,  La  Dene,  Tarentkeyneston  and  La  Wode- 
hous  and  the  advowson  of  the  church  of  Auntyocheston.  Plea  of 
covenant  was  summoned.  John  Auntyoche  acknowledged  the  manor 
and  tenements  and  advowson  to  be  the  right  of  John  Savage,  as  those 
which  John  Savage  and  John  Fauntleroy  have  by  his  gift.  For  this 
they  granted  the  said  manor,  tenements  and  advowson  to  John  Aunt- 
yoche and  Margery  and  rendered  the  same  to  them  at  the  Court.  To 
have  and  to  hold  to  John  Auntyoche  and  Margery  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manor,  tenements  and  advowson  belong  for  ever.  Should  they  die 
without  heir  of  their  bodies,  then  the  manor,  tenements  and  advowson 
wholly  will  remain  to  the  heirs  of  the  body  of  the  said  John  Auntyoche. 
To  hold,  as  aforesaid,  for  ever.  Should  there  be  no  heir  of  the  body  of 
the  said  John  Auntyoche,  then  the  manor,  tenements  and  advowson 
wholly  will  remain  to  the  right  heirs  of  the  said  John  Auntyoche.  To 
hold,  as  aforesaid,  for  ever. 

(30)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  same  year.  Be- 
tween Joan  who  was  the  wife  of  John  Cary,  knight,  querent,  and 
William  Brudemere  of  Chepyngblaneford  and  Alice  his  wife,  deforciants* 
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of  one  messuage  in  Chepyngblaneford.  Plea  of  covenant  was  sum- 
moned. William  and  Alice  acknowledged  the  messuage  to  be  the  right 
of  Joan,  as  that  which  she  has  by  their  gift,  and  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  William  to  Joan  and 
her  heirs  for  ever.  Moreover  William  and  Alice  granted  for  themselves 
and  the  heirs  of  William  that  they  will  warrant  the  messuage  to  Joan 
and  her  heirs  against  all  men  for  ever.  For  this  Joan  gave  to  William 
and  Alice  one  hundred  shillings  of  silver. 

7  Henry  IV.  (1405). 

(31)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  William  Westbury,  William  Kaynell  and  John  Golde, 
querents,  and  John  Assheford  and  Elizabeth  his  wife,  deforciants,  of  the 
manor  of  Yep.  Plea  of  covenant  was  summoned.  John  Assheford 
and  Elizabeth  acknowledged  the  manor  to  be  the  right  of  William 
Kaynell,  as  that  which  William  Kaynell,  William  Westbury  and  John 
Golde  have  by  their  gift,  and  remitted  and  quit-claimed  the  same  lor 
themselves  and  the  heirs  of  John  Assheford  to  them  and  the  heirs  of 
William  Kaynell  for  ever.  For  this  they  gave  to  John  Assheford  and 
Elizabeth  one  hundred  marks  of  silver. 

8  Henry  IV.  (1406). 

(32)  At  Westminster,  in  fifteen  days  from  Easter  day,  7  Henry  IV., 
and  afterwards  in  the  octaves  of  St.  Michael,  8  Henry  IV.  Between 
Joan  who  was  the  wife  of  William  Cheyny  and  Roger  Cheyny,  querents, 
and  Peter  Heryng  of  Wymburn  Mynstre  and  Matilda  his  wife,  defor- 
ciants, of  five  messuages,  one  hundred  acres  of  land  in  Wymburn 
Mynstre.  Plea  of  covenant  was  summoned.  Peter  and  Matilda  ac- 
knowledged the  tenements  to  be  the  right  of  Roger,  as  those  which 
Roger  and  Joan  have  by  their  gift,  and  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Matilda  to  Joan  and  Roger  and  the 
heirs  of  Roger  for  ever.  Moreover  Peter  and  Matilda  granted  for  them- 
selves and  the  heirs  of  Matilda  that  they  will  warrant  the  tenements  to 
Joan  and  Roger  and  the  heirs  of  Roger  against  all  men  for  ever.  For 
this  Joan  and  Roger  gave  to  Peter  and  Matilda  one  hundred  marks  ot 
silver. 

(33)  At  Westminster,  in  one  month  from  Easter  day.  Between 
John  Cheverell  and  John  Boteler,  clerk,  querents,  and  William  Hayward 
and  Joan  his  wife,  deforciants,  of  one  messuage  in  Shirborne.  Plea  of 
covenant  was  summoned.  William  and  Joan  acknowledged  the  mes- 
suage to  be  the  right  of  John  Cheverell,  and  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  Joan  to  John  Cheverell  and 
John  Boteler  and  the  heirs  of  John  Cheverell  for  ever.    Moreover  they 
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granted  for  themselves  and  the  heirs  of  Joan  that  they  will  warrant  the 
messuage  to  John  Cheverell  and  John  Boteler  and  the  heirs  of  John 
Cheverell  against  all  men  for  ever.  For  this  they  gave  to  William  and 
Joan  ten  marks  of  silver. 

(34)  At  Westminster,  in  the  octaves  of  St.  John  Baptist.  Between 
Robert  Pounchardon,  querent,  and  Hugh  Pounchardon  and  Lucy  his 
wife,  deforciants,  of  one  messuage,  one  hundred  and  twenty  acres  of 
land,  thirty  acres  of  meadow,  fifteen  acres  of  wood,  eighty  acres  of 
pasture  in  Mapoudre  and  the  advowson  of  the  church  of  the  said  vill. 
Plea  of  covenant  was  summoned.  Hugh  and  Lucy  acknowledged  the 
tenements  and  advowson  to  be  the  right  of  Robert,  as  those  which  he 
has  by  their  gift.  For  this  Robert  granted  them  to  Hugh  and  Lucy 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  Hugh 
and  Lucy  during  their  lives  from  the  chief  lords  of  that  fee  by  the  ser- 
vices which  to  the  said  tenements  and  advowson  belong.  After  their 
deaths  the  tenements  and  advowson  wholly  will  remain  to  John  and 
Robert  sons  of  the  said  Hugh  and  Lucy.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  tenements  and  advowson  be- 
long during  their  lives.  With  remainder  after  their  deaths  to  Robert 
Archour  son  of  the  aforesaid  Lucy  and  the  heirs  of  his  body  begotten. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  and  advowson  belong  for  ever.  Should  Robert  Archour  die 
without  heir  of  his  body,  then  the  tenements  and  advowson  will  wholly 
remain  to  the  right  heirs  of  the  said  Lucy.  To  hold,  as  aforesaid,  for 
ever. 

9  Henry  IV.  (1407). 

(35)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary.  Between  John  Roger  and  Richard  Pilke,  querent,  and 
William  Butte  of  Wiche  and  Agnes  his  wife,  deforciants,  of  twenty 
acres  of  land,  two  acres  of  meadow  in  Whytchurch  in  Mersshewodevale. 
Plea  of  covenant  was  summoned.  John  and  Richard  acknowledged  the 
tenements  to  be  the  right  of  Agnes.  For  this  William  and  Agnes  granted 
the  said  tenements  to  John  and  Richard  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  John  and  Richard  and  the  heirs  of 
John  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tene- 
ments belong  for  ever. 

(36)  At  Westminster,  in  one  month  from  Easter  day.  Between 
Robert  Latymer,  "  chivaler,"  Nicholas  Latymer,  Elizabeth  who  [was] 
the  wife  of  William  Latymer,  Peter  Stantor  and  Isabella  his  wife,  John 
Fauntleroy,  William  Paulet,  Hugh  Deverell  and  Robert  Byngham, 
querents,  and  Thomas  Daccombe  and  Agnes  his  wife  and  John 
Whitemerssh  and  Elizabeth  his  wife,  deforciants,  of  the  manor  of 
Estpulham  and  two  messuages,  two  carucates  of  land,  sixty  acres  of 
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meadow,  two  hundred  acres  of  pasture,  twelve  acres  of  wood,  ten 
shillings  of  rent  in  Estpulham,  Helton  and  Wynterborn  Whitchurchc. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
manor  and  tenements  to  be  the  right  of  John  Fauntleroy  as  those  which 
he  and  all  the  other  querents  have  by  their  gift,  and  remitted  and  quit- 
claimed the  manor  and  tenements  for  themselves  and  the  heirs  of  Agnes 
and  Elizabeth  to  the  querents  and  the  heirs  of  John  Fauntleroy  for  ever. 
For  this  the  querents  gave  to  the  deforciants  two  hundred  marks  of 
silver. 

(37)  At  Westminster,  in  the  octaves  of  St.  Hilary,  and  afterwards 
in  fifteen  days  from  Easter  day.  Between  John  Jurdan  of  Wolveton, 
querent,  and  Nicholas  Cole  and  Reginald  Jacob,  deforciant,  of  eight 
messuages,  twelve  acres  of  land,  one  acre  of  meadow  in  Dorchestre, 
Stratton  and  Bradeford  Peverell.  Plea  of  covenant  was  summoned. 
Nicholas  and  Reginald  acknowledged  the  tenements  to  be  the  right  of 
John.  Of  which  the  said  John  has  seven  messuages,  the  said  land  and 
meadow  by  gift  from  Nicholas  and  Reginald,  and  remitted  and  quit- 
claimed the  same  from  themselves  and  the  heirs  of  Nicholas  to  John 
and  his  heirs  for  ever.  Moreover  Nicholas  and  Reginald  granted  for 
themselves  and  the  heirs  of  Nicholas  that  one  messuage  of  the  afore- 
said tenements  which  John  Stote  and  Agnes  his  wife  held  for  term  of 
life  of  the  inheritance  of  the  said  Nicholas  in  the  said  vills  on  the  day 
this  concord  was  made,  and  which  after  their  deaths  ought  to  revert  to 
Nicholas  and  Reginald  and  the  heirs  of  Nicholas,  should  then  wholly 
remain  to  John  Jurdan  and  his  heirs.  To  hold  from  the  chief  lords  of 
that  fee  by  the  services  which  to  that  messuage  belong  for  ever.  And 
Nicholas  and  Reginald  and  the  heirs  of  Nicholas  will  warrant  the  said 
tenements,  as  is  aforesaid,  to  John  Jurdan  and  his  heirs  against  all  men 
for  ever.  For  this  John  Jurdan  gave  to  Nicholas  and  Reginald  one 
hundred  marks  of  silver. 

(38)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  in  fifteen  days  after  Easter  day.  Be- 
tween Robert  Rugge,  clerk,  William  Hankeford,  knight,  and  William 
Stourton,  querents,  and  Ralph  Cokkyng  and  Joan  his  wife,  deforciants, 
of  the  manor  of  Boukeresweston  and  one  messuage,  one  hundred  acres 
of  land,  twenty  acres  of  meadow,  one  hundred  acres  of  pasture,  twenty 
acres  of  wood  in  Boukeresweston  and  the  advowson  of  the  church  oi 
Boukeresweston.  Plea  of  covenant  was  summoned.  Ralph  and  Joan 
granted  to  the  said  Robert,  William  and  William  that  the  manor  and 
tenements  and  advowson  which  Katherine  Belyvale  held  for  life  on 
the  day  this  concord  was  made,  and  which  after  her  death  ought  to 
remain  to  Ralph  and  Joan  if  the  said  Joan  survived  Katherine,  to  holu 
during  the  life  of  Joan,  should  after  the  death  of  Katherine  wholly  re- 
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main  to  the  said  Robert,  William  and  William  and  the  heirs  of  William 
Stourton.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said*  manor,  tenements  and  advowson  belong  during  the  life  of 
Joan.  For  this  Robert,  William  and  William  gave  to  Ralph  and  Joan 
two  hundred  marks  of  silver. 

10  Henry  IV.  (1408). 

(39)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist, 
and  afterwards  in  the  octaves  of  St.  Michael,  10  Henry  IV.  [1408]  Be- 
tween Edward  Tournay  and  Mabilla  his  wife,  querents,  and  John  Okeand 
Maria  his  wife,  deforciants,  of  the  manors  of  Pegges  and  Stoure  Payn. 
Plea  of  covenant  was  summoned.  John  and  Maria  granted  to  Edward 
and  Mabilla  the  said  manor  of  Pegges  and  rendered  the  same  to  them 
at  the  Court.  To  have  and  to  hold  to  Edward  and  Mabilla  and  the 
heirs  of  their  bodies  from  the  said  John  and  Maria  and  the  heirs  of 
Maria  for  ever.  Rendering  therefor  yearly  one  rose  at  the  feast  of 
the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to 
the  said  John  and  Maria  and  the  heirs  of  Maria  belonging,  and  doing 
therefor  to  the  chief  lords  of  that  fee  for  the  said  John  and  Maria  and 
the  heirs  of  Maria  all  other  services  which  to  that  manor  belong 
for  ever.  Should  Edward  and  Mabilla  die  without  heir  of  their  bodies, 
then  the  manor  wholly  will  revert  to  the  said  Maria  and  her  heirs,  quit 
of  the  other  heirs  of  Edward  and  Mabilla,  to  hold  from  the  chief  lords  of 
that  fee  by  the  services  which  to  that  manor  belong  for  ever.  And  also 
John  and  Maria  granted  to  Edward  and  Mabilla  the  aforesaid  manor  of 
Stoure  Payn  and  rendered  it  to  them  at  the  Court.  To  have  and  to 
hold  to  Edward  and  Mabilla  and  the  heirs  of  his  body  by  Mabilla  from 
John  and  Maria  and  the  heirs  of  Maria  for  ever,  rendering  therefor 
yearly  to  John  and  Maria  during  Maria's  life  sixteen  marks  of  silver, 
at  four  terms  of  the  year,  for  all  service,  custom  and  exaction  to  the  said 
John  and  Maria  and  the  heirs  of  Maria  belonging,  and  doing  therefor  to 
the  chief  lords  of  that  fee  for  John  and  Maria  and  the  heirs  of  Maria  all 
other  services  which  to  that  manor  belong  for  ever.  Should  Edward  die 
without  heir  of  his  body  by  Mabilla,  then  after  the  deaths  of  both 
Edward  and  Mabilla  the  manor  wholly  shall  revert  to  Maria  and  her 
heirs,  quit  of  the  other  heirs  of  Edward  and  Mabilla.  To  hold  from 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor 
belong  for  ever.  For  this  Edward  and  Mabilla  gave  to  John  and  Maria 
two  hundred  marks  of  silver. 

(40)  At  Westminster,  in  the  octaves  of  Holy  Trinity,  9  Henry  IV., 
and  afterwards  in  the  octaves  of  St.  Michael,  10  Henry  IV.  Between 
William  Ekerdon,  clerk,  Edmund  Elyot,  clerk,  and  Robert  Grey, 
querents,  and  Robert  More  and  Joan  his  wife,  deforciants,  of  the  manor 
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of  Wynterborn  Wast,  Bokhampton  and  Swanvvych  and  advowson  of  the 
church  of  Wynterborn  Wast.  Plea  of  covenant  was  summoned. 
Robert  More  and  Joan  granted  to  the  querents  the  said  manor 
and  advowson,  and  rendered  to  them,  whatever  they  had  in  the  said 
manor  and  advowson,  for  term  of  Joan's  life,  at  the  Court.  To  have 
and  to  hold  to  the  said  Edmund,  William  and  Robert  Grey  and  the 
heirs  of  Edmund  from  the  King  and  his  heirs  by  the  services  therein 
due  and  accustomed  during  Joan's  life.  Rendering  therefor  yearly  to 
Robert  More  and  Joan  during  Joan's  life  nineteen  marks  of  silver  at 
two  terms  of  the  year.  Should  William,  Edmund  and  Robert  Grey 
and  the  heirs  of  Edmund  make  default  in  the  payment  at  any  term,  it 
shall  be  lawful  to  Robert  More  and  Joan  during  Joan's  life  to  distrain 
them  or  those  who  hereafter  shall  hold  the  said  manor  for  their  goods 
and  chattels  therein  found  and  retain  them  until  lull  payment  be  made 
of  the  arrears.  After  Joan's  death  the  said  William,  Edmund  and 
Robert  Grey  and  the  heirs  of  Edmund  shall  be  quit  of  the  payment  of 
the  said  yearly  rent  for  ever.  For  this  William,  Edmund  and  Robert 
Grey  gave  to  Robert  More  and  Joan  one  hundred  marks  of  silver.  This 
concord  was  made  by  precept  of  the  King. 

(41)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Thomas  Brook,  "chivaler,"  and  Joan  his  wife,  querents,  and 
William  Damerle  and  Joan  his  wife,  deforciants,  of  ten  acres  of  land, 
one  acre  of  meadow  in  Castell  and  common  of  pasture  for  ten  oxen 
(boves)  in  five  hundred  acres  of  land  in  the  said  vill  for  nine  weeks 
every  year,  at  whatsoever  time  of  the  year  it  shall  please  the  said 
Thomas  and  Joan  to  depasture  that  pasture  with  the  like  number 
of  oxen,  and  common  of  pasture  for  twenty  beasts  (averia)  of  whatso- 
ever kind,  at  all  time  of  the  year  in  Langemore  in  the  vill  aforesaid. 
Plea  of  covenant  was  summoned.  William  Damerle  and  Joan  acknow- 
ledged the  tenements  and  pasture,  as  is  aforesaid,  to  be  the  right  of 
Thomas,  as  those  which  Thomas  and  Joan  had  by  their  gift,  and  re- 
mitted and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Joan 
to  Thomas  and  Joan  and  the  heirs  of  Thomas,  as  is  aforesaid,  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Joan  that  they 
would  warrant  the  said  tenements  and  pasture,  as  is  aforesaid,  to 
Thomas  and  Joan  and  the  heirs  of  Thomas  against  all  men  for  ever. 
For  this  Thomas  and  Joan  gave  to  William  and  Joan  one  hundred 
marks  of  silver. 

(42)  At  Westminster,  on  the  morrow  of  Souls.  Between  John 
Whityng,  Thomas  Beleage  and  John  Anketill,  querents,  and  William 
Anketill,  senior,  and  Elizabeth  his  wife  and  William  Anketill,  junior, 
deforciants,  of  the  manors  of  West  Almere  and  Lycchet  Mynstre. 
Plea  of  covenant  was  summoned.    The  deforciants  acknowledged  the 
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manors  to  be  the  right  of  John  Anketill,  as  those  which  he,  John 
Whityng  and  Thomas  Beleage  have  by  gift  from  them,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Elizabeth  to 
the  said  John,  Thomas  and  John  and  the  heirs  of  John  Anketill  for 
ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Elizabeth 
that  they  will  warrant  the  said  manors  to  John,  Thomas  and  John  and 
the  heirs  of  John  Anketill  against  all  men  for  ever.  For  this  John, 
Thomas  and  John  gave  to  William  and  Elizabeth  and  William  two 
hundred  marks  of  silver. 

(43)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary.  Between  Robert  Rugge,  clerk,  W7illiam  Hankeford, 
knight,  and  William  Stourton,  querents,  and  Thomas  Seinteclere  and 
Margaret  his  wife,  deforciants,  of  four  messuages,  one  toft,  one  carucate 
of  land,  forty  acres  of  pasture  in  Loueton  and  Sturmynstre  Marchall 
and  a  moiety  of  the  manor  of  Tarent  Ruyshton  and  the  hundred  of 
Coukesdich  and  the  advowson  of  the  church  of  Tarent  Ruyshton. 
Plea  of  covenant  was  summoned.  Thomas  and  Margareta  granted  the 
said  tenements,  moiety  and  advowson  to  Robert,  William  and  William, 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to 
Robert,  William  and  William  and  the  heirs  of  William  Stourton  from  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements, 
moiety  and  advowson  belong  during  Margaret's  life.  And  Thomas  and 
Margaret  will  warrant  the  tenements,  moiety  and  advowson  to  Robert, 
William  and  William  and  the  heirs  of  William  Stourton  against  all 
men  for  ever  during  Margaret's  life.  For  this  Robert,  Wrilliam  and 
William  gave  to  Thomas  and  Margaret  four  hundred  marks  of  silver. 

(44)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary. 
Between  Humphrey  de  Stafford,  knight,  John  Fountleroy,  John  Savage, 
Edmund  Elyot,  clerk,  and  William  Coventre,  querents,  and  Robert 
Lovell  and  Elizabeth  his  wife,  deforciants,  of  the  manor  of  Wyrdesford. 
Plea  of  covenant  was  summoned.  Robert  and  Elizabeth  granted  the 
manor  to  the  querents  and  rendered  the  same  to  them  at  the  Court. 
To  have  and  to  hold  to  them  and  the  heirs  of  Edmund  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  manor  belong  for 
ever.  Rendering  therefor  yearly  to  Robert  and  Elizabeth  and  the  heirs 
of  Elizabeth  for  ever  ten  marks  of  silver  at  two  terms  of  the  year. 
Should  the  querents  or  the  heirs  of  Edmund  make  default  in  payment 
at  any  term,  it  shall  be  lawful  to  Robert  and  Elizabeth  and  the  heirs  of 
Elizabeth  for  ever  to  distrain  them  in  the  said  manor,  or  those  who 
hereafter  shall  hold  the  same  by  all  their  goods  and  chattels  therein 
found  and  retain  them  untill  full  payment  shall  have  been  made  of  the 
arrears.  And  Robert  and  Elizabeth  and  the  heirs  of  Elizabeth  will 
warrant  to  the  querents  and  the  heirs  of  Edmund  the  said  manor 
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against  all  men  for  ever.  For  this  they  gave  to  Robert  and  Elizabeth 
one  hundred  marks  of  silver. 

(45)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
John  Chitterne,  clerk,  querent,  and  John  Hurlestikke,  deforciant,  of  four 
messuages,  four  tofts,  one  hundred  and  ten  acres  of  land,  three  acres  of 
meadow,  six  acres  of  wood  in  Pole  and  Lychet  Mynstre.  Plea  of 
covenant  was  summoned.  John  Hurlestikke  granted  the  tenements  to 
John  Chitterne  and  rendered  them  to  him  at  the  Court.  To  have  and 
to  hold  to  John  Chitterne  and  his  heirs  from  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  said  tenements  for  ever.  And  John 
Hurlestikke  and  his  heirs  will  warrant  the 'tenements  to  John  Chitterne 
and  his  heirs  against  all  men  for  ever.  For  this  John  Chitterne  gave  to 
John  Hurlestikke  one  hundred  marks  of  silver. 

(46)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  9  Henry  IV.,  and  afterwards  in  fifteen  days  from  Easter 
day,  10  Henry  IV.  Between  Robert  Frye,  clerk,  querent,  and  Alice 
daughter  and  heir  of  Thomas  Seward  of  Shaston,  deforciant,  of  seven- 
teen messuages,  eight  tofts  and  a  rent  of  one  rose  in  Shaston.  Plea  of 
covenant  was  summoned.  Alice  acknowledged  the  tenements  and  rent 
to  be  the  right  of  Robert.  Of  which  the  said  Robert  has  the  messuages 
and  three  tofts  by  her  gift.  To  have  and  to  hold  to  Robert  and  his 
heirs  from  the  chief  lords  of  that  fee  by  the  services  which  to  those 
tenements  belong  for  ever.  Moreover  Alice  granted  for  herself  and  her 
heirs  that  five  tofts  and  the  aforesaid  rent,  of  the  aforesaid  tenements, 
which  Nicholas  Wilton,  clerk,  held  for  term  of  life  of  the  inheritance  of 
the  said  Alice  in  the  said  vill  on  the  day  this  concord  was  made,  and 
which  after  the  death  of  Nicholas  ought  to  revert  to  the  said  Alice  and 
her  heirs,  should  then  wholly  remain  to  the  said  Robert  and  his  heirs. 
To  hold  together  with  the  tenements  which  remain  to  him  by  this  fine 
from  the  chief  lords  of  that  fee  by  the  services  which  to  those  tofts 
and  rent  belong  for  ever.  And  Alice  and  her  heirs  will  warrant  the  said 
tenements  and  rent,  as  is  aforesaid,  to  Robert  and  his  heirs  against  all 
men  for  ever.  For  this  Robert  gave  to  Alice  one  hundred  marks  of 
silver. 

(47)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael, 
and  afterwards  in  fifteen  days  from  Easter  day.  Between  Robert  Frye, 
querent,  and  John  Wodelond,  parson  of  the  church  of  St.  Lawrence  of 
Shaston,  deforciant,  of  seventeen  messuages,  three  tofts,  one  hundred 
acres  of  land  and  a  rent  of  one  rose  in  Shaston.  Plea  of  covenant  was 
summoned.  John  acknowledged  the  tenements  and  rent  to  be  the  right 
of  Robert.  Of  which  the  said  Robert  has  the  messuages  and  tofts,  of 
the  aforesaid  tenements,  by  gift  of  John.  To  have  and  to  hold  to 
Robert  and  his  heirs  from  the  chief  lords  of  that  fee  by  the  services 
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which  to  those  tenements  belong  for  ever.  Moreover  John  granted  for 
himself  and  his  heirs  that  the  one  hundred  acres  of  land  and  the  rent, 
of  the  aforesaid  tenements,  which  Nicholas  Wilton,  clerk,  held  for  term 
of  life  of  the  inheritance  of  the  said  John  in  the  said  vill  on  the  day  this 
concord  was  made,  and  which  after  the  death  of  the  said  Nicholas  ought 
to  revert  to  the  said  John  and  his  heirs,  should  then  wholly  remain  to 
Robert  and  his  heirs.  To  hold  together  with  the  tenements  which  re- 
main to  him  by  this  fine  from  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  land  and  rent  belong  for  ever.  And  John  and  his  heirs 
will  warrant  the  tenements,  as  is  aforesaid,  to  Robert  and  his  heirs 
against  all  men  for  ever.  For  this  Robert  gave  to  John  one  hundred 
marks  of  silver. 

(48)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist.  Between  Robert  Chaundos,  clerk,  and  John  Morton,  senior, 
querents,  and  John  Moigne,  "chivaler,"  and  Cecilia  his  wife,  deforciants, 
of  the  manor  of  Ore  and  the  advowson  of  the  church  of  the  said  manor. 
Plea  of  covenant  was  summoned.  John  Moigne  acknowledged  the 
manor  and  advowson  to  be  the  right  of  Robert,  as  those  which  Robert 
and  John  Morton  have  by  his  gift.  For  this  Robert  and  John  Morton 
granted  them  to  John  Moigne  and  Cecilia  and  rendered  the  same  to 
them  at  the  Court.  To  have  and  to  hold  to  John  Moigne  and  Cecilia 
during  their  lives  from  the  King  and  his  heirs  by  the  services  therein 
due  and  accustomed.  After  their  deaths  the  manor  and  advowson  will 
wholly  remain  to  William  Bonevyll  and  Eustachia  his  wife  and  the 
heirs  of  their  bodies.  To  hold  from  the  King  and  his  heirs  by  the  said 
services,  as  is  aforesaid,  for  ever.  Should  William  and  Eustachia  die 
without  heir  of  their  bodies,  then  the  manor  and  advowson  will  wholly 
remain  to  the  right  heirs  of  the  said  John  Moigne,  quit  of  the  other 
heirs  of  William  and  Eustachia.  To  hold,  as  aforesaid,  for  ever.  This 
concord  was  made  by  precept  of  the  King. 

11  Henry  IV.  (1409). 

(49)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  William  Payn,  querent,  and  John  Stone  and  John  Punchardon, 
deforciants,  of  sixteen  messuages,  one  mill,  eighty  acres  of  land,  forty 
acres  of  meadow,  one  hundred  acres  of  heath,  twenty  shillings  rent  in 
Russheton,  Beneger,  Carry  and  Holton.  Plea  of  covenant  was  summoned. 
William  acknowledged  the  tenements  to  be  the  right  of  John  Stone. 
For  this  John  Stone  and  John  Punchardon  granted  the  tenements  to 
the  said  William  and  rendered  them  to  him  at  the  Court.  To  have 
and  to  hold  to  William  during  his  life  from  the  chief  lords  of  that  fee 
by  the  services  which  belong  to  the  said  tenements.  After  the  death  of 
William  the  tenements  will  wholly  remain  to  John  Chitterne,  clerk,  and 
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Thomas  Bonham  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  tenements  belong  for  ever. 

(50)  At  Westminster,  in  three  weeks  from  Easter  day.  Between 
Philip  Holman  and  John  Swaldale,  querents,  and  Thomas  Brook, 
"chivaler,"  and  Joan  his  wife,  deforciants,  of  the  manor  of  Blundeleshav 
and  nine  messuages,  four  tofts,  twelve  carucates  and  forty  acres  of 
land,  one  hundred  acres  of  meadow,  sixty  acres  of  pasture,  eighty  acres 
of  wood,  four  shillings  of  rent  and  a  rent  of  one  rose  in  Whitchurchc, 
Symondesburgh,  Abbotestoke,  Mersshwode,  Stokewaleys,  Atram, 
Morebathe,  Pyrcombe,  Gerynsatte,  Hulle,  Monkewode,  Yerd,  Rame- 
sham  and  Dunstrowe.  Plea  of  covenant  was  summoned.  Thomas 
and  Joan  acknowledged  the  manor,  tenements  and  rent  to  be  the  right 
of  Philip,  as  those  which  the  said  Philip  and  John  have  by  their  gift, 
and  remitted  and-quit  claimed  the  same  for  themselves  and  the  heirs  of 
Joan  to  Philip  and  John  and  the  heirs  of  Philip  for  ever.  For  this 
Philip  and  John  gave  to  Thomas  and  Joan  two  hundred  marks  of 
silver, 

12  Henry  IV.  (1410). 

(51)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael. 
Between  Edward  Tournay  and  John  Savage,  querents,  and  John  Oke 
and  Mary  his  wife,  deforciants,  of  the  manor  of  Shapwyk,  one  mill, 
and  eighteen  acres  of  meadow  in  Shapwyk  and  Stourmynstre  Marchall. 
Plea  of  covenant  was  summoned.  John  Oke  and  Mary  acknowledged 
the  manor  and  tenements  to  be  the  right  of  Edward,  as  those  which 
Edward  and  John  Savage  have  by  their  gift.  For  this  Edward  and 
John  Savage  granted  the  manor  and  tenements  to  John  Oke  and  Mary, 
and  rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to 
John  Oke  and  Alary  and  the  heirs  of  Mary  begotten  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  manor  and  tenements 
belong  for  ever.  Should  Mary  die  without  heir  of  her  body  begotten, 
then  after  the  deaths  of  both  John  Oke  and  Mary  the  manor  and  tene- 
ments wholly  will  remain  to  the  right  heirs  of  Mary.  To  hold  from 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor  and 
tenements  belong  for  ever.  And  Edward  and  his  heirs  will  warrant  to 
John  Oke  and  Mary  and  the  heirs  of  Mary,  and  also  to  the  right  heirs 
of  Mary  if  she  die  without  heirs  of  her  body,  the  said  manor  and 
tenements  against  all  men  for  ever. 

(52)  At  Westminster,  on  the  morrow  of  Souls.  Between  John 
Auntyoche  and  Margery  his  wife,  querents,  and  Thomas  Lovell  and 
Agnes  his  wife,  deforciants,  of  one  messuage,  fourteen  acres  of  land,  and 
one  acre  of  pasture  in  Magna  Craweford.  Plea  of  covenant  was  sum- 
moned. Thomas  and  Agnes  acknowledged  the  tenements  to  be  the 
right  of  John,  and  remitted  and  quit-claimed  the  same  for  themselves 
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and  the  heirs  of  Agnes  to  John  and  Margery  and  the  heirs  of  John  for 
ever.  Moreover  Thomas  and  Agnes  granted  for  themselves  and  the 
heirs  of  Agnes  that  they  will  warrant  the  tenements  to  John  and 
Margery  and  the  heirs  of  John  against  all  men  during  the  life  of  Agnes. 
For  this  John  and  Margery  gave  to  Thomas  and  Agnes  ten  marks  of 
silver. 

(53)  At  Westminster,  in  three  weeks  from  Easter  day,  and  after- 
wards in  the  octaves  of  Holy  Trinity.  Between  William  Pulhare, 
querent,  and  John  Lambard  of  Dorchestre  and  Isabella  his  wife, 
deforciants,  of  two  messuages  and  one  rood  of  land  in  Dorchestre. 
Plea  of  covenant  was  summoned.  John  and  Isabella  acknowledged  the 
tenements  to  be  the  right  of  William,  as  those  which  he  has  by  their 
gift,  and  they  remitted  and  quit-claimed  the  same  for  themselves  and 
the  heirs  of  Isabella  to  William  and  his  heirs  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Isabella  that  they  will  warrant 
the  tenements  to  William  and  his  heirs  against  all  men  for  ever.  For 
this  William  gave  to  John  and  Isabella  twenty  marks  of  silver. 

(54)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity. 
Between  John  Touker  [?  Tonker],  vicar  of  the  church  of  Estlolleworth, 
and  Robert  Russe,  chaplain,  querents,  and  William  Carent  and  Alice  his 
wife,  deforciants,  of  ten  messuages,  one  mill,  two  carucates  of  land,  fifteen 
acres  of  meadow,  fifty  acres  of  pasture,  and  thirty  pence  rent  in  Swane- 
wyche.  Plea  of  covenant  was  summoned.  William  and  Alice  acknow- 
ledged the  tenements  tc  be  the  right  of  Robert,  as  those  which  the  said 
Robert  and  John  have  by  their  gift,  and  they  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  William  to  John  and  Robert 
and  the  heirs  of  Robert  for  ever.  Moreover  William  and  Alice  granted 
for  themselves  and  the  heirs  of  William  that  they  will  warrant  the 
tenements  to  John  and  Robert  and  the  heirs  of  Robert  against  all  men 
for  ever.  For  this  John  and  Robert  gave  to  William  and  Alice  one 
hundred  marks  of  silver. 

13  Henry  IV.  (1411). 

(55)  At  Westminster,  on  the  morrow  of  St.  Martin.  Between 
Robert  de  Ponynges,  knight,  and  Christina  who  was  the  wife  of 
William  Pistor,  querents,  and  Richard  Langeford  and  Joan  his  wife, 
deforciants,  of  the  manor  of  Durwyneston  and  two  carucates  of  land, 
twenty  acres  of  meadow,  two  hundred  acres  of  pasture,  twenty  acres  of 
wood,  and  sixty  shillings  of  rent  in  Knyghton  juxta  Durwyneston  and 
the  advowson  of  the  church  of  the  same  manor.  Plea  of  covenant  was 
summoned.  Richard  and  Joan  acknowledged  the  manor,  tenements 
and  advowson  to  be  the  right  of  Robert,  and  remitted  and  quit-claimed 
the  same  for  themselves  and  the  heirs  of  Joan  to  Robert  and  Christina 
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and  the  heirs  of  Robert  for  ever.  Moreover  Richard  and  Joan  granted 
for  themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  manor, 
tenements  and  advowson  to  Robert  and  Christina  and  the  heirs  of 
Robert  against  all  men  for  ever.  For  this  Robert  and  Christina  gave 
to  Richard  and  Joan  two  hundred  marks  of  silver. 

(56)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Thomas  Grey,  John  Crukerne  and  Thomas  Meere,  querents, 
and  Walter  Hornesbogh  and  Joan  his  wife,  and  Thomas  Bolour,  de- 
forciants, of  one  messuage,  eighty  acres  of  land,  sixteen  acres  of  meadow, 
two  hundred  acres  of  pasture,  forty  acres  of  wood,  three  shillings  and  one 
farthing  rent  and  a  rent  of  one-quarter  pound  of  pepper  in  Chedyngdon 
and  one-fourth  part  of  the  advowson  of  the  church  of  the  said  vill.  Plea 
of  covenant  was  summoned.  Walter  and  Joan  and  Thomas  Bolour  ac- 
knowledged the  tenements,  rent  and  one-fourth  part  of  the  advowson  to 
be  the  right  of  Thomas  Grey,  as  those  which  the  said  Thomas,  John, 
and  Thomas  Meere  have  by  their  gift.  For  this  they  granted  the  same 
to  Thomas  Bolour  and  rendered  them  to  him  at  the  Court.  To  have 
and  to  hold  to  Thomas  Bolour  and  the  heirs  of  his  body  from  Thomas 
Grey,  John,  and  Thomas  Meere,  and  the  heirs  of  Thomas  Grey  for  ever, 
rendering  therefor  yearly  to  the  said  Thomas  Grey,  John,  and  Thomas 
Meere  and  the  heirs  of  Thomas  Grey  forty  shillings  of  silver,  at  four 
terms  of  the  year.  Should  Thomas  Bolour  die  without  heir  of  his  body, 
then  the  tenements,  rent  and  one-fourth  part  of  the  advowson  wholly  will 
revert  to  Thomas  Grey,  John,  and  Thomas  Meere  and  the  heirs  of 
Thomas  Grey,  quit  of  the  other  heirs  of  Thomas  Bolour.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements,  rent 
and  one-fourth  part  of  the  advowson  belong  for  ever. 

(57)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Peter  Jenewey  and  William  Rowell,  querents,  and  John  Jenewey 
and  Dionisia  his  wife,  deforciants,  of  one  messuage,  thirty-three  acres  ot 
land,  and  twelve  acres  of  meadow  in  Corfmolyn  and  Lychet  Maltravers. 
Plea  of  covenant  was  summoned.  John  and  Dionisia  acknowledged  the 
tenements  to  be  the  right  of  Peter,  as  those  which  the  said  Peter  and 
William  have  by  their  gift.  For  this  Peter  and  William  granted  to  John 
and  Dionisia  the  said  tenements  and  rendered  them  to  them  at  the 
Court.  To  have  and  to  hold  to  John  and  Dionisia  and  the  heirs  of  their 
bodies  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  forever.  Should  John  and  Dionisia  die  without  heir 
of  their  bodies,  then  the  tenements  wholly  will  remain  to  the  right  heirs 
of  the  said  John.  To  hold  of  the  chief  lords  of  that  fee  by  the  service^ 
which  to  the  said  tenements  belong  for  ever. 

(58)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Thomas  Grey,  John  Crukerne  and  Thomas  Meere,  querents, 
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and  Thomas  Bolour  and  Joan  his  wife,  deforciants,  of  two  messuages, 
nintey  acres  of  land,  twenty  acres  of  meadow,  two  hundred  acres  of  pasture, 
forty  acres  of  wood,  three  shillings  and  one  farthing  rent  and  a  rent  of 
one-quarter  pound  of  pepper  in  Chedyngdon  and  one-fourth  part  of  the  ad- 
vowson  of  the  church  of  the  said  vill.  Plea  of  covenant  was  summoned. 
Thomas  Bolour  and  Joan  acknowledged  the  said  tenements  and  rent  and 
one-fourth  part  of  the  advowson  to  be  the  right  of  the  said  Thomas  Grey, 
as  those  which  the  said  Thomas,  John,  and  Thomas  Meere  have  by  their 
gift.  For  this  Thomas  Grey,  John,  and  Thomas  Meere  granted  to 
Thomas  Bolour  and  Joan  the  said  tenements  and  rent  and  one-fourth  part 
of  the  advowson  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  Thomas  Bolour  and  Joan  and  the  heirs  of  the  body  of  the  said 
Thomas  from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements,  rent  and  one-fourth  part  of  the  advowson  belong.  Should 
Thomas  Bolour  die  without  heir  of  his  body  begotten,  then  after  the 
deaths  of  both  Thomas  and  Joan  the  tenements,  rent  and  one-fourth  part 
of  the  advowson  wholly  will  remain  to  Joan  wife  of  Walter  Hornesbogh 
and  the  heirs  of  her  body  begotten.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements,  rent  and  one-fourth  part 
belong.  Should  Joan  wife  of  Walter  die  without  heir  of  her  body,  the 
remainder  will  be  to  the  right  heirs  of  Thomas  Bolour.  To  hold,  as 
aforesaid,  for  ever. 

(59)  At  Westminster,  on  the  morrow  of  St.  Martin,  and  afterwards 
in  the  octaves  of  Holy  Trinity.  Between  Hugh  Deverell  and  Edith  his 
wife,  querents,  and  Richard  More  and  Elizabeth  his  wife,  deforciants,  of 
a  moiety  of  the  manor  of  Croukeston.  Plea  of  covenant  was  sum- 
moned. Richard  and  Elizabeth  granted  to  Hugh  and  Edith  the  said 
moiety  and  rendered  it  to  them  at  the  Court.  To  have  and  to  hold  to 
Hugh  and  Edith  and  the  heirs  of  their  bodies  from  Richard  and  Eliza- 
beth and  the  heirs  of  Elizabeth  for  ever,  rendering  therefor  yearly  during 
.  Edith's  life  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for 
all  service,  custom  and  exaction  to  the  said  Richard  and  Elizabeth  and 
the  heirs  of  Elizabeth  belonging,  and  doing  therefor  to  the  chief  lords 
of  that  fee  for  Richard  and  Elizabeth  and  the  heirs  of  Elizabeth  all 
other  services  which  to  the  said  moiety  belong  during  Edith's  life. 
And  after  Edith's  death  rendering  therefor  yearly  to  Richard  and  Eliza- 
beth and  the  heirs  of  Elizabeth  during  Hugh's  life,  if  he  survives 
Edith,  four  pounds  sterling,  at  four  terms  of  the  year,  for  all  service, 
custom  and  exaction  to  the  said  Richard  and  Elizabeth  and  the  heirs  of 
Elizabeth  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
Richard  and  Elizabeth  and  the  heirs  of  Elizabeth  all  other  services 
which  to  the  said  moiety  belong  during  Hugh's  life.  And  after  the 
death  of  Hugh  rendering  also  therefor  yearly  to  Richard  and  Elizabeth 


270  Dorset  Firies. 

and  the  heirs  of  Elizabeth  one  hundred  shillings  of  silver,  at  four  terms 
•of  the  year,  for  all  service,  custom  and  demand  to  the  said  Richard  and 
Elizabeth  and  the  heirs  of  Elizabeth  belonging,  and  doing  therefor  to 
the  chief  lords  of  that  fee  for  Richard  and  Elizabeth  and  the  heirs  of 
Elizabeth  all  other  services  which  to  the  said  moiety  belong  for  ever. 
Should  there  be  no  heir  of  the  bodies  of  Hugh  and  Edith,  then  the 
moiety  wholly  will  revert  to  the  said  Richard  and  Elizabeth  and  the 
heirs  of  Elizabeth,  quit  of  the  other  heirs  of  Hugh  and  Edith.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  moietv 
belong  for  ever. 

(60)  At  Westminster,  on  the  morrow  of  the  Ascension,  and  after- 
wards in  the  octaves  of  Holy  Trinity.  Between  William  Hyne,  clerk, 
and  John  Brunyng,  clerk,  querents,  and  John  Deveros,  knight,  and  Joan 
his  wife,  deforciants,  of  the  manor  of  Wynterborn  Stupulton.  Plea  of 
covenant  was  summoned.  John  Deveros  and  Joan  acknowledged  the 
manor  to  be  the  right  of  William,  as  that  which  William  and  John 
Brunyng  have  by  their  gift.  For  this  William  and  John  Brunyng 
granted  to  John  Deveros  and  Joan  the  said  manor  and  rendered  it  to 
them  at  the  Court.  To  have  and  to  hold  to  John  Deveros  and  Joan 
during  their  lives  from  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  manor  belong.  After  their  deaths  the  manor  wholly  will  re- 
main to  Richard  Deveros  and  Clemencia  his  wife  and  the  heirs  of  their 
bodies.  To  hold  from  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  manor  belong  for  ever.  Should  Richard  and  Clemencia  die 
without  heir  of  their  bodies,  then  the  manor  will  wholly  remain  to  Joan 
daughter  of  the  aforesaid  John  Deveros  and  Joan  his  wife  and  the  heirs 
of  her  body.  To  hold  from  the  chief  lords,  as  aforesaid,  for  ever. 
Should  she  die  without  heir  of  her  body,  then  the  manor  will  wholly  re- 
main to  the  right  heirs  of  the  said  John  Deveros.  To  hold,  as  aforesaid, 
for  ever. 

(61)  At  Westminster,  on  the  morrow  of  St.  John  Baptist.  Between 
John  Northfeld,  clerk,  querent,  and  Richard  Coroner  of  London,  draper, 
and  Joan  his  wife,  deforciants,  of  one  messuage  in  Melcombe  Regis. 
Plea  of  covenant  was  summoned.  Richard  and  Joan  acknowledged  the 
messuage  to  be  the  right  of  John,  as  that  which  he  has  by  their  gift,  and 
remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
Richard  to  John  and  his  heirs  for  ever.  For  this  John  gave  to  Richard 
and  Joan  ten  marks  of  silver. 

14  Henry  IV.  (1412). 

(62)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  13  Henry 
IV.,  and  afterwards  in  the  octaves  of  St.  Michael,  14  Henry  IV.  Be- 
tween Hugh  Deverell,  John  Boteler,  clerk,  Thomas  Pynot  [?  Pyvotj, 


14  Henry  IV.  (141 2). 


271 


clerk,  Robert  Craford  and  Richard  Bile,  querents,  and  John  Harryes  and 
Sibilla  his  wife,  Walter  Chauntemarle,  Henry  Smedemore,  John  Jurdan 
and  Christina  his  wife  and  John  Cheverell  and  Joan  his  wife,  deforci- 
ants, of  the  manor  of  Byestwall  and  Stoburgh.    Plea  of  covenant  was 
summoned.    The  deforciants  acknowledged  the  manor  to  be  the  right 
of  Thomas,  as  that  which  the  said  Thomas,  Hugh,  John  Boteler,  Robert 
and  Richard  have  by  their  gift.    For  this  they  granted  the  manor  to 
John  Harryes  and  Sibilla  and  rendered  the  same  to  them  at  the  Court. 
To  have  and  to  hold  to  John  Harryes  and  Sibilla  during  their  lives 
from  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor 
belong,  with  remainder  after  their  deaths  to  John  Moune  son  of  the 
said  Sibilla  and  the  heirs  of  his  body  begotten.    To  hold  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  manor  belong  for  ever. 
Should  John  Moune  die  without  heir  of  his  body,  then  a  moiety  of  the 
said  manor  shall  wholly  remain  to  the  aforesaid  John  Jurdan  and 
Christina  and  the  heirs  of  their  bodies  begotten,  to  hold  from  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  moiety  belong  for 
-ever.    Should  they  die  without  heir  of  their  bodies,  then  the  aforesaid 
moiety  wholly  shall  remain  to  the  heirs  of  the  body  of  Christina,  to 
hold,  as  aforesaid,  for  ever.    Should  there  be  no  heir  of  the  body  of 
Christina,  then  the  aforesaid  moiety  wholly  shall  remain  to  the  aforesaid 
John  Cheverell  and  Joan  and  the  heirs  of  their  bodies  begotten,  to  hold 
as  aforesaid,  for  ever.    Should  they  die  without  heir  of  their  bodies,  then 
the  said  moiety  wholly  shall  remain  to  the  heirs  of  the  body  of  the  said 
Joan,  to  hold,  as  aforesaid,  for  ever.    Should  there  be  no  heir  of  the  body 
of  the  said  Joan,  then  the  said  moiety  shall  wholly  remain  to  the  afore- 
said Walter  Chauntemarle  and  the  heirs  of  his  body  begotten,  to  hold, 
as  aforesaid,  for  ever.    Should  the  said  Walter  die  without  heir  of  his 
body,  then  the  said  moiety  wholly  shall  remain  to  the  right  heirs  of  the 
aforesaid  Christina,  to  hold,  as  aforesaid,  for  ever.     And  the  other 
moiety  of  the  said  manor  shall  wholly  remain  to  the  aforesaid  John 
Cheverell  and  Joan  and  the  heirs  of  their  bodies  begotten.    To  hold 
from  the  chief  lords  of  that  fee  by  the  services  which  to  that  moiety 
belong  for  ever.    Should  they  die  without  heir  of  their  bodies,  then  that 
moiety  wholly  shall  remain  to  the  heirs  of  the  body  of  the  said  Joan,  to 
hold,  as  aforesaid,  for  ever.    Should  there  be  no  heir  of  the  body  of  the 
said  Joan,  then  that  moiety  wholly  shall  remain  to  the  aforesaid  John 
Jurdan  and  Christina  and  the  heirs  of  their  bodies  begotten,  to  hold,  as 
aforesaid,  for  ever.    Should  they  die  without  heir  of  their  bodies,  then 
that  moiety  shall  wholly  remain  to  the  heirs  of  the  body  of  the  said 
Christina,  to  hold,  as  aforesaid,  for  ever.    Should  there  be  no  heir  of  the 
body  of  the  said  Christina,  then  that  moiety  shall  wholly  remain  to  the 
right  heirs  of  the  aforesaid  Joan.    To  hold,  as  aforesaid,  for  ever. 
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(63)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
Between  Hugh  Deyerell,  Richard  Grene,  Matthew  Dauson  and  Andrew 
Aleyn,  clerk,  querents,  and  Walter  Horsford  and  Joan  his  wife,  deforci- 
ants, of  two  messuages,  two  carucates  of  land,  fifteen  acres  of  meadow, 
and  three  acres  of  marsh  in  Askereswell  and  Lutton.  Plea  of  covenant 
was  summoned.  Walter  and  Joan  acknowledged  the  said  tenements 
to  be  the  right  of  Hugh,  as  those  which  the  said  Hugh,  Richard, 
Matthew  and  Andrew  have  by  their  gift.  To  have  and  to  hold  to  Hugh, 
Richard,  Matthew  and  Andrew  and  the  heirs  of  Hugh  from  the  chid" 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
ever.    For  this  they  gave  to  Walter  and  Joan  twenty  pounds  sterling. 

(64)  At  Westminster,  in  the  octaves  of  St.  Hilary.  Between  Robert 
de  Ponynges,  knight,  and  Christina  who  was  the  wife  of  William  Pistor, 
querents,  and  Nicholas  Holte  and  Christina  his  wife,  deforciants,  of 
the  manors  of  Durwynston  and  Knyghton  and  the  advowsons  of  the 
churches  of  the  said  manors.  Plea  of  covenant  was  summoned.  Nicho- 
las and  Christina  acknowledged  the  manors  and  advowsons  to  be  the 
right  of  Robert,  as  those  which  the  said  Robert  and  Christina  who  was 
the  wife  of  William  have  by  their  gift,  and  they  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  Christina  to  Robert 
and  Christina  who  was  the  wife  of  William  and  the  heirs  of  Robert  tor 
ever.  Moreover  Nicholas  and  Christina  granted  for  themselves  and 
the  heirs  of  Nicholas  that  they  will  warrant  the  manors  and  advowsons 
to  the  said  Robert  and  Christina  who  was  the  wife  of  William  against 
all  men  for  ever.  For  this  Robert  and  Christina  who  was  the  wife  of 
William  gave  to  Nicholas  and  Christina  two  hundred  marks  of  silver. 

(65)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael. 
Between  Robert  atte  More  and  Joan  his  wife  and  John  Mountagu  and 
Agnes  his  wife,  querents,  and  Robert  Veel  and  Robert  Lymborgh, 
deforciants,  of  the  manor  of  Bere  juxta  Okford  Fytz  Payn  and  eight 
messuages,  three  carucates  of  land,  twenty  acres  of  meadow,  two 
hundred  acres  of  pasture,  thirteen  shillings  and  fourpence  rent  in  More 
Marnehull,  Stoure  Prewes,  Totebeare,  Shaftebury  and  Wynterborne 
Clencheston.  Plea  of  covenant  was  summoned.  Robert  atte  More 
and  ]oan  and  John  and  Agnes  acknowledged  the  manor  and  tenements 
to  be  the  right  of  Robert  Veel.  For  this  the  said  Robert  and  Robert 
Lymborgh  granted  the  manor  and  tenements  to  Robert  atte  More  and 
Joan  and  rendered  the  same  to  them  at  the  Court.  To  have  and  to 
hold  to  Robert  atte  More  and  Joan  and  the  heirs  of  their  bodies  from 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor  and 
tenements  belong  for  ever.  Should  they  die  without  heirs  of  the  r 
bodies,  then  the  manor  and  tenements  wholly  will  remain  to  the  heirs 
of  the  body  of  Robert  atte  More.     To  hold,  as  aforesaid,  for.  ever 
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Should  there  be  no  heir  of  the  body  of  the  said  Robert,  then  the  manor 
and  tenements  wholly  will  remain  to  the  aforesaid  John  and  Agnes  and 
the  heirs  of  the  body  of  Agnes  begotten.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  belong  to  the  said  manor  and  tenements 
for  ever.  Should  Agnes  die  without  heir  of  her  body  begotten,  then 
after  the  deaths  of  both  John  and  Agnes  the  manor  and  tenements 
wholly  will  remain  to  the  right  heirs  of  the  said  Robert  atte  More.  To 
hold,  as  aforesaid,  for  ever. 


End  of  Henry  IV. 


DIVERS  COUNTIES. 


I  Henry  V.  (1413). 

WILTS,  DORSET. 

(3)  At  Westminster,  in  one  month  from  Easter  day,  1  Henry  V. 
(1413).  Between  Matilda  who  was  the  wife  of  Sir  John  Lovell,  knight, 
and  John,  lord  de  Lovell,  querents,  and  Robert  Lovell  and  Elizabeth 
his  wife,  deforciants,  of  the  manors  of  Ubeton,  Knouke  and  Werdur  and 
advowson  of  the  church  of  the  said  manor  of  Ubeton,  in  co.  Wilts,  and 
the  manor  of  Sutton  Walrond  and  advowsons  of  the  churches  of  Sutton 
Walrond  and  Maydenewynton,  in  co.  Dorset.  Plea  of  covenant  was 
summoned.  Robert  and  Elizabeth  acknowledged  the  said  manors  and 
advowsons  to  be  the  right  of  John,  as  those  which  John  and  Matilda 
have  by  gift  of  Robert  and  Elizabeth,  and  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Elizabeth  to  Matilda  and  John 
and  the  heirs  of  John  for  ever.  Moreover  Robert  and  Elizabeth  granted 
for  themselves  and  the  heirs  of  Elizabeth  that  they  will  warrant  the 
manors  and  advowsons  to  Matilda  and  John  and  the  heirs  of  John 
against  all  men  for  ever.  For  this  Matilda  and  John  gave  to  Robert 
and  Elizabeth  five  hundred  marks  of  silver. 

3  Henry  V.  (1415). 

HEREFORD,  SALOP,  STAFFORD,  WORCESTER,  BUCKS, 
OXON,  BERKS,  ESSEX,  SOUTHAMPTON,  DORSET, 
KENT,  SOMERSET,  GLOUCESTER. 

(31)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  3  Henry 
V.  (1415).  Between  Richard,  Bishop  of  Norwich,  Thomas,  Earl  of 
Arundell,  Richard,  Earl  of  Warwick,  Henry  Lescrop,  "chivaler," 
.Thomas  de  Berkeley,  "chivaler,"  Edward  Charleton,  "chivaler,"  Joan 
who  was  the  wife  of  William  Beauchamp  of  Bergevenny,  John  Pelham, 
"chivaler,"  Robert  Corbet,  "  chivaler,"  John  Greyndour,  "  chivaler.*' 
Walter  Lucy,  Thomas  Chaucer,  William  Walwyn,  Thomas  Holgote  and 
Richard  Wygmore,  querents,  and  Edmund,  Earl  of  March,  deforciant,  of 
the  castles  and  lordships  of  Raydr,  Kenlles,  Radenore  and  Knoclas  and 
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vill  of  Radenore,  lordships  of  Mellennyth,  Pullith,  Knygton,  Warthreig- 
non,  Comotoidour,  Norton  and  Presthemd,  manors  of  Orleton,  Kynges- 
lane, Pembrugge,  Malmeshull  Lacy,  Nethewode,  Mawardyn  and 
Wolferlowe,  and  of  two  parts  of  the  manor  of  Magna  Marcle  in  co.  Here- 
ford, and  the  Marches  of  Wales  to  the  said  county  adjoining,  and  the 
castle,  manor  and  vill  of  Ludlowe,  manor  and  lordship  of  Staunton  Lacy, 
and  manors  of  Cleeton  and  Farlowe  in  co.  Salop,  and  manor  of  Arley  in 
co.  Stafford,  and  manors  of  Brymmesgrove,  Norton  and  Clifton  in  co. 
Worcester,  and  manors  of  Whaddon  and  Stepulclaydon  in  co.  Bucks, 
and  manors  of  Dokelyngton  and  Fynmere  in  co.  Oxon,  and  manors  of 
Stratfeld  Mortymer  and  Waghefeld  in  co.  Berks,  and  two  parts  of  the 
manor  of  Thaxstede  in  co.  Essex,  and  the  manor  of  Worthy  Mortymer 
in  co.  Southampton,  and  the  manors  of  Cranburn,  Pymperne,  Gussiche 
Bovn,  Tarent  Gundevile,  Weymouth,  Wyke,  Portland,  Warham,  Stuple 
and  Crich  in  co.  Dorset,  and  manors  of  Swanescombe,  Tonge  and  Erhithe 
in  co.  Kent,  and  Castle  of  Bruggewater,  manors  of  Odecombe  and  Milver- 
ton  and  one-third  part  of  the  lordship  of  Bruggewater  in  co.  Somers,  and 
manors  of  Byslegh,  Bardeslegh,  Lycheslade,  Sodyngton,  Mussarder, 
Chorlton,  Wynston  and  Brymrnesfeld  in  co.  Gloucester.  Plea  of  covenant 
was  summoned.  The  Earl  of  March  acknowledged,  that  is  to  say,  the 
said  castles,  lordships  and  manors  of  Orleton,  Kyngeslane,  Pembrugge, 
Malmeshull  Lacy,  Netherwode,  Mawardyn,  Wolferlowe,  Ludlowe,  Arley, 
Brymmesgrove,  Norton,  Whaddon,  Stepulclaydon,  Stratfeld  Mortymer, 
Waghefeld,  Worthy  Mortymer,  Swannescombe,  Tonge,  Erhithe,  Cran- 
burn, Pymperne,  [Gussich  Bovn,  Tarent]  Gundevyle,  Weymouth, 
Wyke,  Portland,  Warham,  Stuple,  Crich,  Odecombe,  Milverton,  Byslegh, 
Bardeslegh,  [Lychelade,  Sodyngton],  Mussarder,  Chorlton,  Wynston  and 
Brymrnesfeld  and  the  aforesaid  [two  parts  and  one-third  part]  to  be  the 
right  of  the  said  querents,  and  the  said  manors  of  Cleeton,  Farlowe, 
[Clifton,  Dokelyngton  and  Fynmere]  to  be  the  right  of  Thomas  de  Berke- 
ley, as  those  which  they  have  by  gift  of  the  said  Earl  of  March.  To  have 
and  to  hold  to  the  said  querents  and  their  heirs  the  said  castles,  lordships, 
vills,  manors  of  Orleton,  Kyngeslane,  Pembrugge,  Malmeshull  Lacy 
[Netherwode,  Mawardyn,  Wolferlowe,  Ludlowe],  Arley,  Brymmesgrove 
Norton,  Whaddon,  Stepful  Claydon,  Stratfeld  Mortymer],  Waghefeld, 
Worthy  Mortymer,  Swannescombe,  Tong,  Erhithe,  Cranburn,  Pymperne, 
G[ussich  Boun,  Tarent  Gundevile,  Weymouth],  Wyke,  Portland,  War- 
ham, Stuple,  Crich,  [Odecombe,  Milverton,  Byslegh,  Bardeslegh],  Lyche- 
lade, Sodyngton,  Mussarder,  Chorlton,  Wynston  and  Brymrnesfeld  and 
the  said  two  [parts  and  one-third  part]  by  the  services  therein  due  and 
accustomed  for  ever,  and  to  the  said  querents  [and  the  heirs  of  Thomas 
Berkeley]  the  aforesaid  manors  of  Cleeton,  Farlowe,  Clifton,  Dokelyngton 
and  Fynmere  [of  the  chief  lord  of  tha£  fee]  by  the  services  which  to  those. 


276 


Dorset  Fines. 


manors  belong  for  ever.  Moreover  the  said  Earl  of  March  granted  for 
himself  [and  his  heirs  that  they]  will  warrant  to  the  said  querents  and  their 
heirs,that  is  to  say  the  aforesaid  castles,  lordships,  vills,  manors  of  Orleton, 
Kyngeslane,  Pembrugge,  Malmeshull  Lacy,  Netherwode,  Mawardyn, 
Wolferlowe,  [Ludlowe,  Arley,  Brymmesgrove],  Norton,  Whaddon,  Step- 
ulclaydon,  Stratfeld  Mortymer,  Waghefeld,  Worthy  Mortymer,  Swan- 
nescombe,  Tong,  Erhithe,  Cranburn,  Pymperne,  Gussiche  Bovn,  Tarent 
Gundevile,  [Weymouth,  Wyke],  Portland,  Warham,  Stuple,  Crich,  Ode- 
combe,  Mylverton,  Byslegh,  Bardeslegh,  Lychelade,  Sodyngton,  Mussar- 
der,  Chorlton,  Wynston  and  Brymmesfeld,  and  the  said  two  parts  and 
one-third  part,  and  to  the  said  querents  and  the  heirs  of  the  said  Thomas 
Berkeley,  the  aforesaid  manors  of  Cleeton,  Farlowe,  [Clifton,  Dokelyng- 
ton]  and  Fynmere  against  all  men  for  ever.  For  this  the  querents  gave 
to  the  said  Earl  of  March  one  hundred  thousand  pounds  sterling.  This 
concord  was  made  by  precept  of  the  King. 

[Note. — In  three  parts  of  this  document  there  are  large  holes.  The 
context  of  the  document  enables  one  to  supply  most  of  the  missing 
parts,  as  has  been  done  above  in  square  brackets.] 

3  Henry  V.  (1415). 

DORSET,  SOUTHAMPTON. 

(37)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
3  Henry  V.  (1415),  and  afterwards  in  the  octaves  of  St.  Hilary,  in  the 
same  year.  Between  Sir  John  de  Berkeley,  knight,  and  Elizabeth  his 
wife,  querents,  and  John  Haregrove  and  Elizabeth  his  wife,  deforciants, 
of  one  messuage,  one  carucate  of  land  in  Estmelbury  and  Shaftbury  in 
co.  Dorset  and  a  moiety  of  the  manors  of  Ibbesley  and  Suthavene  in  co. 
Southampton.  Plea  of  covenant  was  summoned.  John  Haregrove 
and  Elizabeth  acknowledged  the  tenements  and  moiety  to  be  the  right 
of  Elizabeth,  wife  of  the  said  John  de  Berkeley.  Of  which  the  said  John 
de  Berkeley  and  Elizabeth  his  wife  have  a  moiety  of  the  said  manor  of 
Suthavene  by  gift  of  the  said  John  Haregrove  and  Elizabeth.  For  this 
John  de  Berkeley  and  Elizabeth  granted  to  the  deforciants  the  said 
moiety  of  the  manor  of  Southavene  and  rendered  the  same  to  them  at  the 
Court.  To  have  and  to  hold  to  the  said  deforciants  and  the  heirs  of  their 
bodies  of  the  said  John  de  Berkeley  and  Elizabeth  his  wife  and  the  heirs 
of  the  said  Elizabeth  for  ever.  Rendering  therefor  yearly  one  rose  at 
the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and 
demand  to  the  said  John  dp  Berkeley  and  Elizabeth  and  the  heirs  of 
the  saicj  Elizabeth  belonging.  Should  it  happen  that  John  Haregrove 
and  Elizabeth  his  wife  die  without  heir  of  their  bodies,  then  the  said 
moiety  of  the  manor  of  Suthavene  wholly  will  remain  to  the  heirs  of 
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the  said  Elizabeth  Haregrove's  body.  To  hold  of  the  said  John  de 
Berkeley  and  Elizabeth  his  wife  and  the  heirs  of  the  said  Elizabeth  by 
the  aforesaid  services  for  ever.  Should  no  heir  be  begotten  of  the  body 
of  the  said  Elizabeth  Haregrove,  then  the  said  moiety  wholly  will  revert 
to  John  de  Berkeley  and  Elizabeth  his  wife  and  the  heirs  of  the  said 
Elizabeth,  quit  of  the  other  heirs  of  the  said  deforciants.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  that  moiety  belong 
for  ever.  Moreover  John  de  Berkeley  and  Elizabeth  his  wife  granted 
for  themselves  and  the  heirs  of  the  said  Elizabeth  that  the  moiety  of 
the  aforesaid  manor  of  Ibbesley  which  John  Rawndes  held  for  term  of 
his  life,  and  also  that  the  aforesaid  tenements  which  Thomas  Cammel 
and  Joan  his  wife  held  for  term  of  the  life  of  Joan  of  the  inheritance  of 
the  aforesaid  Elizabeth  Berkeley  in  the  said  vills  of  Estmelbury  and 
Shaftbury  on  the  day  this  concord  was  made,  and  which  after  the  death 
of  the  said  John  Rawndes  and  Joan  ought  to  revert  to  the  said  John  de 
Berkeley  and  Elizabeth  his  wife  and  the  heirs  of  the  said  Elizabeth, 
should  then,  as  to  the  moiety  of  the  manor  of  Ibbesley,  wholly  remain 
to  John  Haregrove  and  Elizabeth  his  wife  and  their  heirs.  To  hold  to- 
gether with  the  aforesaid  moiety  which  remains  to  them  by  this  fine  of 
the  said  John  de  Berkeley  and  Elizabeth  and  the  heirs  of  the  said 
Elizabeth  by  the  aforesaid  services,  as  is  aforesaid,  for  ever.  Should 
John  Haregrove  and  Elizabeth  die  without  heir  of  their  bodies,  then  the 
said  moiety  of  the  manor  of  Ibbesley  ...  of  the  body  of  the  said  John 
Haregrove  begotten.  To  hold  as  aforesaid.  Should  [John  Haregrove 
die  without]  .  .  .  then  the  said  moiety  of  the  manor  of  Ibbesley  wholly 
shall  revert  to  the  aforesaid  John  [de  Berkeley  and  Elizabeth  his  wife, 
quit  of  the  other]  heirs  of  John  Haregrove  and  Elizabeth  his  wife.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  that  [moiety 
belong]  .  .  .  wholly  remain  to  the  said  Elizabeth  Haregrove  and  the  heirs 
of  her  body  begotten.  To  hold  of  the  aforesaid  .  .  .,  as  is  aforesaid,  for 
ever.  Should  Elizabeth  Haregrove  die  without  heir  of  her  body  be- 
gotten, then  .  .  .  shall  wholly  revert  to  the  aforesaid  John  de  Berkeley 
and  Elizabeth  his  wife,  quit  of  the  other  heirs  of  the  said  Elizabeth 
Haregrove  .  .  .  belong  for  ever. 

[Note. — A  considerable  portion  of  this  document  is  torn  off.  Some 
of  the  illegible  part  has  been  filled  in  in  square  brackets,  the  context 
suggesting  that  those  words  are  required.] 

4  Henry  V.  (1416). 

SOMERSET,  DORSET. 

(52)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  4  Henry  V.  (1416-7).    Between  William  Frye,  John 
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Fauntelroy,  John  Beef,  Edmund  Elyet,  clerk,  William  Taillour,  clerk, 
Robert  Curteys,  clerk,  John  Trevarg,  clerk,  and  John  Cheverell,  quer- 
ents, and  Robert  Lovell,  esquire,  and  Elizabeth  his  wife,  deforciants,  of 
the  manors  of  Kyngesdon,  Somerton  Erlegh  and  Somerton  Randolf, 
and  the  advowson  of  the  church  of  Kyngesdon  in  co.  Somerset,  and  the 
manors  of  Tolre  Porcorum,  Pomknoll  and  Kentecombe,  and  advovvson 
of  the  church  of  Pomknoll  in  co.  Dorset.  Plea  of  covenant  was 
summoned.  Robert  Lovell  and  Elizabeth  acknowledged  the  manors 
and  advowsons  aforesaid  to  be  the  right  of  Robert  Curteys,  and  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  the  same 
Elizabeth  to  the  said  William,  John,  John,  Edmund,  William,  Robert 
Curteys,  John  and  John  and  the  heirs  of  the  said  Robert  Curteys  for 
ever.  Moreover  Robert  Lovell  and  Elizabeth  granted  for  themselves 
and  the  heirs  of  the  said  Elizabeth  that  they  will  warrant  the  said 
manors  and  advowsons  to  the  querents  and  the  heirs  of  Robert  Curteys 
against  all  men  for  ever.  For  this  they  gave  to  Robert  Lovell  and 
Elizabeth  one  thousand  marks  of  silver. 

7  Henry  V.  (1419). 

DEVON,  DORSET,  SOMERSET. 

(83)  At  Westminster,  fifteen  days  from  Easter  day,  7  Henry  V.  (1419), 
and  afterwards  in  the  octaves  of  St.  Michael,  in  the  same  year.  Between 
John  Keynes,  senior,  querent,  and  John  Bruer,  clerk,  Robert  Spret, 
clerk,  Richard  Holt,  clerk,  Hugh  Ponchardon  and  John  Roller,  defor- 
ciants, of  the  manor  of  Wynkelegh  Keynes  and  the  hundred  of  Wynkelegh 
and  two  messuages,  one  toft,  one  carucate  of  land,  thirty  acres  of 
meadow,  four  acres  of  alder  in  Exeter  and  Weryngeston  in  co.  Devon, 
and  the  manors  of  Stokewake,  Caundehvake  and  Hulle,  and  forty  acres  of 
meadow  and  one  hundred  acres  of  pasture  in  Stokewake,  Pulham  and 
Hulle  in  co.  Dorset,  and  the  manors  of  Estdovelysshe,  Westdovelysshe, 
Chubbeleigh  and  Compton  Martyn,  and  one  messuage,  one  carucate  of 
land  and  twenty  acres  of  meadow  in  Wythele,  and  the  advowsons  of  the 
churches  of  Estdovelysshe,  Westdovelysshe  and  Compton  Martyn  in  co. 
Somerset.  Plea  of  covenant  was  summoned.  John  Keynes  acknow- 
ledged the  manors,  hundred  and  tenements  and  advowsons  to  be  the 
right  of  the  said  Richard.  Of  which  (premises)  all  the  deforciants  have 
the  said  manors  of  Wynkelegh,  Keynes,  Stokewake,  Hulle,  Estdove- 
lysshe, Westdovelysshe  and  Chubbeleigh  and  the  said  hundred,  two 
messuages,  one  carucate  of  land,  sixty  acres  of  meadow,  and  the  said 
pasture  in  Exeter,  Wythele,  Stokewake,  Pulham  and  Hulle,  and  the 
advowsons  of  Estdovelysshe  and  Westdovelysshe  by  gift  of  the  said 
John  Keynes.    For  this  the  deforciants  granted  to  the  said  John  Keynes 
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the  said  manors,  hundred  and  tenements  and  advowsons  and  rendered 
them  to  him  in  the  Court.  To  have  and  to  hold  to  the  said  John  Keynes 
and  the  heirs  male  of  his  body  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  manors,  hundred,  tenements  and  advowsons 
belong  for  ever.  Moreover  the  deforciants  granted  for  themselves  and 
the  heirs  of  Richard  that  the  said  manor  of  Caundelwake,  one  messuage, 
one  toft,  one  carucate  of  land,  thirty  acres  of  meadow,  four  acres  of  alder 
in  Weryngeston  which  Nicholas  Keynes  and  Matilda  his  wife  held  for 
term  of  life,  and  also  that  the  manor  of  Compton  Martyn  and  the 
advowson  of  the  same  manor  which  Richard  Michel  held  for  term  of 
life  of  the  inheritance  of  the  said  Richard  Holt  on  the  day  this  concord 
was  made,  and  which  after  the  deaths  of  the  said  Nicholas  and  Matilda 
and  Richard  Michel  ought  to  revert  to  the  said  deforciants  and  the  heirs 
of  Richard,  should  then  wholly  remain  to  the  said  John  Keynes  and  his 
heirs  male.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  those  manors,  tenements  and  advowson  belong  for  ever.  Should 
John  Keynes  die  without  heir  male  of  his  body  begotten,  then  the  said 
manors  and  tenements  and  advowson  will  wholly  remain  to  the  heirs  of 
the  body  of  the  said  John  Keynes  begotten.  To  hold  as  aforesaid.  And 
should  no  heir  be  begotten  of  the  body  of  the  said  John,  then  a  moiety 
of  the  said  manors,  hundred  and  tenements  and  advowsons  aforesaid 
wholly  shall  remain  to  Thomas  Pillond  son  of  Joan,  late  sister  of  the 
said  John  Keynes,  and  the  heirs  of  his  body  begotten.  To  hold  as 
aforesaid.  Should  Thomas  die  without  heir  of  his  body  begotten,  the 
said  moiety  wholly  shall  remain  to  Alice  sister  of  the  said  John  Keynes 
and  heirs  of  her  body  begotten.  To  hold  as  aforesaid.  Should  Alice  die 
without  heir  of  her  body  begotten,  the  said  moiety  shall  wholly  remain 
to  the  right  heirs  of  the  said  John  Keynes.  To  hold  as  aforesaid.  And 
also  that  the  other  moiety  of  the  said  manors,  hundred  and  tenements 
and  advowsons  aforesaid  shall  wholly  remain  to  the  aforesaid  Alice  and 
heirs  of  her  body  begotten.  To  hold  as  aforesaid.  Should  Alice  die 
without  heir  of  her  body  begotten,  the  same  moiety  wholly  shall  remain 
to  the  aforesaid  Thomas  and  the  heirs  of  his  body  begotten.  To  hold 
as  aforesaid.  Should  Thomas  die  without  heir  of  his  body  begotten, 
then  the  said  moiety  shall  wholly  remain  to  the  right  heirs  of  the  said 
John  Keynes.    To  hold  as  aforesaid. 

9  Henry  V.  (1421). 

SOMERSET,  DORSET,  OXON,  NORTHAMPTON,  BEDFORD. 

(103)  At  Westminster,  fifteen  days  from  the  day  of  St.  Martin,  8 
Henry  V.  (1420),  and  afterwards  fifteen  days  from  the  day  of  St.  John 
Baptist,  9  Henry  V.  (1421).  Between  Sir  Thomas  Beauchamp,  knight, 
Robert  Hill  of  Spaxton,  John  Stourton  of  Preston,  John  Stourton  of 
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Stourton,  John  Heryng,  John  Roger  of  Bryanston,  William  Carent, 
junior,  Robert  Andrewe,  Thomas  Huntley,  Thomas  Burton,  clerk,  ami 
John  Stork,  querents,  by  Andrew  Pyll  in  their  place,  and  Ralph  Bussh 
and  Alianora  his  wife,  deforciants,  of  the  manors  of  Ilbruwere,  Putteney 
and  Werne  in  co.  Somerset,  and  the  manors  of  Fifhide  Neville,  Mel  bury 
Osemond,  Blakelonde,  Blakerewe,  Remmesbere,  Caundell  Haddon, 
Antiokes,  Lydelynche,  Lydelynche  Baret,  Wynterborn  Howeton,  Up- 
cerne  and  Burcombe,  five  messuages,  eighty-eight  acres  of  land,  nine 
acres  of  meadow  in  Shirborn,  Woborn  and  Hampreston,  and  the  ad  vow - 
sons  of  the  churches  of  Lydelynche,  Wynterborn  Howeton,  Upcerne  and 
Pourton  in  co.  Dorset,  and  a  moiety  of  the  manors  of  Bryghtwell,  Huskar- 
lus  and  Newenham  in  co.  Oxon,  and  the  manor  of  Ravenesthorp  in  co. 
Northampton,  and  the  manor  of  Byscote  in  co.  Bedford.  Plea  of  covenant 
was  summoned.  Ralph  and  Alianora  acknowledged  the  said  manors, 
tenements  and  moiety  and  advowsons  to  be  the  right  of  the  said  Thomas 
Burton.  Of  which  (premises)  all  the  aforesaid  querents  have  the  said 
manors  of  Ilbruewere,  Putteney,  Werne,  Fyfhide  Neville,  Melbury 
Osemund,  Blakelonde,  Blakerewe,  ^Remmesbere,  Caundell  Haddon, 
Antiokes,  Lydelynche,  Lydelynche  Baret,  Wynterborn  Howeton,  Up 
cerne  and  Burcombe,  and  tenements  and  advowsons  aforesaid  by  gift  of 
the  said  Ralph  and  Alianora.  And  they  for  themselves  and  the  heirs 
of  Alianora  have  remitted  and  quit-claimed  the  said  premises  to  the 
querents  and  the  heirs  of  Thomas  Burton  for  ever.  Moreover  Ralph 
and  Alianora  have  granted  for  themselves  and  the  heirs  of  Alianora  that 
the  manor  of  Byscote  and  moiety  which  Elizabeth  who  was  the  wife  of 
Baldwin  Berford  held  for  term  of  life  and  also  that  the  manor  of  Ravens- 
thorp  which  Joan  de  la  Mare  held  for  term  of  life  of  the  inheritance  ol 
the  aforesaid  Alianora  on  the  day  this  concord  was  made,  and  which 
after  the  deaths  of  Elizabeth  and  Joan  ought  to  revert  to  Ralph  and 
Alianora  and  the  heirs  of  Alianora,  should  then  wholly  remain  to  the 
aforesaid  querents  and  the  heirs  of  Thomas  Burton.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  to  those  manors  and  moiety 
belong  for  ever.  And  Ralph  and  Alianora  and  the  heirs  of  Alianora 
will  warrant  to  the  said  querents  and  the  heirs  of  Thomas  Burion  the 
said  manors,  tenements  and  moiety  and  advowsons  aforesaid,  as  is  afore- 
said, against  all  men  for  ever.  For  this  the  querents  gave  to  Ralph  and 
Alianora  four  hundred  marks  of  silver. 

DORSET  ONLY. 

I  Henry  V.  (1413). 

(9)  At  Westminster,  on  the  morrow  of  Souls,  1  Henry  V.  (1413)- 
Between  Robert  Rempston  of  Godlyngston  and  William  Chaldecote, 


I  Henry  V.  (141 3). 


querents,  and  Walter  Derneford  and  Brian  Jerard,  deforciants,  of  two 
messuages,  two  carucates  of  land,  twenty  .acres  of  meadow,  five  de- 
nariates  of  rent  and  a  rent  of  a  moiety  of  one  pound  of  pepper  in 
Langeton  Worthe  and  Swanewyche  in  Purbyk.  Plea  of  covenant  was 
summoned.  Walter  and  Brian  acknowledged  the  tenements  and  rents 
to  be  the  right  of  Robert,  as  those  which  Robert  and  William  have  by 
gift  of  the  said  Walter  and  Brian,  and  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  WTalter  to  Robert  and  William 
and  the  heirs  of  Robert  for  ever.  Moreover  Walter  and  Brian  granted 
for  themselves  and  the  heirs  of  Walter  that  they  will  warrant  the  said 
tenements  and  rents  to  Robert  and  William  and  the  heirs  of  Robert 
against  all  men  for  ever.  For  this  Robert  and  William  gave  to  Walter 
and  Brian  forty  marks  of  silver. 

(10)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  14  Henry  IV.  (1412-3),  and  afterwards  fifteen  days  from 
the  day  of  St.  Michael,  1  Henry  V.  (1413).  Between  John  Jerard, 
querent,  and  John  Chichely  and  Alice  his  wife,  deforciants,  of  two 
messuages,  two  carucates  of  land,  twenty  acres  of  meadow,  sixty  acres 
of  pasture,  ten  acres  of  wood  in  Perhamme,  Estheuedstok  and  Bucham 
by  Bemynstre.  Plea  of  covenant  was  summoned.  John  Chichely  and 
Alice  acknowledged  the  tenements  to  be  the  right  of  John  Jerard,  and 
granted  for  themselves  and  the  heirs  of  Alice  that  one  messuage,  one 
carucate  of  land,  ten  acres  of  meadow,  twenty  acres  of  pasture  of  the 
aforesaid  tenements  in  the  said  vilJ  of  Perhamme  which  Robert  Grey 
and  Joan  his  wife  held  for  term  of  life,  and  one  messuage,  one  carucate 
of  land,  ten  acres  of  meadow,  forty  acres  of  pasture,  ten  acres  of  wood 
of  the  aforesaid  tenements  in  the  said  vills  of  Estheuedstok  and  Bucham 
which  Henry  Shephurd  and  Alice  his  wife  held  for  term  of  life  of  the 
inheritance  of  the  aforesaid  Alice,  wife  of  John  Chichely,  on  the  day  this 
concord  was  made,  and  which  after  the  deaths  of  the  said  Robert  and 
Joan  and  Henry  and  Alice  his  wife  ought  to  revert  to  the  said  John 
Chicheley  and  Alice  his  wife  and  the  heirs  of  the  same  Alice,  should  then 
wholly  remain  to  John  Jerard  and  his  heirs.  To  hold  of  the  chief  lords 
of  that  fee  by  the  services  which  to  the  said  tenements  belong  for  ever. 
And  John  Chichely  and  Alice  his  wife  and  the  heirs  of  the  same  Alice 
will  warrant  the  tenements,  as  is  aforesaid,  to  John  Jerard  and  his  heirs 
against  all  men  for  ever.  For  this  John  Jerard  gave  to  John  Chichely 
and  Alice  his  wife  twenty  pounds  sterling. 

(11)  At  Westminster,  three  weeks  from  the  day  of  St.  Michael, 
1  Henry  V.  (1413).  Between  John  Gouytz  and  Edith  his  wife,  quer- 
ents, and  Walter  Derby  and  Alice  his  wife,  deforciants,  of  the  manor 
of  Wynterborn  Kvngeston.  Plea  of  covenant  was  summoned.  Walter 
acknowledged  the  manor  to  be  the  right  of  John,  as  that  whicr^  John 
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and  Edith  have  by  gift  of  Walter.  For  this  John  and  Edith  granted 
the  manor  to  Walter  and  Alice  and  rendered  it  to  them  at  the  Court. 
To  have  and  to  hold  to  Walter  and  Alice  and  the  heirs  of  their  bodies 
of  John  and  Edith  and  the  heirs  of  John  for  ever.  Rendering  therefor 
yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all 
service,  custom  and  exaction  to  the  said  John  and  Edith  and  the  heirs 
of  John  belonging.  And  doing  therefor  to  the  chief  lords  of  that  fee 
for  John  and  Edith  and  the  heirs  of  John  all  other  services  which  to  the 
said  manor  belong  for  ever.  Should  Walter  and  Alice  die  without  heir 
of  their  bodies,  then  the  manor  wholly  will  revert  to  John  and  Edith  and 
the  heirs  of  John,  quit  of  the  other  heirs  of  Walter  and  Alice.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor  be- 
long for  ever.  And  John  and  Edith  and  the  heirs  of  Edith  will  warrant 
to  Walter  and  Alice  and  their  heirs  the  said  manor  against  all  men  for 
ever. 

(12)  At  Westminster,  fifteen  days  from  the  day  of  St.  Michael, 
1  Henry  V.  (1413).  Between  Avicia  who  was  the  wife  of  Sir  Stephen 
Derby,  knight,  querent,  and  Walter  Derby  and  Alice  his  wife  and 
Robert  Colyngborn,  clerk,  deforciant,  of  the  manors  of  Kentelesworth, 
Knyghtstrete  and  Totebere.  Plea  of  covenant  was  summoned.  Walter 
and  Alice  and  Robert  acknowledged  the  manors  to  be  the  right  of 
Avicia,  as  those  which  she  had  by  their  gift.  For  this  Avicia  granted 
to  Robert  the  manor  of  Kentelesworth  and  rendered  it  to  him  at  the 
Court.  To  have  and  to  hold  to  Robert  and  his  heirs  of  Avicia  and  her 
heirs  during  the  life  of  Avicia  daughter  of  Sir  Alan  Gulden,  knight. 
Rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St. 
John  Baptist  for  all  service,  custom  and  exaction  to  the  said  Avicia, 
the  querent,  and  her  heirs  belonging.  And  doing  therefor  to  the  chief 
lords  of  that  fee  for  the  said  Avicia,  the  querent,  and  her  heirs  all  other 
services  which  to  that  manor  belong  during  the  life  of  Avicia  daughter 
of  Alan,  and  after  her  death  the  manor  wholly  will  remain  to  the  afore- 
said Walter  and  Alice  and  the  heirs  of  the  body  of  Walter  begotten. 
To  hold  of  the  aforesaid  Avicia,  the  querent,  and  her  heirs  by  the  afore- 
said services,  as  is  aforesaid,  for  ever.  Should  Walter  die  without  heir 
of  his  body  begotten,  then  after  the  deaths  of  both  Walter  and  Alice  the 
said  manor  wholly  will  revert  to  the  said  Avicia,  the  querent,  and  her 
heirs,  quit  of  the  other  heirs  of  Walter  and  Alice.  To  hold  of  the  chiel 
lords  of  that  fee  by  the  services  which  to  that  manor  belong  for  ever. 
And  Avicia,  the  querent,  also  granted  to  Walter  and  Alice  the  said 
manors  of  Knyghtstrete  and  Totebere  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  the  said  Walter  and  Alice  and  the 
heirs  of  Walter  of  Avicia,  the  querent,  and  her  heirs  for  ever.  Render- 
ing therefor  also  to  the  said  Avicia,  the  querent,  during  her  life  sixty-six 
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shillings  and  eightpence  of  silver,  namely  sixteen  shillings  and  eight- 
pence  at  each  of  the  following  feasts  :  the  Nativity  of  our  Lord, 
Easter,  Nativity  of  St.  John  Baptist  and  St.  Michael  for  all  service, 
custom  and  exaction  to  the  said  Avicia,  the  querent,  and  her  heirs  be- 
longing. And  doing  therefor  to  the  chief  lords  of  that  fee  for  the  said 
Avicia,  the  querent,  and  her  heirs  all  other  services  which  to  those 
manors  belong  for  ever.  Should  Walter  die  without  heir  of  his  body 
begotten,  then  after  the  deaths  of  Walter  and  Alice  the  said  manors 
wholly  will  revert  to  the  said  Avicia,  the  querent,  and  her  heirs,  quit  of 
the  other  heirs  of  Walter  and  Alice.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  those  manors  belong  lor  ever. 

2  Henry  V.  (1414). 

(1)  At  Westminster,  on  the  morrow  of  the  Purification  of  the  Blessed 
Mary,  1  Henry  V.  (14 13-4),  and  afterwards  fifteen  days  from  Easter  day, 
2  Henry  V.  (1414).  Between  William  Norton  of  South  Pederton  and 
Agnes  his  wife,  querents,  and  John  Welweton,  junior,  and  Stephen 
Gosham,  deforciants,  of  one  messuage,  forty  acres  of  land,  seven  acres 
of  meadow,  thirty  acres  of  pasture,  three  acres  of  wood  in  Sturmystre 
Abbot's  and  Neuton  Castell.  Plea  of  covenant  was  summoned. 
William  and  Agnes  acknowledged  the  tenements  to  be  the  right  of 
Stephen,  as  those  which  Stephen  and  John  have  by  their  gift.  For 
this  John  and  Stephen  granted  to  William-  and  Agnes  the  said  tene- 
ments and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold 
to  William  and  Agnes  and  the  heirs  of  their  bodies  of  the  chief  lords  of 
that  fee  by  the  service  which  to  the  said  tenements  belong  for  ever. 
Should  William  and  Agnes  die  without  heir  of  their  bodies,  then  the 
tenements  wholly  will  remain  to  Robert  Veel  of  Shepton  Beauchamp 
and  the  heirs  of  his  body  begotten.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements  belong  for  ever.  Should 
Robert  die  without  heir  of  his  body,  then  the  tenements  wholly  will  re- 
main to  William  Mautravers  of  Southpederton  and  the  heirs  of  his 
body  begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  tenements  belong  for  ever.  Should  William  Mau- 
travers die  without  heir  of  his  body,  then  the  tenements  wholly  will 
remain  to  William  Mautravers  of  Nytherstratton  and  the  heirs  of  his 
body  begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  those  tenements  for  ever.  Should  William  Mautravers 
of  Nytherstratton  die  without  heir  of  his  body,  then  the  tenements  will 
wholly  remain  to  Isabella  wife  of  Walter  Sweterlyng  of  Southpederton 
and  the  heirs  of  her  body  begotten.  To  hold  as  aforesaid.  Should 
Isabella  die  without  heir  of  her  body,  then  the  tenements  wholly  will 
remain  to  the  right  heirs  of  the  said  William  Norton.    To  hold  of  the 
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chief  lords  of  that  fee  by  the  services  which  to  those  tenements  belong 
for  ever. 

(2)  At  Westminster,  in  the  octaves  of  the  Purification  of  the  Blessed 
Mary,  1  Henry  V.  (14 13-4),  and  afterwards  fifteen  days  from  Easter  day, 
2  Henry  V.  (1414).  Between  Ralph  Alisaundre  and  John  Devercll, 
querent,  and  William  Alisaundre  and  Edith  his  wife,  deforciants,  of 
one-third  part  of  the  manor  of  Thornton,  two  messuages,  four  hundred 
acres  of  land,  forty  acres  of  meadow,  fourteen  librates  of  rent  in  Ma^na 
Kyngton  and  Parva  Kyngton,  and  the  advowsons  of  the  churches  of 
Thornton  and  Stoudlond.  Plea  of  covenant  was  summoned.  William 
and  Edith  acknowledged  the  one-third  part  to  be  the  right  of  the  said 
Ralph,  as  that  which  Ralph  and  John  have  by  gift  of  William  and 
Edith.  For  this  Ralph  and  John  granted  to  William  and  Edith  the 
said  one-third  part  and  rendered  it  to  them  at  the  Court.  To  have  and 
to  hold  to  William  and  Edith  and  the  heirs  of  their  bodies  of  the  chief" 
lords  of  that  fee  by  the  services  which  to  the  said  one-third  part  belong 
for  ever.  Should  William  and  Edith  die  without  heir  of  their  bodies, 
then  the  one-third  part  wholly  will  remain  to  the  heirs  of  the  body  of 
the  said  Edith  begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  one-third  part  belong  for  ever.  Should  there 
be  no  heir  of  the  body  of  Edith  begotten,  then  the  one-third  part  wholly 
will  remain  to  the  right  heirs  of  the  said  William.    To  hold  as  aforesaid. 

(3)  At  Westminster,  in  the  octaves  of  St.  Martin,  2  Henry  V.  (1414). 
and  afterwards  in  the  octaves  of  St.  Hilary  in  the  same  year  (14 14-5). 
Between  John  Bertelmewe  otherwise  called  John  Diegher  of  Shafton 
and  Joan  his  wife,  querents,  and  Richard  Hulle  son  and  heir  of  Richard 
Hulle,  deforciant,  of  one  messuage,  sixty  acres  of  land,  ten  acres  ol 
meadow  in  Hulle,  in  the  parish  of  Compton.  Plea  of  covenant  was 
summoned.  Richard  acknowledged  the  tenements  to  be  the  right  of 
John.  Of  which  John  and  Joan  have  one  messuage,  forty-eight  acres 
of  land,  and  the  said  meadow  of  the  aforesaid  tenements  by  gift  ot 
the  said  Richard.  To  have  and  to  hold  to  the  said  John  and  Joan 
and  the  heirs  of  the  said  John  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  tenements  belong.  Moreover  Richard  granted 
for  himself  and  his  heirs  that  twelve  acres  of  land,  of  the  aforesaid  tene- 
ments, in  the  said  vill  which  Walter  Biere  held  for  a  term  of  four  years 
of  the  inheritance  of  the  aforesaid  Richard  in  the  said  vill  on  the  day 
this  concord  was  made,  and  which  after  the  term  aforesaid  ought  to 
revert  to  the  said  Richard  and  his  heirs,  should  then  wholly  remain  to 
the  said  John  and  Joan  and  the  heirs  of  John.  To  hold  together  with 
the  tenements  which  remain  to  them  by  this  fine  of  the  chief  lords  of 
that  fee  by  the  services  which  to  those  tenements  belong  for  ever.  And 
Richard  and  his  heirs  will  warrant  the  tenements,  as  is  aforesaid,  to 
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John  and  Joan  and  the  heirs  of  John  against  all  men  for  ever.  For  this 
John  and  Joan  gave  to  Richard  one  hundred  marks  of  silver. 

(4)  At  Westminster,  in  the  octaves  of  St.  Martin,  2  Henry  V.  (1414). 
Between  William  Warre  and  John  Golde  of  Sandput,  querents,  and 
John  Wyke  and  Margaret  his  wife,  deforciants,  of  eleven  messuages, 
two  carucates  of  land,  twenty  acres  of  meadow,  forty  acres  of  pasture 
in  Wyke  and  Milton  juxta  Gyllyngham,  Plea  of  covenant  was  sum- 
moned. John  Wyke  and  Margaret  acknowledged  the  tenements  to  be 
the  right  of  John  Golde,  as  those  which  John  and  William  have  by  gift 
of  John  Wyke  and  Margaret,  and  remitted  and  quit-claimed  the  same 
for  themselves  and  the  heirs  of  John  Wyke  to  William  and  John  Golde 
and  the  heirs  of  John  Golde  for  ever.  Moreover  John  Wyke  and 
Margaret  granted  for  themselves  and  the  heirs  of  John  Wyke  that  they 
will  warrant  the  tenements  to  William  and  John  Golde  and  the  heirs  of 
John  Golde  against  all  men  forever.  For  this  William  and  John  Golde 
gave  to  John  Wyke  and  Margaret  twenty  marks  of  silver. 

(5)  At  Westminster,  on  the  morrow  of  Souls,  2  Henry  V.  (1414). 
Between  Henry  Panter  and  Isabella  his  wife,  querents,  and  Robert 
Jolyf  and  Isabella  his  wife,  deforciants,  of  two  messuages,  in  Shirborn. 
Plea  of  covenant  was  summoned.  Robert  and  Isabella  acknowledged 
the  said  messuages  to  be  the  right  of  Henry,  as  those  which  Henry  and 
Isabella  have  by  their  gift,  and  remitted  and  quit-claimed  the  same  for 
themselves  and  the  heirs  of  Robert  to  Henry  and  Isabella  and  the  heirs 
of  Henry  for  ever.  Moreover  Robert  and  Isabella  granted  for  themselves 
ahd  the  heirs  of  Robert  that  they  will  warrant  the  said  messuages  to 
Henry  and  Isabella  and  the  heirs  of  Henry  against  all  men  for  ever. 
For  this  Henry  and  Isabella  gave  to  Robert  and  Isabella  twenty  marks 
of  silver. 

(6)  At  Westminster,  on  the  morrow  of  St.  Martin,  2  Henry  V.  (1414). 
Between  Walter  Hornesbowe  and  Joan  his  wife,  querents,  and  Thomas 
Bagge  and  John  Corscomb  of  Hammone  and  Agnes  his  wife,  deforciants, 
of  two  messuages,  forty  acres  of  land,  twelve  acres  of  meadow  in  West 
Corscomb.  Plea  of  covenant  was  summoned.  Thomas  and  John  and 
Agnes  acknowledged  the  tenements  to  be  the  right  of  Walter,  as  those 
.which  Walter  and  Joan  have  by  gift  of  Thomas  and  John  and  Agnes, 
and  remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
Agnes  to  Walter  and  Joan  and  the  heirs  of  Walter  for  ever.  Moreover 
Thomas  and  John  and  Agnes  granted  for  themselves  and  the  heirs  of 
Agnes  that  they  will  warrant  the  tenements  to  Walter  and  Joan  and  the 
heirs  of  Walter  against  all  men  for  ever.  For  this  Walter  and  Joan 
gave  to  Thomas  and  John  and  Agnes  twenty  marks  of  silver. 

(7)  At  Westminster,  in  the  octaves  of  St.  Martin,  1  Henry  V.  (14 13), 
and  afterwards  in  the  octaves  of  St.  Michael,  2  Henry  V,  (14 14).  Be- 
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tween  Thomas  Stykelane  and  Robert  Wyse,  querents,  and  John  Mu.v  e 
and  Isolda  his  wife,  deforciants,  of  thirty-six  acres  of  land,  five  acres  of 
meadow  in  Nytherlym.  Plea  of  covenant  was  summoned.  John  and 
Isolda  acknowledged  the  tenements  to  be  the  right  of  Thomas,  as 
those  which  Thomas  and  Robert  have  by  gift  of  the  said  John  and  Isolda. 
For  this  Thomas  and  Robert  granted  to  John  and  Isolda  the  said  tene- 
ments and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold 
to  John  and  Isolda  and  the  heirs  of  John  of  the  chief  lords  of  that  fee  bv 
the  services  which  to  the  said  tenements  belong  for  ever. 

(8)  At  Westminster,  three  weeks  from  the  day  of  St.  Michael,  : 
Henry  V.  (1414).  Between  Robert  Frye,  querent,  and  Walter  Neweman 
and  Joan  his  wife,  deforciants,  of  one  toft  in  Shafton.  Plea  of  covenant 
was  summoned.  Walter  and  Joan  acknowledged  the  toft  to  be  the 
right  of  Robert,  as  by  their  gift,  and  remitted  and  quit-claimed  the  same 
for  themselves  and  the  heirs  of  Joan  to  Robert  and  his  heirs  for  ever. 
Moreover  Walter  and  Joan  granted  for  themselves  and  the  heirs  of  Joan 
that  they  will  warrant  the  toft  to  Robert  and  his  heirs  against  all  men 
for  ever.  For  this  Robert  gave  to  Walter  and  Joan  ten  marks  of  silver. 
.  (13)  At  Westminster,  in  the  octaves  of  St.  John  Baptist,  2  Henry  V. 
(14 14).  Between  William  Filoll,  John  Wyse,  Gregory  Marleburgh, 
John  Cheverell,  Robert  Curteys,  clerk,  and  John  Druwer,  querents,  and 
Morgan  Gogh  and  Margaret  his  wife,  deforciants,  of  the  manors  of  Ber- 
wyke,  Modeburgh,  Upstertchill,  Loueford  and  Swyre  and  sixty  acres  of 
land  in  Netherstertchull  and  the  advowson  of  the  church  of  the  manor 
of  Swyre.  Plea  of  covenant  was  summoned.  Morgan  and  Margaret 
acknowledged  the  said  manors  and  land  and  advowson  to  be  the  right 
of  Robert,  as  those  which  Robert,  William,  John,  Gregory,  John  and 
John  have  by  their  gift.  For  this  they  granted  them  to  Morgan  and 
Margaret  and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold 
to  the  said  Morgan  and  Margaret  during  their  lives  of  the  querents  and 
the  heirs  of  Robert.  Rendering  therefor  yearly  one  rose  at  the  feast  of 
•the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to 
the  said  querents  ar\d  the  heirs  of  Robert  belonging.  And  doing  there 
for.  to  the  chief  lords  of  that  fee  for  the  said  querents  and  the  heirs  of 
Robert  all  other  services  which  to  the  said  manors,  land  and  advowson 
belong.  After  the  deaths  of  Morgan  and  Margaret  the  manors,  land  and 
advowson  wholly  will  revert  to  the  querents  and  the  heirs  of  Robert,  quit 
of  the  heirs  of  Morgan  and  Margaret.  To  hold  of  the  chief  lords  of  th.it 
fee  by  the  services  which  belong  to  the  said  premises  for  ever. 

3  Henry  V.  (1415). 

(14)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  2  Henry  V.  (1414-5),  and  afterwards  fifteen  days  from 
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Easter  day,  3  Henry  V.  (141 5).  Between  John  Brut  of  Lyvedon  and 
his  son  John  Brut  and  Alianora  his  wife,  querents,  and  John  Loket  and 
Joan  his  wife,  deforciants,  of  five  messuages,  four  tofts,  seven  gardens, 
one  hundred  and  forty-three  acres  of  land,  eighteen  acres  of  meadow, 
three  hundred  and  sixty-four  acres  of  pasture,  sixteen  acres  of  wood, 
sixteen  denariates  of  rent,  and  a  rent  of  one  pound  of  pepper  and  three 
pounds  of  cumin  in  Plumbere,  Haydon,  Holbroke,  Lydelynche,  Fifhide 
and  Ruysshton.  Plea  of  covenant  was  summoned.  John  Loket  and 
Joan  acknowledged  the  tenements  and  rent  to  be  the  right  of  John  Brut 
of  Lyvedon,  and  remitted  and  quit-claimed  the  same  for  themselves  and 
the  heirs  of  Joan  to  the  said  John  Brut  of  Lyvedon  and  John  Brut  and 
Alianora  and  the  heirs  of  John  Brut  of  Lyvedon  for  ever.  Moreover 
John  Loket  and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that 
they  will  warrant  the  said  tenements  and  rent  to  John  Brut  of  Lyvedon 
and  John  Brut  and  Alianora  and  the  heirs  of  John  Brut  of  Lyvedon 
against  all  men  for  ever.  For  this  they  gave  to  John  Loket  and  Joan 
one  hundred  marks  of  silver. 

4  Henry  V.  (1416), 

(15)  At  Westminster,  fifteen  days  from  the  day  of  Holy  Trinity, 
4  Henry  V.  (1416).  Between  John  Stork  and  Richard  Pylke,  querents, 
and  William  Fox,  citizen  and  butcher  of  London,  deforciant,  of  one 
toft,  twelve  acres  of  land  and  a  moiety  of  one  acre  of  meadow  in 
Charleton.  Plea  of  covenant  was  summoned.  William  acknowledged 
the  tenements  to  be  the  right  of  the  said  Richard,  as  those  which  Richard 
and  John  have  by  gift  of  William,  and  remitted  and  quit-claimed  the 
same  for  themselves  and  their  heirs  to  John  and  Richard  and  the  heirs 
of  Richard  for  ever.  Moreover  William  granted  for  himself  and  his 
heirs  that  they  will  warrant  the  tenements  to  John  and  Richard  and  the 
heirs  of  Richard  against  all  men  for  ever.  For  this  John  and  Richard 
gave  to  William  twenty  marks  of  silver. 

(16)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  4  Henry 
'V.  (1416).    Between  Robert  Grey,  senior,  and  Joan  his  wife,  querents, 

and  William  Selke,  chaplain  of  the  chantry  of  Bemynstre,  and  Robert 
Parfyt,  chaplain,  deforciants,  of  the  manor  of  Kyngeston  Maureward. 
Plea  of  covenant  was  summoned.  Robert  Grey  and  Joan  acknowledged 
the  manor  to  be  the  right  of  William,  as  that  which  he  and  Robert 
Parht  had  by  their  gift.  For  this  William  and  Robert  Parfyt  granted 
the  manor  to  Robert  Grey  and  Joan  and  rendered  it  to  them  at  the 
Court.  To  have  and  to  hold  to  the  said  Robert  Grey  and  Joan  and  the 
heirs  of  their  bodies,  to  hold  [sic]  of  the  chief  lords  of  that  fee  by  the  ser- 
vices which  to  the  said  manor  belong  for  ever.    Should  Robert  Grey  and 
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Joan  die  without  heir  of  their  bodies  issuing,  then  the  said  manor  wholh 
will  remain  to  Robert  Grey,  junior,  and  the  heirs  of  his  body  begotten 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  th.tt 
manor  belong  for  ever.  Should  Robert  Grey,  junior,  die  without  heir  of 
his  body  begotten,  then  the  manor  will  wholly  remain  to  the  right  heirs 
of  the  said  Robert  Grey,  senior.  To  hold  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  manor  belong  for  ever. 

(17)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  3  Henry  V.  (1415-6),  and  afterwards  fifteen  days  from 
Easter  day,  4  Henry  V.  (1416).  Between  John  Roggers,  querent,  and 
Sir  Alan  Buxhull,  knight,  deforciant,  of  the  manor  of  Bryaneston  and 
the  advowson  of  the  church  of  Bryaneston.  Plea  of  covenant  was 
summoned.  Alan  acknowledged  the  said  manor  and  advowson  to  be 
the  right  of  John,  as  that  which  he  has  by  Alan's  gift,  and  remitted  and 
quit-claimed  the  same  for  himself  and  his  heirs  to  John  and  his  heirs  for 
ever.  Moreover  Alan  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  manor  and  advowson  to  John  and  his  heirs  against  all  men 
for  ever.    P'or  this  John  gave  to  Alan  one  hundred  marks  of  silver. 

(18)  At  Westminster,  one  month  from  Easter  day,  4  Henry  V. 
(14 16).  Between  Thomas  Fagon,  querent,  and  Robert  Roser  and 
Cecilia  his  wife,  deforciants,  of  one  messuage,  one  acre  of  meadow  in 
Warham.  Plea  of  covenant  was  summoned.  Robert  and  Cecilia  ac- 
knowledged the  tenements  to  be  the  right  of  Thomas,  as  those  which 
he  has  by  their  gift,  and  remitted  and  quit-claimed  the  same  for  them- 
selves and  the  heirs  of  Cecilia  to  Thomas  and  his  heirs  for  ever. 
Moreover  Robert  and  Cecilia  granted  for  themselves  and  the  heirs  of 
Cecilia  that  they  will  warrant  the  said  tenements  to  Thomas  and  his 
heirs  against  all  men  for  ever.  For  this  Thomas  gave  to  Robert  and 
Cecilia  twenty  marks  of  silver. 

5  Henry  V.  (1417). 

(19)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  5  Henry 
V.  (1417).  Between  Richard  Morton,  querent,  and  Ralph  Forster  and 
Alice  his  wife,  deforciants,  of  two  messuages,  thirty-four  acres  of  land, 
one  acre  of  meadow  in  Mapoudre  Mylbourne,  Churcheton  Mylbourne, 
Mycheleston  and  Middelton  Abbot's.  Plea  of  covenant  was  summoned. 
Ralph  and  Alice  granted  to  Richard  the  said  tenements  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  Richard  and  his 
heirs  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
tenements  belong  for  ever.  Rendering  therefor  to  the  said  Ralph  and 
Alice  during  their  lives  twenty  shillings  of  silver  yearly,  at  the  feasts  of 
St.  Michael,  Nativity  of  our  Lord,  Easter  and  Nativity  of  St.  John 
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Baptist.  Should  Richard  and  his  heirs  make  default  in  payment  at 
any  of  the  terms,  it  shall  be  lawful  for  Ralph  and  Alice  to  distrain  him 
and  his  heirs  in  the  said  tenements,  or  those  who  hereafter  shall  hold 
those  tenements  by  the  goods  and  chattels  therein  found  and  retain  the 
same  until  full  payment  shall  have  been  made  of  the  money  in  arrear. 
After  the  decease  of  Ralph  and  Alice  the  said  Richard  and  his  heirs 
shall  be  quit  of  the  yearly  payment  for  ever.  And  Ralph  and  Alice  and 
the  heirs  of  Alice  will  warrant  to  Richard  and  his  heirs  the  said  tene- 
ments against  all  men  for  ever.  For  this  Richard  gave  to  Ralph  and 
Alice  forty  marks  of  silver. 

(20)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  5  Henry 
V  (1417).  Between  Richard  Morton,  querent,  and  John  Dolfyn,  defor- 
ciant, of  two  messuages,  thirty-four  acres  of  land,  one  acre  of  meadow 
in  Mapoudre  Mylbourne,  Churcheton  Mylbourne,  Mycheleston  and 
Middelton  Abbot's.  Plea  of  covenant  was  summoned.  John  granted  the 
tenements  to  Richard,  and  rendered  them  to  him  at  the  Court.  To  have 
and  to  hold  to  Richard  and  his  heirs  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  Rendering 
therefor  to  John  during  his  life  twenty-five  shillings  yearly,  at  the  terms 
of  St.  Michael,  Nativity  of  our  Lord,  Easter  and  Nativity  of  St.  John 
Baptist.  Should  Richard  and  his  heirs  make  default  in  payment  at 
any  of  the  terms,  it  shall  be  lawful  for  John  to  distrain  him  and  his 
heirs  in  the  said  tenements,  or  those  who  hereafter  shall  hold  those 
tenements  by  the  goods  and  chattels  therein  found  and  retain  the  same 
until  full  payment  shall  have  been  made  of  the  money  in  arrear.  After 
the  decease  of  John  the  said  Richard  and  his  heirs  shall  be  quit  of  the 
yearly  payment  for  ever.  And  John  and  his  heirs  will  warrant  the  said 
tenements  to  Richard  and  his  heirs  against  all  men  for  ever.  For  this 
Richard  gave  to  John  forty  marks  of  silver. 

(21)  At  Westminster,  one  month  after  Easter  day,  5  Henry  V. 
(1 417),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  same  year 
(1417).  Between  John  Auntyoche  and  Matilda  his  wife,  querents,  and 
John  Baret,  deforciant,  of  one  messuage,  one  carucate  of  land,  eight 
acres  of  meadow,  one  hundred  acres  of  pasture,  twelve  denariates  of 
rent  in  Tarente  Lowynston.  Plea  of  covenant  was  summoned.  John 
Baret  acknowledged  the  tenements  and  rent  to  be  the  right  of  John 
Auntioche.  Of  which  the  said  John  and  Matilda  have  the  said  tene- 
ments by  gift  of  John  Baret,  and  he  granted  the  rent  to  John  Auntioche 
and  Matilda  together  with  the  homages  and  whole  services  of  Richard 
Man  and  Matilda  his  wife  and  their  heirs  in  respect  of  the  whole  of  the 
tenements  which  they  before  held  of  him  in  the  said  vill.  To  have  and 
to  hold  to  John  Auntioche  and  Matilda  his  wife  and  the  heirs  of  the 
same  John  of  the  chief  lords  of  that  fee  by  the  seryices  which  to  those 
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tenements  and  rent  belong  for  ever.  And  John  Baret  and  his  heirs  will 
warrant  to  John  Auntioche  and  Matilda  and  the  heirs  of  the  said  John 
the  said  tenements  and  rent  against  all  men  for  ever.  For  this  John 
Auntioche  and  Matilda  gave  to  John  Baret  one  hundred  marks  of  silver. 

(22)  At  Westminster,  in  the  octaves  of  St.  Martin,  4  Henry  V. 
(1416),  and  afterwards  in  the  octaves  of  Holy  Trinity,  5  Henry  V.  (14 17). 
Between  John  Stourton,  senior,  William  Carent,  senior,  John  Warme- 
well  and  William  Walkedon,  querents,  and  Roger  Stourton  and  Alice 
his  wife,  deforciants,  of  one-third  part  of  the  manor  of  Thorneton,  forts- 
acres  of  land,  twenty  acres  of  pasture  in  Thorneton  and  one-third  part 
of  sixty  acres  of  land,  twelve  acres  of  meadow,  forty  acres  of  pasture  and 
twelve  librates  of  rent  in  Magna  Kyngton,  Litelkyngton  and  Weston 
and  the  advowsons  of  the  churches  of  Thorneton  and  Stodeland  which 
John  Wynford  and  Alice  his  wife  hold  for  term  of  Alice's  life.  Plea 
of  covenant  was  summoned.  Roger  and  Alice  acknowledged  the  said 
one-third  parts  and  advowsons  to  be  the  right  of  John  Stourton,  and 
granted  that  the  said  one-third  parts  and  advowsons  which  John  Wyn- 
ford and  Alice  his  wife  held  for  term  of  Alice's  life  of  the  inheritance 
of  Alice  wife  of  Roger  Stourton  on  the  day  this  concord  was  made, 
and  which  after  the  death  of  the  said  Alice  wife  of  John  Wynford 
ought  to  revert  to  the  said  Roger  Stourton  and  Alice  his  wife  and  the 
heirs  of  the  said  Alice,  should  then  wholly  remain  to  John  Stourton, 
William,  John  Warmewell  and  William  and  the  heirs  of  John  Stourton. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
one-third  parts  and  advowsons  belong  for  evei.  For  this  John  Stourton, 
William,  John  Warmewell  and  William  gave  to  Roger  Stourton  and 
Alice  his  wife  one  hundred  marks  of  silver. 

(23)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
5  Henry  V.  (141 7),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the 
same  year  (1417).  Between  Geoffrey  Mose,  Richard  Byle  and  James 
Chidiocke,  chaplain,  querents,  and  Robert  Craford  of  Warham  and 
Agnes  his  wife,  deforciants,  of  one-fourth  part  of  the  manor  of  Estyn- 
ham,  twelve  messuages,  one  dovecot,  two  carucates  and  one  hundred 
and  twenty  acres  ol  'land,  fifteen  acres  of  meadow,  one  hundred  acres  of 
pasture,  two  acres  of  wood,  forty  acres  of  heath  and  a  moiety  of  one 
water-mill  in  Westynham,  Estkymeryche  and  VVestholne.  Plea  of 
covenant  was  summoned.  Robert  and  Agnes  acknowledged  the  said 
one-fourth  part  to  be  the  right  of  James,  as  that  which  he,  Geoffrey  and 
Richard  have  by  their  gift,  and  remitted  and  quit-claimed  the  same  lor 
themselves  and  the  heirs  of  Agnes  to  Geoffrey,  Richard  and  James  and 
the  heirs  of  James  for  ever.  Moreover  Robert  and  Agnes  granted  for 
themselves  and  the  heirs  of  Agnes  that  they  will  warrant  the  said  one- 
fourth  part  to  Geoffrey,  Richard  and  James  and  the  heirs  of  James 
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against  all  men  forever.  For  this  Geoffrey,  Richard  and  James  gave 
to  Robert  and  Agnes  one  hundred  pounds  sterling.  f< 

(24)  At  Westminster,  on  the  morrow  of  Souls,  5  Henry  V.  (141 7). 
Between  William  Chamberleyn,  querent,  and  John  Flemyng  and  Agnes 
his  wife,  deforciants,  of  two  messuages,  three  tofts,  seventy-eight  acres 
of  land,  four  acres  of  meadow,  five  acres  of  pasture  and  pasture  for  four 
beasts  (averia),  twenty-four  cows,  two  hundred  and  ten  sheep,  sixty  pigs, 
and  a  moiety  of  one  messuage,  six  acres  of  land,  five  acres  of  pasture,  and 
one-fourth  part  of  one  and  a  half  carucates  of  land,  two  acres  of  meadow, 
two  acres  of  pasture  in  Magna  Kyrchyll,  Parva  Kyrchyll,  Hortone, 
Knoltone,  Chorletone,  Wodeland  and  Brokhampton.  Plea  of  covenant 
was  summoned.  John  and  Agnes  acknowledged  the  said  tenements  and 
pasture  to  be  the  right  of  William,  as  by  their  gift.  For  this  William 
granted  the  said  tenements  and  pasture  to  the  said  John  and  rendered 
the  same  to  him  at  the  Court.  To  have  and  to  hold  to  John  and  his 
heirs  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tene- 
ments and  pasture  belong  for  ever. 

7  Henry  V.  (1419). 

(25)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  7  Henry  V.  (1419-20)..  Between  Ralph  Hull  and  John 
Colyns,  querents,  and  Thomas  Frome  and  Margaret  his  wife,  deforci- 
ants, of  two  messuages,  six  tofts,  one  mill,  three  hundred  and  twelve 
acres  of  land,  twelve  acres  of  meadow,  two  hundred  acres  of  pasture, 
twenty  acres  of  wood,  three  hundred  acres  of  turbary,  three  hundred 
acres  of  heath,  five  solidates  of  rent  in  Kyngesbyre,  Doddyngbyre, 
Southbrook  and  Blokkesworth.  Plea  of  covenant  was  summoned. 
Thomas  and  Margaret  acknowledged  the  tenements  and  rent  to  be  the 
right  of  John.  Of  which  the  said  John  and  Ralph  have  one  messuage, 
the  said  tofts,  twelve  acres  of  land  and  the  said  rent  by  gift  of  the  said 
Thomas  and  Margaret.  For  this  Ralph  and  John  granted  to  Thomas 
and  Margaret  the  said  tenements  and  rent  and  rendered  them  to  them 
at  the  Court.  To  have  and  to  hold  to  Thomas  and  Margaret  and  the 
heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which 
to  those  tenements  and  rent  belong  for  ever.  Moreover  Ralph  and  John 
granted  for  themselves  and  the  heirs  of  John  that  one  messuage,  the 
said  mill,  three  hundred  acres  of  land,  the  said  meadow,  pasture,  wood, 
turbary  and  heath,  the  residue  of  the  aforesaid  tenements,  which  Joan 
who  was  the  wife  of  John  Whitefeld  held  for  term  of  her  life  of  the 
inheritance  of  the  said  John  in  the  said  yill  of  Kyngesbyre.  on  the  day 
this  concord  was  made,  and  which  after  her  death  ought  to  revert  to  the 
said  Ralph  and  John  and  the  heirs  of  John,  should  then  wholly  remain 
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to  the  said  Thomas  and  Margaret  and  their  heirs.  To  hold  together 
with  the  tenements  and  rent  which  remain  to  them  by  this  fine  of  the 
chief  lords  of  that  fee  by  the  services  which  to  those  tenements  belong 
forever.  Should  Thomas  and  Margaret  die  without  heir  of  their  bodies, 
then  the  said  tenements  and  rent  wholly  will  remain  to  the  right  heirs 
of  the  said  Margaret.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  and  rent  belong  for  ever. 

(26)  At  Westminster,  one  month  from  Easter  day,  7  Henry  V. 
(1419).  Between  John  Ilberd  and  Margery  his  wife,  querents,  and 
William  Auersham,  clerk,  deforciant,  of  one  messuage,  one  acre  of  land 
in  Shirborne.  Plea  of  covenant  was  summoned.  John  acknowledged 
the  said  tenements  to  be  the  right  of  William,  as  those  which  William 
has  by  gift  of  John.  For  this  William  granted  them  to  John  and  Margery 
and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  John 
and  Margery  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  tenements  belong  for  ever.  Should 
John  and  Margery  die  without  heir  of  their  bodies,  then  the  tenements 
will  wholly  remain  to  the  right  heirs  of  John.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
ever. 

(27)  At  Westminster,  one  month  from  Easter  day,  7  Henry  V. 
(1419),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  said  year 
(141 9).  Between  Walter  Hornesbowe,  Walter  Folde,  clerk,  and 
Richard  Dodesham,  querents,  and  Robert  Grey  and  Joan  his  wife,  de- 
forciants, of  the  manor  of  Askereswell  and  the  advowson  of  the  church 
of  the  same  manor.  Plea  of  covenant  was  summoned.  Robert  ac- 
knowledged the  manor  and  advowson  to  be  the  right  of  Walter  Folde, 
as  that  which  all  the  querents  have  by  his  gift.  For  this  the  querents 
granted  the  said  manor  and  advowson  to  Robert  and  Joan  and  rendered 
the  same  to  them  at  the  Court.  To  have  and  to  hold  to  the  said  Robert 
and  Joan  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  manor  and  advowson  belong.  Should 
Robert  and  Joan  die  without  heir  of  their  bodies,  then  the  manor  and 
advowson  wholly  will  remain  to  John  Grey  brother  of  the  said  Robert, 
and  the  heirs  of  his  body  begotten.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  manor  and  advowson  belong  for 
ever.  Should  John  Grey  die  without  heir  of  his  body  begotten,  then  the 
manor  and  advowson  wholly  will  remain  to  the  heirs  of  the  body  of  the 
said  Joan  begotten.  To  hold  as  aforesaid.  Should  no  heir  be  begotten 
of  the  body  of  the  said  Joan,  then  the  manor  and  advowson  wholly  will 
remain  tP  the  right  heirs  of  the  said  Robert.  To  hold  as  aforesaid  for 
ever. 
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8  Henry  V.  (1420). 

(28)  At  Westminster,  on  the  morrow  of  St.  Martin,  8  Henry  V.  (1420). 
Between  Robert  Veel,  John  Forde,  John  Storke,  Thomas  Budde  and  John 
Frankam,  querents,  and  Nicholas  Coker  and  Alice  his  wife,  deforciants, 
of  one  messuage,  two  tofts,  seven  acres  of  meadow,  one-third  part  of  one 
carucate  of  land,  sixty  acres  of  pasture  in  Brodeweye  and  Crykettesweye. 
Plea  of  covenant  was  summoned.  The  querents  acknowledged  the  tene- 
ments to  be  the  right  of  Alice,  as  those  which  Nicholas  and  Alice  have 
by  their  gift.  For  this  Nicholas  and  Alice  granted  the  said  tenements 
to  the  querents  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  the  querents  and  the  heirs  of  Robert  Veel  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  tenements  belong  for  ever. 
Rendering  therefor  yearly  to  Nicholas  and  Alice  and  the  heirs  of  Alice 
twenty  shillings  of  silver,  at  the  feasts  of  the  Nativity  of  our  Lord, 
Easter,  the  Nativity  of  St.  John  Baptist  and  St.  Michael.  Should  the 
querents  and  the  heirs  of  Robert  make  default  in  payment  at  any  of  the 
said  terms,  it  shall  be  lawful  for  Nicholas  and  Alice  and  the  heirs  of  Alice 
for  ever  to  distrain  the  querents  and  the  heirs  of  Robert  in  the  said  tene- 
ments, or  those  who  hereafter  shall  hold  those  tenements  by  their  goods 
and  chattels  found  therein  and  retain  the  same  until  full  payment  shall 
have  been  made  to  them  of  the  money  in  arrear,  forever.  And  Nicholas 
and  Alice  and  the  heirs  of  Alice  will  warrant  the  tenements  to  the 
querents  and  the  heirs  of  Robert  against  all  men  for  ever. 

(29)  At  Westminster,  in  the  octaves  of  St.  Michael,  8  Henry  V.  (1420), 
and  afterwards  in  the  octaves  of  St.  Hilary,  in  the  same  year  (1420-1). 
between  John  Hurlegh,  clerk,  Richard  Fyton  and  Thomas  Hallum, 
querents,  and  Thomas  Manston  of  the  county  of  Dorset,  esquire,  and 
Joan  his  wife,  deforciants,  of  the  manor  of  Manston  and  advowson  of 
the  church  of  the  said  vill  and  eleven  messuages,  one  toft,  five  carucates, 
one  and  a  half  virgates  and  forty  acres  of  land,  forty-six  acres  of  meadow, 
one  hundred  and  ninety-six  acres  of  pasture,  twelve  acres  of  wood,  one 
thousand  two  hundred  acres  of  heath,  eight  solidates  of  rent  and  a  rent 
of  one  pound  of  pepper  .and  one  goose  in  Holton,  Wygrede,  Cryche, 
Boveknoll,  Melbury  Osmond,  Yatmynstre,  Ryme,  Shyterton,  Estmanton 
and  Langeton  Mautrevers.  Plea  of  covenant  was  summoned.  Thomas 
Manston  and  Joan  acknowledged  the  manor,  tenements  and  rents  and 
advowson  to  be  the  right  of  the  said  John.  Of  which  the  said  John, 
Richard  and  Thomas  Hallum  have  the  said  manor,  two  messuages,  one 
virgate  of  land,  two  acres  of  pasture,  six  acres  of  wood,  eight  hundred 
acres  of  heath  and  the  said  rents  and  advowson  by  gift  of  Thomas 
Manston  and  Joan.  To  have  and  to  hold  to  the  said  John,  Richard  and 
Thomas  Hallum  and  the  heirs  of  the  said  John  of  the  chief  lords  of  that 


294 


Dorset  Fines. 


fee  by  the  services  which  to  that  manor,  tenements,  rents  and  advowson 
belong  for  ever.  And  they  granted  for  themselves  and  their  heirs  thai 
one  messuage,  one  carucate  of  land,  twelve  acres  of  pasture  and  four 
hundred  acres  of  heath  of  the  aforesaid  tenements  in  the  said  vill  of 
Holton  which  John  Page  and  Alice  his  wife  held  for  term  of  life,  and 
that  one  messuage,  forty  acres  of  land,  ten  acres  of  meadow,  one  acre  of 
pasture  of  the  aforesaid  tenements  in  the  said  vill  of  Wyrgrede  which 
John  Gernessey  and  Alice  his  wife  held  for  term  of  life,  and  that  one- 
messuage,  a  moiety  of  one  carucate  of  land,  ten  acres  of  meadow,  one  acre 
of  pasture  of  the  aforesaid  tenements  in  the  said  vill  which  Margareta 
Pres  held  for  term  of  life,  and  that  one  messuage,  a  moiety  of  one  caru- 
cate of  land,  two  acres  of  meadow,  ten  acres  of  pasture  of  the  aforesaid 
tenements  in  the  said  vill  of  Cryche  which  John  Frank  and  Katherine 
his  wife  held  for  term  of  life,  and  that  one  messuage,  a  moiety  of  one 
carucate  of  land,  two  acres  of  meadow  and  ten  acres  of  pasture  of  the 
aforesaid  tenements  in  the  said  vill  which  William  Petur  and  Alice  his 
wife  held  for  term  of  life,  and  that  one  messuage,  a  moiety  of  one 
carucate  cf  land,  two  acres  of  meadow  and  twenty  acres  of  pasture  of  the 
aforesaid  lands  in  the  said  vill  of  Boveknoll  which  Henry  Code  and  Edith 
his  wife  held  for  term  of  life,  and  that  one  messuage,  a  moiety  of  one 
carucate  of  land,  two  acres  of  meadow  and  twenty  acres  of  pasture  of 
the  aforesaid  tenements  in  the  said  vill  which  Richard  Shcphurd  and 
Matilda  his  wife  held  for  term  of  life,  and  that  one  messuage,  a  moiety 
of  one  carucate  of  land,  two  acres  of  meadow  and  twenty  acres  of  pasture 
of  the  aforesaid  tenements  in  the  said  vill  which  Robert  Petur  and  Isa- 
bella his  wife  held  for  term  of  life,  and,  that  one  messuage,  one  carucate 
of  land,  ten  acres  of  meadow,  one  hundred  acres  of  pasture,  and  six  acres 
of  wood  of  the  aforesaid  tenements  in  the  said  vills  of  Yatmynstre  and 
Ryme  which  John  Gournay  and  John  his  son  held  for  term  of  life,  and 
also  that  one  toft,  a  moiety  of  one  virgate  of  land,  six  acres  of  meadow 
of  the  aforesaid  tenements  in  the  said  vill  of  Melbury  Osmond  which 
John  Colles  and  John  his  son  held  for  term  of  life  of  the  inheritance  of 
the  said  Joan  on  the  day  this  concord  was  made,  and  which  after  the 
deaths  of  John  Page,  and  Alice,  John  Gernessey  and  Alice,  Margaret, 
John  Frank  and  Katherine,  William  and  Alice,  Henry  and  Edith, 
Richard  Shephurd  and  Matilda,  Robert  and  Isabella,  John  Gournay  and 
John  his  son,  and  John  Colles  and  John  his  son  ought  to  revert  to  the 
said  Thomas  Manston  and  Joan  and  the  heirs  of  the  said  Joan,  should 
then  wholly  remain  to  the  said  John  Hurlegh,  Richard  Fyton  and  Thomas 
Hallum  and  the  heirs  of  the  said  John.  To  hold  together  with  the  said 
manor,  tenements,  rents  and  advowson  which  remain  to  them  by  this  fine 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor, 
tenements  and  advowson  belong  for  ever.     And  the  said  Thomas 
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Manston  and  Joan  and  the  heirs  of  Thomas  will  warrant  to  John  Hur- 
legh,  Richard  Fyton  and  Thomas  Hallum  and  the  heirs  of  John  the  said 
manor,  one  messuage,  one  toft,  one  carucateand  forty  acres  of  land,  six- 
teen acres  of  meadow,  one  hundred  acres  of  pasture,  six  acres  of  wood  and 
advowson  aforesaid  in  the  said  vills  of  Melbury  Osmond,  Yatmynstre 
and  Ryme.  And  also  the  said  Thomas  Manston  and  Joan  and  the  heirs 
of  Joan  will  warrant  to  the  aforesaid  John  Hurlegh,  Richard  Fyton,  and 
Thomas  Hallum  and  the  heirs  of  John  ten  messuages,  four  carucates,  one 
and  a  half  virgates  of  land,  thirty  acres  of  meadow,  ninety-six  acres  of 
pasture,  six  acres  of  wood,  one  thousand  two  hundred  acres  of  heath  and 
the  said  rents  in  the  vills  of  Holton,  Wyrgrede,  Cryche,  Boveknoll, 
Shyterton,  Estmanton  and  Langeton  Mautrevers  as  is  aforesaid  against 
all  men  for  ever.  For  this  John  Hurlegh,  Richard  Fyton  and  Thomas 
Hallum  gave  to  Thomas  Manston  and  Joan  three  hundred  marks  of 
silver. 

(30)  At  Westminster,  one  month  from  the  day  of  St.  Michael,  8 
Henry  V.  (1420),  and  afterwards  in  the  octaves  of  St.  Hilary,  8  Henry 
V.  (1420-1).  Between  Nicholas  Rake  of  Shirbourn,  querent,  and 
Richard  Broun  of  Bristoll,  deforciant,  of  three  messuages  in  Shirbourn. 
Plea  of  covenant  was  summoned.  Richard  acknowledged  the  messuages 
to  be  the  right  of  Nicholas.  Of  which  the  said  Nicholas  has  one  messu- 
age by  gift  of  the  said  Richard.  And  Richard  granted  for  himself  and 
his  heirs  that  one  of  the  said  messuages  in  the  said  vill  which  Walter 
Dunpayn  held  for  term  of  life,  and  also  one  of  the  said  messuages  in 
the  said  vill  which  John  Barwe  held  for  term  of  life  of  the  inheritance 
of  the  said  Richard  on  the  day  this  concord  was  made,  and  which  after 
their  deaths  ought  to  revert  to  Richard  and  his  heirs,  should  then  wholly 
remain  to  Nicholas  and  his  heirs.  To  hold  together  with  the  aforesaid 
messuage  which  remains  to  him  by  this  fine  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  messuages  belong  for  ever.  For 
this  Nicholas  gave  to  Richard  one  hundred  marks  of  silver. 

(31)  At  Westminster,  fifteen  days  from  the  day  of  Holy  Trinity,  8 
Henry  V.  (1420).  Between  Robert  Brunyng  and  Clemencia,  his  wife, 
querents,  and  John  Chisbrok  and  Joan  his  wife,  deforciants,  of  the 
manor  of  Wynterborn  Stipelton.  Plea  of  covenant  was  summoned. 
Robert  and  Clemencia  acknowledged  the  manor  to  be  the  right  of  Joan, 
as  that  which  John  and  Joan  have  by  their  gift.  For  this  they  granted 
the  manor  to  Robert  and  Clemencia  and  rendered  it  to  them  at  the 
Court.  To  have  and  to  hold  to  Robert  and  Clemencia  and  the  heirs 
of  Clemencia  begotten  by  Richard  Deveros,  of  the  said  John  and  Joan 
and  the  heirs  of  Joan  for  ever.  Rendering  therefor  yearly  one  rose  at 
the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and 
exaction  to  the  said  John  and  Jean  and  the  heirs  of  Joan  belonging. 
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And  doing  therefor  to  the  chief  lords  of  that  fee  for  the  said  John  and 
Joan  and  the  heirs  of  Joan  all  other  services  which  to  the  said  manor 
belong  for  ever.  Should  Clemencia  die  without  heir  of  her  body  be- 
gotten by  the  said  Richard  Deveros,  then  after  the  deaths  of  both  Robert 
Brunyng  and  Clemencia  the  manor  wholly  shall  revert  to  the  said  John 
and  Joan  and  the  heirs  of  Joan,  quit  of  the  other  heirs  of  the  said  Robert 
and  Clemencia.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manor  belong  for  ever.  And  John  and  Joan  and  the 
heirs  of  Joan  will  warrant  to  the  said  Robert  and  Clemencia  and  the 
heirs  of  Clemencia  the  said  manor  against  all  men  for  ever. 

9  Henry  V.  (1421). 

(32)  At  Westminster,  on  the  morrow  of  Souls,  9  Henry  V.  (142 1). 
Between  Richard  Byle  of  Warham,  querent,  and  John  Neuburgh  of 
Estlolleworth  in  the  county  of  Dorset,  esquire,  and  Robert  Rempston  of 
Godelyngston  in  Purbyke,  deforciants,  of  five  messuages,  two  acres  of 
land  and  four  acres  of  meadow  in  Warham  and  Wyrgrede  which  Agnes 
who  was  the  wife  of  Thomas  Frye  holds  for  term  of  life.  Plea  of 
covenant  was  summoned.  John  and  Robert  acknowledged  the  tene- 
ments to  be  the  right  of  Richard,  and  granted  for  themselves  and  their 
heirs  that  the  said  tenements  which  the  said  Agnes  held  for  life  of  the 
inheritance  of  the  said  John  and  Robert  in  the  said  vills  on  the  day  this 
concord  was  made,  and  which  after  the  death  of  Agnes  ought  to  revert 
to  John  and  Robert  and  their  heirs,  should  then  wholly  remain  to 
Richard  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever.  For  this  Richard 
gave  to  John  and  Robert  one  hundred  marks  of  silver. 

(33)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  8  Henry  V.  (1 420-1),  and  afterwards  fifteen  days  from 
Easter  day,  9  Henry  V.  (142 1).  Between  Stephen  Pope,  clerk,  and 
John  Scotte,  querents,  and  Robert  Chyke  and  Joan  his  wife,  deforciants, 
of  one-fourth  part  of  two  messuages,  six  tofts,  one  mill,  one  dovecot, 
two  hundred  and  forty-  acres  of  land,  twenty  acres  of  meadow,  two 
hundred  acres  of  pasture,  two  acres  of  wood,  four  hundred  acres  of  heath 
in  Estkymerych  and  Westholne.  Plea  of  covenant  was  summoned. 
Robert  and  Joan  acknowledged  the  said  one-fourth  part  to  be  the  right  of 
Stephen,  as  that  which  Stephen  and  John  have  by  gift  of  Robert  and 
Joan.  For  this  they  granted  the  one-fourth  part  to  Robert  and  Joan 
and  rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold 
to  Robert  and  Joan  during  their  lives  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  one-fourth  part  belong.  After  the 
deaths  of  Robert  and  Joan  the  one-fourth  part  wholly  will  remain  to 
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William  Chyke  son  of  the  said  Robert  and  Joan  and  the  heirs  of  his 
body  begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  one-fourth  part  belong  for  ever.  Should  William  die 
without  heir  of  his  body  begotten,  then  the  one-fourth  part  will  wholly 
remain  to  the  right  heirs  of  the  said  Stephen.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  one-fourth  part  belong 
for  ever. 


End  of  Henry  V. 


DIVERS  COUNTIES. 


I  Henry  VI.  (1422). 

SOMERSET,  DEVON,  DORSET. 

(3)  At  Westminster,  fifteen  days  from  Easter  day,  1  Henry  VI. 
(1422).  Between  Simon  Raillygh  and  Joan  his  wife,  querents,  and 
William  Talbot,  41  chivaler,"  and  Alianora  his  wife,  deforciants,  of  the 
manors  of  Rowedon,  Wode,  Avenaunt,  Nettelcombe,  Oulleknolle,  Code- 
combe  and  Alyngford  and  advowsons  of  the  churches  of  Nettelcombe 
and  Alyngford  in  co.  Somerset,  and  the  manors  of  Wode  juxta 
Chyxston  and  Twychyn  juxta  Bideford  in  co.  Devon,  and  the  manor  of 
Wombyssheyn  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
William  and  Alianora  granted  to  Simon  and  Joan  the  said  manors  and 
advowsons,  and  remitted  and  quit-claimed  whatever  they  had  in  the  said 
manors  and  advowsons  for  term  of  Alianora's  life  to  Simon  and  Joan 
and  the  heirs  of  Simon  for  ever.  For  this  Simon  and  Joan  granted  for 
themselves  and  the  heirs  of  Simon  that  they  will  render  to  William  and 
Alianora  twenty  marks  during  Alianora's  life.  To  have  and  to  receive 
every  year  from  the  manors  of  Rowedon,  Wode,  Avenaunt,  Nettelcombe, 
Oulleknolle,  Codecombe  and  Alyngford  from  the  hands  of  the  tenants 
of  the  said  manors,  namely  five  marks  at  each  of  the  feasts  of  the 
Nativity  of  our  Lord,  Annunciation  of  the  Blessed  Mary,  Nativity  of 
St.  John  Baptist  and  St.  Michael.  Moreover  Simon  and  Joan  granted 
for  themselves  and  the  heirs  of  Simon  that  should  the  said  rent  be  in 
arrear  at  any  term,  it  shall  be  lawful  for  William  and  Alianora  during 
Alianora's  life  to  distrain  Simon  and  Joan  and  the  heirs  of  Simon  in 
the  said  manors  of  Rowedon,  Wode,  Avenaunt,  Nettelcombe,  Oulle- 
knolle, Codecombe  and  Alyngford,  or  those  who  hereafter  shall  hold 
those  manors  by  the  goods  and  chattels  found  therein  and  retain  them 
until  full  payment  shall  have  been  made  of  the  arrears.  After  the  de- 
cease of  Alianora,  Simon  and  Joan  and  the  heirs  of  Simon  shall  be  quit 
of  the  payment  of  the  said  money  for  ever. 
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2  Henry  VI.  (1423). 

SOMERSET,  DORSET. 

(17)  At  Westminster,  on  the  morrow  of  Souls,  2  Henry  VI.  (1423), 
and  afterwards  in  the  octaves  of  St.  Hilary,  in  the  same  year  (1423). 
Between  John  Fauntleroy,  Nicholas  Latymer,  Robert  Rempston,  John 
Beef,  Robert  Veel  and  William  Raynald,  clerk,  querents,  and  John 
Neuburgh  of  Estlolleworth,  senior,  and  Joan  his  wife,  deforciants,  of  the' 
manor  of  Moreton  and  seven  messuages,  four  tolts,  two  hundred  and 
twenty  acres  of  land,  thirty-two  acres  of  meadow  in  Coryryvell, 
Thornedon  and  Chaddemede  and  common  of  pasture  for  twenty  oxen 
(boves)  in  the  said  vill  of  Coryryvell  and  common  of  pasture  for  all 
their  beasts  (averia)  wheresoever  grazing  within  that  manor,  in  co. 
Somerset,  and  the  manor  of  Stokwode,  one  toft,  one  carucate  and  eighty 
acres  of  land,  thirty  acres  of  wood  in  Horshythe  and  Brodeweye  and  a 
moiety  of  the  manor  of  Brodeweye  and  the  advowson  of  the  church  of 
Stokwode  in  co.  Dorset.  Plea  of  covenant  was  summoned.  John 
Neuburgh  and  Joan  acknowledged  the  manors,  tenements,  commons  and 
moiety  and  advowson  to  be  the  right  of  William.  Of  which  the  said 
William,  John  Fauntleroy,  Nicholas,  Robert,  John  Beef  and  Robert 
have  the  said  manors,  four  tofts,  one  carucate,  two  hundred  and  thirty- 
eight  acres  of  land,  fourteen  acres  of  meadow,  thirty  acres  of  wood, 
commons  and  moiety  and  advowson  by  gift  of  John  Neuburgh  and 
Joan.  To  have  and  to  hold  to  all  the  said  querents  and  the  heirs  of 
William  of  the  chief  lords  of  that  fee  by  the  services  which  to  those 
premises  belong  for  ever.  Moreover  John  Neuburgh  and  Joan  granted 
for  themselves  and  the  heirs  of  John  that  one  messuage,  one  toft,  four 
acres  of  land,  six  acres  of  meadow  of  the  aforesaid  tenements  in  the  vill 
of  Chaddemede  which  Joan  who  was  the  wife  of  Richard  Maunsell  held 
for  term  of  life,  and  four  acres  of  land  of  the  aforesaid  tenements  in  the 
said  vill  which  Robert  Deye  held  for  term  of  life,  and  that  one  messuage, 
three  acres  of  land,  six  acres  of  meadow  of  the  aforesaid  tenements  in  the 
said  vill  which  William  Cornyssh  and  Elena  his  wife  held  for  term  of 
Elena's  life,  and  that  one  messuage  of  the  aforesaid  tenements  in  the  said 
vill  which  Margery  Hare  held  for  term  of  life,  and  that  eleven  acres  of  land 
of  the  aforesaid  tenements  in  the  said  vill  which  Hugh  Batte  held  for 
term  of  life,  and  that  one  messuage,  three  acres  of  land  of  the  aforesaid 
tenements  in  the  said  vill  which  John  Toky  held  for  term  of  life,  and 
that  one  messuage,  twelve  acres  of  land,  two  acres  of  meadow  of  the 
aforesaid  tenements  in  the  said  vill  which  Thomas  Topet  and  Matilda 
his  wife  held  for  term  of  life,  and  that  five  acres  of  land  of  the  aforesaid 
tenements  in  the  said  vill  which  Thomas  Batte  held  for  term  of  life, 
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and  that  one  messuage,  twelve  acres  of  land  of  the  aforesaid  tene- 
ments in  the  said  vill  which  John  Rauf  and  Alice  his  wife  held  for 
term  of  life,  and  that  one  messuage,  twelve  acres  of  land,  four  acres  of 
meadow  of  the  aforesaid  tenements  in  the  said  vill  which  John 
Brownyng  held  for  term  of  life  of  the  inheritance  of  the  said  John 
Neuburgh  on  the  day  this  concord  was  made,  and  which  after  the  deaths 
of  the  aforesaid  persons  ought  to  revert  to  the  said  John  Neuburgh  and 
Joan  his  wife  and  the  heirs  of  the  said  John,  should  then  wholly  remain 
to  John  Fauntleroy,  Nicholas,  Robert,  John  Beef,  Robert  and  William 
Raynald  and  the  heirs  of  William,  to  hold  together  with  the  aforesaid 
manors,  tenements,  common,  moiety  and  advowson  which  remain  to 
them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  to 
those  tenements  belong  for  ever.  And  John  Neuburgh  and  Joan  his 
wife  and  the  heirs  of  John  will  warrant  to  the  querents  and  the  heirs  of 
William  the  said  manors,  tenements,  commons  and  moiety  and  advow- 
son aforesaid,  as  is  aforesaid,  against  all  men  for  ever.  For  this  the 
querents  gave  to  John  Neuburgh  and  Joan  his  wife  four  hundred  marks 
of  silver. 

4  Henry  VI.  (1425). 

DORSET,  SOMERSET,  GLOUCESTER. 

(45)  At  Westminster,  fifteen  days  from  the  day  of  St.  John  Baptist, 
3  Henry  VI.  (1424),  and  afterwards  in  the  octaves  of  St.  Michael,  4 
Henry  VI.  (1425).  Between  Henry  Blakemore,  clerk,  William  Payn, 
John  Neburgh,  John  Storke  and  John  Cheverell,  querents,  and  Ralph 
Busshe,  esquire,  and  Alianora  his  wife  and  John  Chydyok,  esquire,  de- 
forciants, of  the  manors  of  Estchelburgh  and  Morekurchell  in  co.  Dorset 
and  the  manor  of  Alwyneshey  in  co.  Somerset  and  the  manor  of 
Frampton  on  Severn  in  co.  Gloucester.  Plea  of  covenant  was  sum- 
moned. Ralph  and  Alianora  and  John  Chydyok  acknowledged  the 
manor  of  Estchelburgh  to  be  the  right  of  the  said  Henry,  William,  John 
Neburgh,  John  Storke  and  John  Cheverell  and  the  said  manors  of 
Morekurchell,  Alwyneshey  and  Frampton  to  be  the  right  of  he  said 
Henry,  as  those  which  all  the  querents  have  by  gift  of  Ralph  and 
Alianora  and  John  Chydyok.  For  this  the  querents  granted  to  Ralph 
and  Alianora  the  said  manors  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  the  said  Ralph  and  Alianora,  namely  the 
manor  of  Estchelburgh  of  the  King  and  his  heirs  by  the  services  there- 
in due  and  accustomed  during  Alianora's  life  and  the  manors  of  More- 
kurchell, Alwyneshey  and  Frampton  of  the  chief  lords  of  that  fee  by  the 
services  which  to  those  manors  belong  during  Alianora's  life.  After 
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Alianora's  death  the  manors  wholly  will  remain  to  John  Chydyok  and 
his  heirs.  To  hold  as  aforesaid  for  ever.  This  concord,  as  to  the 
manor  of  Estchelburgh,  was  made  by  precept  of  the  King. 

5  Henry  VI.  (1426). 

SOMERSET,  DORSET. 

(59)  At  Westminster,  three  weeks  from  Easter  day,  5  Henry  VI. 
(1426),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  same  year 
(1426).  Between  Simon  Ralegh  and  Joan  his  wife,  querents,  and 
Thomas  Knyf,  John  Crofte,  parson  of  the  church  of  Oke  in  co.  Somer- 
set, William  Wrynche,  parson  of  the  church  of  Netelcombe,  Walter 
Hasshford  and  Henry  Forster,  parson  of  the  church  of  Alyngford, 
deforciants,  of  the  manors  of  Netelcombe,  Rowedon,  Wode,  Avenant, 
Owelknolle,  Codecombe  and  Alyngford,  four  messuages,  one  hundred 
and  fifty-eight  acres  of  land,  twenty-three  acres  of  meadow,  thirty- 
six  acres  of  wood,  twenty  acres  of  pasture  in  Cagelegh,  Langham, 
Eylhesworthy  and  Radyhuyssh  and  the  advowsons  of  the  churches  of 
Netelcombe  and  Alyngford  in  co.  Somerset,  and  the  manor  of  Wombys- 
sheyn  in  co.  Dorset.  Plea  of  covenant  was  summoned.  Simon 
acknowledged  the  manors  and  tenements  and  advowsons  aforesaid  to 
be  the  right  of  John  Crofte,  as  those  which  the  said  John,  Thomas, 
William,  Walter  and  Henry  have  by  Simon's  gift.  For  this  Thomas, 
John,  William,  Walter  and  Henry  granted  to  Simon  and  Joan  the  said 
manors  and  tenements  and  advowsons  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  Simon  and  Joan  and  the  heirs  of 
their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  manors,  tenements  and  advowsons  belong  for  ever.  Should  Simon 
and  Joan  die  without  heir  of  their  bodies,  then  the  manors  and  tenements 
and  advowsons  wholly  shall  remain  to  the  right  heirs  of  Simon.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manors, 
tenements  and  advowsons  belong  for  ever. 

6  Henry  VI.  (1427). 

SOMERSET,  DORSET,  DEVON. 

(65)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
5  Henry  VI.  (1426),  and  afterwards  in  the  octaves  of  St.  Michael,  6 
Henry  VI.  (1427).  Between  Sir  Giles  Daubenay,  knight,  Ralph 
Busshe,  John  Wyse,  clerk,  John  Bolour,  Thomas  Wyse  and  Adam 
Norton,  clerk,  querents,  and  Sir  Thomas  Beauchamp,  knight,  and 
Alianora  his  wife,  deforciants,  of  the  manors  of  Wyghtlakyngton  and 
Holewalerewe  in  co.  Somerset  and  three  messuages,  two  carucates, 
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eighty  acres  of  land,  seventeen  acres  of  meadow,  six  acres  of  pasture., 
five  acres  of -alder,  six  solidates  of  rent  in  Kyngesbere  and  Orchard  in 
co.  Dorset,  and  seven  messuages,  one  carucate,  one  hundred  and 
twenty-six  acres  of  land,  twenty-three  acres  of  meadow,  fourteen  acres 
of  pasture,  twelve  acres  of  wood,  seven  acres  of  moor,  one  acre  of  alder, 
six  solidates  of  rent  in  Knyghtesmulle,  Knyghtesheies,  Mountory,  Lylle 
and  Yeartecomb  in  co.  Devon.  Plea  of  covenant  was  summoned. 
Thomas  Beauchamp  and  Alianora  acknowledged  the  manors  to  be  the 
right  of  Ralph,  except  thirteen  solidates,  four  denariates  of  rent,  and  they 
granted  the  aforesaid  rent,  together  with  the  homages  and  whole  services 
of  John  Storke  and  Alice  his  wife,  John  Orchard,  Alice  daughter  and 
heir  of  John  Lopenford,  Edward  Panston  and  Elizabeth  his  wife, 
Thomas  Payn,  John  Payn  and  Thomas  Bvtelesgate  and  their  heirs 
in  respect  of  the  whole  of  the  tenements  which  they  before  held  of  the 
said  Thomas  Beauchamp  and  Alianora  in  the  aforesaid  vills  of  Orchard, 
Knyghtesmulle,  Knyghtesheies,  Mountory,  Lylle  and  Yeartecomb.  To 
have  and  to  hold  to  the  said  Giles,  Ralph,  John,  John,  Thomas  Wyse 
and  Adam  and  the  heirs  of  the  said  Ralph  of  the  chief  lords  of  that  fee 
by  the  services  which  to  that  rent  belong  for  ever.  And  Thomas 
Beauchamp  and  x\lianora  and  the  heirs  of  Thomas  will  warrant  to 
Giles,  Ralph,  John,  John,  Thomas  Wyse  and  Adam  and  the  heirs  of 
Ralph  the  said  manors,  tenements  and  rent,  as  is  aforesaid,  against  all 
men  for  ever.  For  this  they  gave  to  Thomas  Beauchamp  and  Alianora 
three  hundred  pounds  sterling. 

OXFORD,  DORSET,  SOMERSET. 

(66)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord 
5  Henry  VI.  (1426),  and  afterwards  in  the  octaves  of  St.  Michael,  6 
Henry  VI.  (1427).  Between  Sir  Giles  Daubeney,  knight,  Ralph  Busshe, 
"John  Wyse,  clerk,  John  Bolour,  Thomas  Wyse  and  Adam  Norton,  clerk, 
querents,  and  Sir  Thomas  Beauchamp,  knight,  and  Alianora  his  wife, 
deforciants,  of  two  messuages,  one  hundred  and  twenty  acres  of  land, 
twenty-four  acres  of  meadow,  one  acre  of  wood  in  Kennecote  and  Bamp- 
ton  in  co.  Oxon,  and  one  messuage,  one  toft,  sixty-three  acres  of 
land,  five  acres  of  meadow,  three  acres  of  wood,  three  acres  of  moor  in 
Wambroke  called  Worthiale  in  co.  Dorset,  and  twenty-four  messuages, 
one  mill,  four  dovecotes,  four  hundred  and  one  acres  of  land,  eighty 
acres  of  meadow,  one  hundred  and  one  acres  of  pasture,  twenty-one 
acres  of  wood,  three  acres  of  alder,  and  four  librates,  five  solidates,  one 
denariate  of  rent  and  a  rent  of  one  clove  gillyflower  in  Sylveyns,  Athe- 
lardeston,  Hambrugge,  Croppesbradene,  Kyrmercherde,  Langenham, 
Knyghteslye,  Orchardelond,  Badbury  and  Mountagu  in  co.  Somerset. 
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Plea  of  covenant  was  summoned.  Thomas  Beauchamp  and  Alianora 
acknowledged  the  tenements  to  be  the  right  of  Ralph,  and  granted  the 
said  rent,  together  with  the  homages  and  whole  services  of  Richard 
Dylyngton  and  Matilda  his  wife  and  their  heirs  in  respect  of  the  whole 
of  the  tenements  which  they  before  held  of  the  said  Thomas  Beauchamp 
and  Alianora  in  the  said  vills  of  Athelardeston,  Hambrugge,  Croppes- 
bradene,  Badbury  and  Mountagu.  To  have  and  to  hold  to  the  said  Giles, 
Ralph,  John,  John,  Thomas  Wyse  and  Adam  and  the  heirs  of  the  said 
Ralph  of  the  chief  lords  of  that  fee  by  the  services  which  to  that  rent 
belong  for  ever.  And  Thomas  Beauchamp  and  Alianora  and  the  heirs 
of  Alianora  will  warrant  to  Giles,  Ralph,  John,  John,  Thomas  Wyse 
and  Adam  and  the  heirs  of  the  said  Ralph  the  said  tenements  and  rent, 
as  is  aforesaid,  against  all  men  for  ever.  For  this  they  gave  to  Thomas 
Beauchamp  and  Alianora  three  hundred  marks  of  silver. 

BERKS,  WILTS,  HERTFORD,  KENT,  DORSET. 

(80)  At  Westminster,  in  the  octaves  of  St.  Hilary,  6  Henry  VI. 
(1427),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  same  year 
(1427).  Between  Nicholas  Dyxon,  clerk,  Thomas  Stokdale  and  Thomas 
Adam,  querents,  and  William  Darell,  esquire,  and  Elizabeth  his  wife, 
deforciants,  of  the  manors  of  Baladeston  and  W'okefeld  and  the  advow- 
sons  of  the  churches  of  Chelrey  and  Upledecom  and  the  chantry  of  the 
Blessed  Virgin  Mary  in  the  church  of  Chelrey  in  co.  Berks,  and  the 
manors  of  Knyghton,  Beaule  and  Lytylcote,  and  one  hundred  solidates  of 
of  rent  in  Ebelesbournewake  and  advowson  of  the  chantry  in  the  chapel 
of  Lytylcote  in  co.  Wilts,  and  the  manors  of  Hokewelle  and  Potery- 
chesbery  in  co.  Hertford,  and  the  manor  of  Est  Sutton  in  co.  Kent, 
and  the  manor  of  Estyepe  and  twenty  marks  of  rent  in  Longprede, 
Bakkelake  and  Estyepe  in  co.  Dorset.  Plea  of  covenant  was  summoned. 
William  and  Elizabeth  acknowledged  the  manors  and  rent  and  advow- 
sons  to  be  the  right  of  Nicholas,  as  those  which  the  said  Nicholas, 
Thomas  and  Thomas  have  by  gift  of  the  said  William  and  Elizabeth. 
For  this  they  granted  to  William  and  Elizabeth  the  said  manors  and 
rent  and  advowsons  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  the  said  William  and  Elizabeth  and  the  heirs  male  of 
their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  manors,  rent  and  advowsons  belong  for  ever.  Should  they  die 
without  heir  male  of  their  bodies,  the  manors,  rent  and  advowsons  wholly 
will  remain  to  the  heirs  of  the  body  of  the  said  Wil.iam.  To  hold  as 
aforesaid.  If  no  heir  be  begotten  of  the  body  of  the  said  William,  the 
manors,  rent  and  advowsons  wholly  will  remain  to  John  Darell  brother 
of  William  and  the  heirs  male  of  his  body,     To  hold  as  aforesaid. 
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Should  John  die  without  heir  male  of  his  body,  the  manors,  rent  and  ad- 
vowsons  wholly  will  remain  to  William  Fyndern  and  Elizabeth  his 
wife.  To  hold  as  aforesaid  during  their  lives.  With  remainder  after 
their  deaths  to  Thomas  son  of  the  said  William  and  Elizabeth.  To 
hold  as  aforesaid  during  his  life.  With  remainder  after  his  death  to 
the  right  heirs  of  the  aforesaid  William  Darell.  To  hold  as  aforesaid 
for  ever. 

8  Henry  VI.  (1429). 
OXFORD,  SOMERSET,  DORSET. 

(90)  At  Westminster,  on  the  morrow  of  St.  Martin,  8  Henry  VI. 
(1429).  Between  Sir  Giles  Daubenay,  knight,  Ralph  Busshe,  John 
Wyse,  clerk,  John  Bolour,  Thomas  Wyse  and  Adam  Norton,  clerk, 
querents,  and  Sir  Thomas  Beauchamp,  knight,  and  Alianora  his  wife, 
deforciants,  of  two  messuages,  one  hundred  and  twenty  acres  of  land, 
twenty-four  acres  of  meadow,  one  acre  of  wood  in  Kennecote  and  Bamp- 
ton  in  co.  Oxon,  and  twenty-four  messuages,  one  mill,  four  dovecots, 
four  hundred  and  one  acres  of  land,  eighty  acres  of  meadow,  one  hundred 
and  one  acres  of  pasture,  twenty-one  acres  of  wood,  three  acres  of  alder, 
four  librates,  five  solidates,  one  denariate  of  rent  and  a  rent  of  one 
clove  gillyflower  in  Wyghtlakyngton,  Sylveyns,  Athelardeston,  Ham- 
brugge,  Croppesbradene,  Kyrmercherde,  Langenham,  Knyghteslye, 
Orchardelond,  Badbury  and  Montagu  in  co.  Somerset,  and  one  messuage, 
one  toft,  sixty-three  acres  of  land,  five  acres  of  meadow,  three  acres  of 
wood,  three  acres  of  moor  in  Wambroke  in  co.  Dorset.  Plea  of  coven- 
ant was  summoned.  Thomas  Beauchamp  and  Alianora  acknowledged 
the  said  tenements  and  rent  to  be  the  right  of  Adam.  Of  which  the 
said  Adam,  Giles,  Ralph,  John,  John  and  Thomas  Wyse  have  the  said 
tenements  by  gift  of  Thomas  Beauchamp  and  Alianora.  And  they  re- 
mitted and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
Alianora  to  the  said  Giles,  Ralph,  John  John,  Thomas  Wyse  and  Adam 
and  the  heirs  of  Adam  for  ever.  Moreover  Thomas  Beauchamp  and 
Alianora  granted  to  them  the  said  rent,  together  with  the  homages  and 
whole  services  of  Richard  Dylyngton  and  Matilda  his  wife  and  their 
heirs  in  respect  of  the  whole  of  the  tenements  which  they  before  held 
of  the  said  Thomas  Beauchamp  and  Alianora  in  the  said  vills  of  Athe- 
lardeston, Hambrugge,  Croppesbradene,  Badbury  and  Montagu.  To 
have  and  to  hold  to  the  said  Giles,  Ralph,  John,  John,  Thomas  Wyse, 
Adam  and  the  heirs  of  Adam  of  the  chief  lords  of  that  fee  by  the  services 
which  to  those  rents  belong  for  ever.  And  Thomas  Beauchamp  and 
Alianora  and  the  heirs  of  Alianora  will  warrant  to  Giles,  Raiph,  John, 
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John,  Thomas  Wyse  and  Adam  and  the  heirs  of  Adam  the  said  tenements 
and  rent  against  all  men  for  ever.  For  this  they  gave  to  Thomas  Beau- 
champ  and  Alianora  five  hundred  pounds  sterling. 

SOMERSET,  DORSET,  DEVON. 

(91)  At  Westminster,  on  the  morrow  of  St.  Martin,  8  Henry  VI. 
(1429).  Between  Sir  Giles  Daubenay,  knight,  John  Wyse,  clerk,  John 
Bolour,  Thomas  Wyse  and  Adam  Norton,  clerk,  querents,  and  Sir 
Thomas  Beauchamp,  knight,  and  Alianora  his  wife,  deforciants,  of  the 
manors  of  Wyghtlakyngton  and  Holewalerewe,  and  forty  messuages, 
twenty  tofts,  two  dovecots,  ten  carucates  of  land,  two  hundred  acres  of 
meadow,  two  hundred  and  eighty  acres  of  pasture,  one  hundred  and  sixty 
acres  of  wood,  ten  acres  of  alder  and  forty  solidates  of  rent  in  Wyghtla- 
kyngton, Holewalerewe,  Estlangebrok,  Langford,  Fyfhyde,  Asshull  and 
Wyke  juxta  Lamport,  and  the  advowson  of  the  free  chapel  of  Estlange- 
brok in  co.  Somerset,  and  twelve  messuages,  two  carucates  and  eighty 
acres  of  land,  seventeen  acres  of  meadow,  six  acres  of  pasture,  five  acres 
of  alder,  six  solidates  of  rent  in  Kyngesbere  and  Orchard  in  co.  Dorset, 
and  seven  messuages,  one  carucate,  one  hundred  and  twenty-six  acres  of 
land,  twenty-four  acres  of  meadow,  fourteen  acres  of  pasture,  twelve 
acres  of  wood,  twelve  acres  of  moor,  four  acres  of  alder,  six  solidates  of 
rent  in  Knyghtesmulle,  Knyghtesheyes,  Mountory,  Lylle  and  Yearte- 
comb  in  co.  Devon.  Plea  of  covenant  was  summoned.  Thomas 
Beauchamp  and  Alianora  acknowledged  the  said  manors,  tenements  and 
rents  and  advowson  to  be  the  right  of  Adam.  Of  which  the  said  Adam, 
Giles,  John,  John  and  Thomas  Wyse  have  the  said  manors  and  tene- 
ments and  advowson  by  gift  of  the  said  Thomas  Beauchamp  and 
Alianora.  And  they  remitted  and  quit-claimed  the  same  for  themselves 
and  the  heirs  of  the  said  Thomas  Beauchamp  to  Giles,  John,  John, 
Thomas  Wyse  and  Adam  and  the  heirs  of  Adam  for  ever.  Moreover 
they  granted  to  the  said  Giles,  John,  John,  Thomas  Wyse  and 
Adam  the  said  rent,  together  with  the  homages  and  whole  services  of 
Sir  Humphrey  Stafford,  knight,  William  Wadham,  Robert  Gefferay, 
John  Oxle,  John  Kayle,  John  Knoll,  Henry  Tiz,  Ralph  Busshe  and 
Alianora  his  wife,  John  Storke  and  Alice  his  wife,  John  Orchard  and 
Alice  his  wife,  daughter  and  heir  of  John  Lopenford,  Edward  Panston 
and  Elizabeth  his  wife,  Thomas  Payn,  John  Payn  and  Thomas  Byteles- 
gate  and  their  heirs  in  respect  of  the  whole  of  the  tenements  which 
they  before  held  in  the  said  vills.  To  have  and  to  hold  to  the  said 
Giles,  John  Wyse,  John  Bolour,  Thomas  Wyse  and  Adam  and  the 
heirs  of  Adam  of  the  chief  lords  of  that  fee  by  the  services  which  to  that 
rent  belong  for  ever.    And  Thomas  Beauchamp  and  Alianora  and  the 
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heirs  of  Thomas  will  warrant  to  Giles,  John  Wyse,  John  Bolour, 
Thomas  Wyse  and  Adam  and  the  heirs  of  Adam  the  said  manors,  tene- 
ments and  rent  and  advowson  against  all  men  for  ever.  For  this  they 
gave  to  Thomas  Beauchamp  and  Alianora  one  thousand  marks  of  silver. 

BEDFORD,  DORSET,  BUCKINGHAM,  SUSSEX,  SOUTHAMP- 
TON, KENT. 

(92)  At  Westminster,  fifteen  days  from  the  day  of  St.  Martin,  8 
Henry  VI.  (1429).    Between  Richard  Beauchamp,  Earl  of  Warwick, 
Sir  William   Mountford,   knight,   Sir  William  Peyto,    knight,  John 
Verney,  clerk,  John  Merbury,  esquire,  Robert  Andrewe,  esquire,  John 
Nansan,  esquire,  John  Boyville,  esquire,  Thomas  Huggeford,  esquire, 
Robert  Stanshawe  and  William  Stoughton,  querents,  and  Sir  William 
Phelip,  Thomas  Chaucers,   esquire,  Thomas   Derham,  John  Throk- 
marton  and  John  Wode,  deforciants,  of  the  manor  of  Grovebury  in  co. 
Bedford,  and  twenty  messuages,  ten  tofts,  two  hundred  acres  of  land, 
twenty  acres  of  meadow,  two  hundred  acres  of  pasture,  twenty  acres  of 
wood,  one  hundred  solidates  of  rent  in  Neweford  and  Blanford  in  co. 
Dorset,  and  seventy  messuages,  twelve  tofts,  five  hundred  acres  of  land, 
one  hundred  acres  of  meadow,  three  hundred  acres  of  pasture,  one 
hundred  acres  of  wood  and  one  hundred  solidates  of  rent  in  Stukle, 
Northhale,  Edelesburgh  and  Roclenache  in  co.  Buckingham,  and  twenty 
messuages,  eight  tofts,  three  hundred   acres  of  land,  sixty  acres  of 
meadow,  two  hundred   acres  of  pasture,  forty  acres  of  wood,  twenty 
solidates  of  rent  in  Compton  Seynt  John  in  co.  Sussex,  and  ten  messu- 
ages, nine  tofts,  two  hundred  acres  of  land,  twenty  acres  of  meadow, 
one  hundred  acres  of  pasture,  ten  acres  of  wood,  twenty  solidates  of 
rent  in   Portesmouth  and  Burghegge  in  co.  Southampton,  and  six 
messuages,   six  tofts,  two  hundred  acres  of  land,  twenty  acres  of 
meadow,  sixty  acres  of  pasture,  ten  acres  of  wood,  sixteen  solidates  of 
rent  in  Rundale  and  Bierlingesmylle  in  co.  Kent  which  Alice  who  was 
the  wife  of  Sir  John  Phelip,  knight,  holds  for  term  of  her  life.    Plea  of 
covenant  was  summoned.    The  deforciants  granted  for  themselves  and 
their  heirs  that  the  said  manor  and  tenements  which  the  said  Alice  held 
for  life  of  the  inheritance  of  the  said  deforciants  on  the  day  this  concord 
was  made,  and  which  after  her  death  ought  to  revert  to  the  deforciants 
and  their  heirs,  should  then  remain  wholly  to  the  querents  and  their 
heirs.    To  hold  of  the  King  and  his  heirs  by  the  service  of  rendering 
every  year  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for 
all  services,  exactions,  demands,  profits  (apportis)  or  charges  whatso- 
ever for  ever.    For  this  the  querents  gave  to  the  deforciants  one  thou- 
sand pounds  sterling.    This  concord  was  made  by  precept  of  the  King. 
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(100)  At  Westminster,  in  the  oct.ves  of  Holy  Trinity,  8  Henry  VI. 

(1429)  .  Between  Thomas  Neweman  and  John  Tonker,  querents,  and 
John  Wisman  and  Alice  his  wife,  deforciants,  of  eight  messuages,  two 
tofts,  thirty  acres  of  land,  ten  acres  of  meadow  in  Bakebere  and  Wymborn 
Mynstre  in  co.  Dorset,  and  one  messuage,  eleven  acres  of  land,  eight 
acres  of  meadow,  one  acre  of  wood  in  Hamme  Dammarell  in  co.  South- 
ampton. Plea  of  covenant  was  summoned.  John  Wisman  and  Alice 
acknowledged  the  said  tenements  to  be  the  right  of  John  Tonker,  as  those 
which  the  said  John  and  Thomas  have  by  their  gift,  and  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  the  said 
Thomas  and  John  Tonker  and  the  heirs  of  John  Tonker  for  ever.  And 
John  Wisman  and  Alice  granted  for  themselves  and  the  heirs  of  Alice 
that  they  will  warrant  the  tenements  to  the  said  Thomas  and  John 
Tonker  and  the  heirs  of  John  Tonker  against  all  men  for  ever.  For 
this  Thomas  and  John  Tonker  gave  to  John  Wisman  and  Alice  one 
hundred  marks  of  silver. 

9  Henry  VI.  (1430). 

DEVON,  SOMERSET,  DORSET. 
(104)  At  Westminster,  in  the  octaves  of  St.  Michael,  9  Henry  VI. 

(1430)  .  Between  William  Carent,  esquire,  John  Fauntleroy  and  Thomas 
Hody,  querents,  and  John  Hody  and  Elizabeth  his  wife,  deforciants,  of 
a  moiety  of  the  manor  of  Berhall  in  co.  Devon,  and  a  moiety  of  the 
manors  of  Estwhitfeld  and  Westwhitfeld  and  twelve  messuages,  four 
carucates  of  land,  one  hundred  acres  of  meadow,  two  hundred  acres  of 
pasture,  ten  acres  of  wood  in  Chewe,  Mertok,  Kyngesbury,  Compton 
Pauncefote  and  Chiltern  Dummer  in  co.  Somerset,  and  a  moiety  of  the 
manors  of  Pillesdon,  Westchikerell  and  Putton  and  one  messuage  in 
Dorchestre  in  co.  Dorset.  Plea  of  covenant  was  summoned.  John 
Hody  and  Elizabeth  acknowledged  the  moieties  to  be  the  right  of  John 
Fauntleroy,  as  those  which  the  same  John,  William  and  Thomas  have 
by  their  gift.  And  they  remitted  and  quit-claimed  the  same  for  them- 
selves and  the  heirs  of  Elizabeth  to  the  said  William,  John  Fauntleroy 
and  Thomas  and  the  heirs  of  John  for  ever.  Moreover  John  Hody  and 
Elizabeth  granted  for  themselves  and  the  heirs  of  Elizabeth  that  they 
will  warrant  the  said  moieties  to  the  said  William,  John  Fauntleroy  and 
Thomas  and  the  heirs  of  John  against  all  men  for  ever.  For  this  they 
granted  the  said  moieties  to  John  Hody  and  Elizabeth  and  rendered  them 
to  them  at  the  Court.  To  have  and  to  hold  to  John  Hody  and  Elizabeth 
and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  moieties  belong  for  ever.     Should  John  Hody  and 
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Elizabeth  die  without  heirs, of  their  bodies,  then  the  said  moieties  wholly 
shall  remain  to  the  right  heirs  of  the  said  Elizabeth.  To  hold  of  the 
chieflords  of  that  fee  by  the  services  which  to  the  said  moieties  belong 
for  ever. 

10  Henry  VI.  (1431). 

DORSET,  NORTHAMPTON,  SURREY,  SOUTHAMPTON. 

(123)  At  Westminster,  in  the  octaves  of  the  Purification  of  the 
Blessed  Mary,  10  Henry  VI.  (143 1),  and  afterwards  fifteen  days  from 
Easter  day,  in  the  same  year  (1431).  Between  William  Perlee,  clerk, 
senior,  and  William  Perlee,  clerk,  junior,  querents,  and  John  Cammell, 
deforciant,  of  the  manors  of  Westperlee,  Southam  and  Kentelesworth 
and  fifteen  messuages,  one  toft,  three  hundred  and  four  acres  of  land, 
forty-six  acres  of  meadow,  fifty  acres  of  pasture,  sixty-eight  acres  of 
wood,  four  hundred  acres  of  heath,  and  twenty-seven  solidates  of  rent  in 
Westperlee,  Emundesham,  Upwymbourn  Plecy,  Wymbourn  Mynstre 
and  Kynston  and  the  advowson  of  the  church  of  Westperlee  in  co. 
Dorset,  and  the  manor  of  Burton  Plecy  in  co.  Northampton,  and  the 
manor  of  Hethele  in  co.  Surrey,  and  six  messuages  in  Cryschirche 
Twynham  in  co.  Southampton.  Plea  of  covenant  was  summoned. 
John  acknowledged  the  manors  and  tenements  and  advowson  to  be  the 
right  of  William  Perlee,  senior,  as  those  which  the  said  WTilliam  and 
William  Perlee,  junior,  have  by  his  gift.  For  this  the  said  William  and 
William  granted  the  manors,  tenements  and  advowson  to  the  said  John 
and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold  to  John 
and  the  heirs  of  his  body  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manors,  tenements,  and  advowson  belong  for  ever. 
Should  John  die  without  heir  of  his  body  begotten,  then  the  manors, 
tenements  and  advowson  wholly  will  remain  to  the  right  heirs  of  the 
said  John.    To  hold  of  the  chief  lords  as  aforesaid  for  ever. 

11  Henry  VI.  (1432). 

DORSET,  SOMERSET,  NORTHAMPTON. 

(133)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  11  Henry  VI.  (1432).  Between  Joan  who  was  the  wife 
of  Sir  Thomas  Brook,  knight,  Sir  Thomas  Brook,  knight,  John  Yurd, 
esquire,  Edmund  Pyne,  esquire,  John  Hody,  John  Lauerence,  John 
Battescombe,  Richard  Haretre,  John  Hawy,  clerk,  John  Lemman,  clerk, 
John  Bysshop,  William  Taverner,  Richard  Parker,  Guy  Phelip,  John 
Pyry  and  William  Kene,  querents,  and  Ralph  Bussh,  esquire,  and 
Alianora  his  wife,  deforciants,  of  the  manors  of  Fyfhyde  Nevylle, 


13  Henry  VI.  (1434). 


309 


Melburyesmond,  Blakelond,  Blakerewe,  Remmesbere,  Caundell  Haddon, 
Antiokes,  Lydelynche,  Lydelynchebaret,  Wynterborn  Howeton,  Upcerne 
and  Burcombe  and  five  messuages,  two  hundred  and  forty-eight  acres 
of  land,  fifty-nine  acres  of  meadow  in  Candelhaddon,  Shirborn,  Woborn 
and  Hampreston  and  the  advowsons  of  the  churches  of  Lydelynche, 
Wynterborn  Howeton,  Upcerne  and  Pourton  in  co.  Dorset,  and  the 
manors  of  Ilbruwere,  Pytteney,  Werne  and  Fydyngton  in  co.  Somerset, 
and  the  manor  of  Revenesthorp  in  co.  Northampton.  Plea  of  covenant 
was  summoned.  Ralph  and  Alianora  acknowledged  the  manors,  tene- 
ments and  advowsons  to  be  the  right  of  Thomas,  as  those  which  the 
querents  have  by  gift  of  Ralph  and  Alianora, and  they  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  Alianoia  to  the 
querents  and  the  heirs  of  Thomas  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Alianora  that  they  will  warrant  the  said 
manors,  tenements  and  advowsons  to  the  querents  and  the  heirs  of 
Thomas  against  all  men  for  ever.  For  this  the  querents  granted  the 
said  manors,  tenements  and  advowsons  to  Ralph  and  Alianora  and 
rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to  Ralph 
and  Alianora,  without  impeachment  of  waste,  of  the  querents  and  the 
heirs  of  Thomas.  Rendering  therefor  yearly  one  rose  at  the  feast  of 
the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to 
the  said  querents  and  the  heirs  of  Thomas  belonging.  And  doing 
therefor  to  the  chief  lords  of  that  fee  for  the  querents  and  the  heirs  of 
Thomas  all  other  services  which  to  the  said  manors,  tenements  and 
advowsons  belong  during  the  lives  of  Ralph  and  Alianora.  After  their 
deaths  the  manors,  tenements  and  advowsons  wholly  will  remain  to 
William  Bussh  son  of  the  said  Ralph  and  Alianora,  and  Joan  his  wife, 
daughter  of  the  said  Thomas,  and  the  heirs  of  their  bodies.  To  hold 
of  the  querents  and  the  heirs  of  Thomas  by  the  said  services,  as  is 
aforesaid,  for  ever.  Should  William  Bussh  and  Joan  die  without  heir 
of  their  bodies,  then  the  manors,  tenements  and  advowsons  wholly  will 
remain  to  the  heirs  of  the  body  of  the  said  William  Bussh.  To  hold 
of  the  querents  and  the  heirs  of  Thomas  as  aforesaid  for  ever.  Should 
there  be  no  heir  of  the  body  of  William  Bussh,  then  the  manors,  tene- 
ments and  advowsons  wholly  will  revert  to  the  querents  and  the  heirs 
of  Thomas,  quit  of  the  other  heirs  of  William  Bussh  and  Joan  his  wife. 
To  hold  as  aforesaid  for  ever. 

13  Henry  VI.  (1434). 

SOMERSET,  DORSET. 

(154)  At  Westminster,  one  month  from  the  day  of  St.  Michael, 
13   Henry  VI.  (1434).     Between  Sir  Thomas  Stowell,  knight,  Sir 
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Theobald  Gorges,  knight,  John  Beauchamp,  William  More,  John  Hodv, 
William  Gascoigne,  John  Bavent,  John  Lange  and  Thomas  Pilton, 
parson  of  the  church  of  Baudrippe,  querent,  and  Hugh  Pyke,  esquire, 
and  Elizabeth  his  wife,  deforciants,  of  the  manors  of  Merlynche  and 
Pikesasshe,  one  tott,  one  carucate  of  land,  twenty  acres  of  meadow  and 
pasture  for  twenty  oxen  in  Milton  and  Loxhill  in  co.  Somerset,  and  the 
manor  of  Staunton  Gabriell  in  co.  Dorset.  Plea  of  covenant  was  sum- 
moned. Hugh  and  Elizabeth  acknowledged  the  manors,  tenements  and 
pasture  to  be  the  right  of  Thomas  Pilton,  as  those  which  the  querents 
have  by  gift  of  the  said  Hugh  and  Elizabeth.  And  they  remitted  and 
quit-claimed  the  same  for  themselves  and  the  heirs  of  Hugh  [sic]  to  the 
querents  and  the  heirs  of  Thomas  Pilton  for  ever.  Moreover  Hugh  and 
Elizabeth  granted  for  themselves  and  the  heirs  of  Elizabeth  [sic]  that 
they  will  warrant  the  said  manors,  tenements  and  pasture  to  the  querents 
and  the  heirs  of  Thomas  Pilton  against  all  men  for  ever.  For  this  the 
querents  gave  to  Hugh  and  Elizabeth  three  hundred  marks  of  silver. 

13  Henry  VI.  (1434)- 

GLOUCESTER,  DORSET,  SOMERSET. 

(161)  At  Westminster,  in  the  octaves  of  St.  Hilary,  13  Henry  VI. 
(1434),  and  afterwards  fifteen  days  from  Easter  day,  in  the  same  year 
(1434).  Between  Sir  Maurice  Berkeley  of  .Uley,  knight,  John  Kernes, 
clerk,  Maurice  Kernes,  Nicholas  Alderlegh  and  John  Codryngton,  quer- 
ents, and  John  Kernes,  esquire,  and  Margaret  his  wife,  and  Stephen 
Haitfield  and  Isabella  his  wife,  deforciants,  of  the  advowson  of  the 
church  of  Derham,  a  moiety  of  the  manor  of  Auste,  one-third  part  of  six 
carucates  of  land  in  Derham  and  the  manor  of  Derham,  except  one  acre 
of  land  in  the  said  manor,  in  co.  Gloucester,  and  a  moiety  of  the  manor 
of  Lytton  and  advowson  of  the  church  of  the  said  manor,  one-third  part 
of  the  manor  of  Kyngeston  Russell  and  advowson  of  the  free  chapel  of 
that  manor,  in  co.  Dorset,  and  three  tofts,  two  carucates,  two  acres  of  land, 
twelve  acres  of  meadow,  sixty  acres  of  pasture,  three  acres  of  wood  in 
Horsyngton  and  Northcheryton  and  the  advowson  of  the  church  of 
Horsyngton  and  free  chapel  of  Southcheryton  and  one-third  part  of 
the  manor  of  Horsyngton  in  co.  Somerset.  Plea  of  covenant  was  sum- 
moned. John  Kernes,  esquire,  and  Margaret  and  Stephen  and  Isabella 
acknowledged,  to  wit :  the  aforesaid  manor  as  is  aforesaid,  two  acres  of 
land,  one-third  part  of  six  carucates  of  land,  the  one-third  part  of  the  manors 
of  Kyngeston  Russell  and  Horsyngton  and  the  advowsons  of  the 
church  of  Horsyngton  and  the  free  chapel  of  Kyngeston  Russell  to  be  the 
right  of  the  said  Maurice,  John  Kernes,  clerk,  Maurice,  Nicholas  and 
John  Codryngton  and  the  tenements,  moieties  of  the  manors  of  Auste 


13  Henry  VI.  (1434). 


and  Lytton  and  the  advowson  of  the  church  of  Lytton  to  be  the  right  of 
John  Kernes,  clerk.  Of  which  the  said  Maurice,  John  Kernes,  clerk, 
Maurice,  Nicholas  and  John  Codryngton  have  the  said  manor,  as  is 
aforesaid,  two  acres  of  land,  two  parts  of  a  moiety  of  the  manors  of  Auste 
and  Lytton  and  two  parts  of  the  aforesaid  tenements  and  the  advowson s 
of  the  churches  of  Derham,  Lytton,  Horsyngton  and  the  free  chapel  of 
Southcheryton  by  gift  of  the  said  John  Kernes,  esquire,  and  Margaret 
and  Stephen  and  Isabella.  To  have  and  to  hold,  to  wit :  the  said 
manor  as  is  aforesaid,  two  acres  of  land  and  the  advovvsons  of  the 
churches  of  Derham,  Horsyngton  and  the  free  chapel  of  Southcheryton  to 
the  said  Maurice,  John  Kernes,  clerk,  Maurice,  Nicholas  and  John 
Codryngton  and  their  heirs  of  the  King  and  his  heirs  by  the  services 
therein  due  and  accustomed  for  ever.  And  the  said  two  parts  of  the 
manors  of  Auste  and  Lytton  and  two  parts  of  the  aforesaid  tenements 
and  the  advowson  of  the  church  of  Lytton  to  the  said  Maurice,  John 
Kernes,  clerk,  Maurice,  Nicholas  and  John  Codryngton  and  the  heirs  of 
the  said  John  Kernes,  clerk,  of  the  chief  lords  of  that  fee  by  the  services 
which  to  those  two  parts  and  advowson  belong  for  ever  Moreover  the 
said  John  Kernes,  esquire,  and  Margaret  and  Stephen  and  Isabella  granted 
for  themselves  and  the  heirs  of  the  said  Margaret  and  Isabella  that  one- 
third  part  of  the  manors  of  Auste  and  Lytton  and  the  residue  of  the  tene- 
ments aforesaid,  one-third  part  of  six  carucates  of  land,  one-third  part  of 
the  manors  of  Horsyngton  and  Kyngeston  Russell  and  the  advowson  of 
the  free  chapel  of  Kyngeston  Russell  which  Sir  John  Stradelyng,  knight, 
and  Joan  his  wife  hold  in  dower  for  term  of  Joan's  life  of  the 
inheritance  of  the  aforesaid  Margaret  and  Isabella,  which  also  after  the 
death  of  the  said  Joan  ought  to  revert  to  the  aforenamed  John  Kernes, 
esquire,  Margaret,  Stephen  and  Isabella  and  the  heirs  of  Margaret  and 
Isabella  should,  after  Joan's  death,  remain  to  the  said  Maurice,  John 
Kernes,  clerk,  Maurice,  Nicholas  and  John  Codryngton  and  their  heirs. 
To  hold  together  with  the  aforesaid  manor,  land,  two  parts  and 
advowsons  which  remain  to  them  by  this  fine,  to  wit :  one-third  part  of 
six  carucates  of  land,  one-third  part  of  the  manors  of  Horsyngton  and 
Kyngeston  Russell  and  the  advowson  of  the  free  chapel  of  Kyngeston 
Russell  of  the  King  and  his  heirs  by  the  services  therein  due  and  ac- 
customed for  ever,  and  one  third  part  of  the  manors  of  Auste  and  Lytton 
and  the  residue  of  the  tenements  aforesaid  of  the  chief  lords  of  that  fee 
by  the  services  which  to  that  one-third  part  belong  for  ever.  And  John 
Kernes,  esquire,  and  Margaret  and  Stephen  and  Isabella  and  the  heirs  of 
the  said  Margaret  and  Isabella  will  warrant  to  Maurice,  John  Kernes 
clerk,  Maurice,  Nicholas  and  John  Codryngton  and  their  heirs,  as  is 
aforesaid,  the  said  manors,  tenements,  moieties,  one-third  parts  and 
advowsons  aforesaid,  as  is  aforesaid,  against  all  men  for  ever.  For 
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this  Maurice,  John  Kernes,  clerk,  Maurice,  Nicholas  and  John  Codryngton 
gave  to  John  Kemes,  esquire,  and  Margaret  and  Stephen  and  Isabella 
three  hundred  marks  of  silver.  This  concord  as  regards  the  manor,  land, 
one-third  parts  of  the  manors  of  Horsyngton  and  Kyngeston  Russell 
and  one-third  part  of  six  carucates  of  land  and  the  advowsons  of  the 
churches  of  Derham,  Horsyngton  and  of  the  free  chapels  of  South- 
cheryton  and  Kyngeston  Russell  was  made  by  precept  of  the  King. 

SOMERSET,  DORSET,  DEVON. 

(168)  At  Westminster,  fifteen  days  from  Easter  day,  13  Henry  VI. 
(1434),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in  the  same  year 
(1434).  Between  William  Carent,  Thomas  Hody,  Alexander  Hody 
and  Robert  Squybbe,  querents,  and  John  Hody  and  Elizabeth  his  wife, 
deforciants,  of  the  manors  of  Estwhitefeld  and  Westwhitefeld  and  a 
moiety  of  twenty  messuages,  two  carucates  of  land,  twenty  acres  of 
meadow,  forty  acres  of  pasture  in  Kyngesbury,  Bishop's  Merick,  Chywe 
Compton,  Pauncefot  and  Chilterne  Dommer  in  co.  .Somerset,  and  a 
moiety  of  the  manors  of  Pillesdon,  Putton  and  Chikerell  and  a  moiety  of 
one  messuage  in  Dorchestre  in  co.  Dorset,  and  a  moiety  of  the  manor 
of  Berchall  in  co.  Devon.  Plea  of  covenant  was  summoned.  John 
and  Elizabeth  acknowledged  the  said  moieties  to  be  the  right  of  Robert, 
as  those  which  the  said  Robert,  William,  Thomas  and  Alexander  have 
by  their  gift.  For  this  William,  Thomas,  Alexander  and  Robert  granted 
to  John  and  Elizabeth  the  said  moieties  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  John  and  Elizabeth  and  the  heirs 
male  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  moieties  belong  for  ever.  Should  John  and  Elizabeth  die 
without  heir  male  of  their  bodies,  then  the  moieties  wholly  will  remain 
to  the  right  heirs  of  the  said  Elizabeth.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  moieties  belong  for  ever. 

14  Henry  VI.  (i435)- 

HEREFORD,  SALOP,  WORCESTER,  BUCKINGHAM,  BERKS, 
ESSEX,  SOUTHAMPTON,  KENT,  DORSET,  SOMERSET, 
GLOUCESTER. 

(186)  At  Westminster,  on  the  morrow  of  the  Ascension,  14  Henry 
VI.  (i435)-  Between  William  Alnewyk,  Bishop  of  Norwich,  Richard, 
Earl  of  Warwick,  Sir  Walter  Hungreford,  knight,  Sir  John  Beaumond, 
knight,  Sir  John  Tirell,  knight,  Sir  Ralph  Boteler,  knight,  John 
Merbury,  esquire,  Richard  Dixton,  esquire,  and  William  Wolston, 
esquire,  querents,  and  Richard,  Duke  of  York,  Walter  Lucy,  "chivaler," 
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and  Richard  Wyggemore,  esquire,  deforciant,  of  the  castles  and  lord- 
ships of  Raydre,  Kenlles,  Radenore  and  Knoklas,  and  the  vill  of 
Radenore,  lordships  of  Mellenyth,  Pullyth,  Knyghton,  Warthreignon, 
Comotoydour,  Norton  and  Presthemd  in  the  Marches  of  Wales  adjoin- 
ing the  county  of  Hereford,  and  the  manors  of  Orleton,  Kyngeslane, 
Pembrugge,  Malmeshullacy,  Nethewode,  Mawardyn  and  Wolferlowe 
and  two  parts  of  the  manor  of  Magna  Marcle  in  co.  Hereford,  and  the 
castle,  manor  and  vill  of  Ludelowe,  and  the  manors  and  lordship  of 
Staunton  lacy,  Cleoton  and  Farlowe  in  co.  Salop,  and  the  manors  of 
Brymes^rove  and  Norton  in  co.  Worcester,  and  the  manors  of  Whaddon 
and  Stepulclaydon  in  co.  Bucks,  and  the  manors  of  Stratfeld  Mortemer 
and  Waghfeld  in  co.  Berks,  and  two  parts  of  the  manor  of  Thaxstede 
in  co.  Essex,  and  the  manor  of  Worthy  Mortemer  in  co.  Southampton, 
and  the  manors  of  Swannescombe  and  Erhyth  in  co.  Kent,  and  the 
manors  of  Cranburnm,  Pymperne,  Tarent  Gundevile,  Weymouth, 
Wyke,  Portland,  Warham,  Stuple  and  Crich  in  co.  Dorset,  and  the 
castle  of  Bruggewater  and  the  manors  of  Odycombe  and  Milverton  and 
one-third  part  of  the  lordship  of  Bruggewater  in  co.  Somerset,  and  the 
manors  of  Charleton,  Wynston  and  Brymmesfeld  in  co.  Gloucester. 
Plea  of  covenant  was  summoned.  The  Duke,  Walter  Lucy  and  Richard 
Wyggemore  acknowledged  the  castles,  lordships,  vills,  manors,  two  parts 
and  one-third  part  to  be  the  right  of  the  querents,  as  by  their  gift.  To 
have  and  to  hold'  to  the  said  querents  and  their  heirs  of  the  King  and 
his  heirs  by  the  services  therein  due  and  accustomed  for  ever.  More- 
over the  Duke  granted  for  himself  and  his  heirs  that  they  will  warrant  the 
said  castles,  lordships,  vills,  manors,  two  parts  and  one-third  part  to  the 
querents  and  their  heirs  against  all  men  for  ever.  For  this  the  querents 
gave  to  the  Duke,  Walter  Lucy  and  Richara  Wyggemore  one  thousand 
pounds  sterling. 

15  Henry  VI.  (1436). 

SOUTHAMPTON,  DORSET. 

(194)  At  Westminster  fifteen  days  from  the  day  of  St.  Martin,  15 
Henry  VI.  (1436).  Between  John  Cottesmore,  Robert  Rolleston,  clerk, 
Richard  Drayton,  W'illiam  Marmeon  and  John  Stowe,  querents,  and 
John  Kernes,  esquire,  and  Margaret  his  wife,  and  Stephen  Haytfeld, 
esquire,  and  Isabella  his  wife,  deforciants,  of  the  manors  of  Yaverlond, 
Rouburgh  and  Wathe  and  the  advowsons  of  the  churches  of  Yaver- 
lond and  Wathe  in  co.  Southampton,  and  the  manor  of  Bradepole 
in  co.  Dorset.  Plea  of  covenant  was  summoned.  John  Kernes  and 
Margaret  and  Stephen  and  Isabella  acknowledged  the  manors  and  ad- 
vowsons to  be  the  right  of  John  Cottesmore,  as  those  which  the  same 
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John,  Robert,  Richard,  William  and  John  Stowe  have  by  their  gift. 
To  have  and  to  hold  to  the  said  querents  and  the  heirs  of  John  Cottes- 
more of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manors  and  advowsons  belong  for  ever.  Moreover  the  said  John 
Kernes  and  Margaret  and  Stephen  and  Isabella  granted  for  themselves 
and  the  heirs  of  Margaret  and  Isabella  that  they  will  warrant  the  said 
manors  and  advowsons  to  the  querents  and  the  heirs  of  John  Cottes- 
more against  all  men  for  ever.  For  this  the  querents  granted  to 
Stephen  and  Isabella  two  parts  of  the  said  manors  and  the  said 
advowsons  and  rendered  the  same  to  them  at  the  Court.  To  have  and 
to  hold  to  Stephen  and  Isabella  during  their  lives,  without  impeachment 
ot  waste  during  Isabella's  life,  of  the  said  querents  and  the  heirs  of 
John  Cottesmore.  Rendering,  therefor  yearly  one  rose  at  the  feast  of 
the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to 
the  said  querents  and  the  heirs  of  John  Cottesmore  belonging.  And 
doing  therefor  to  the  chief  lords  of  that  fee  for  the  said  querents  and  the 
heirs  of  John  Cottesmore  all  other  services  which  to  those  two  parts 
and  the  said  advowsons  during  the  lives  of  Stephen  and  Isabella. 
And  the  querents  granted  for  themselves  and  the  heirs  of  John  Cottesmore 
that  one-third  part  of  the  said  manors  which  Sir  John  Stradelyng, 
knight,  and  Joan  his  wife  held  for  term  of  Joan's  life  of  the  inheritance 
of  the  said  John  Cottesmore  on  the  day  this  concord  was  made,  and 
which  after  Joan's  death  ought  to  revert  to  the  querents  and  the  heirs 
of  John  Cottesmore,  should  then  wholly  remain  to  the  said  Stephen  and 
Isabella.  To  have  and  to  hold  to  the  said  Stephen  and  Isabella  during 
their  lives,  without  impeachment  of  waste  during  Isabella's  life,  of  the 
said  querents  and  the  heirs  of  John  Cottesmore  by  the  services  aforesaid. 
After  the  deaths  of  Stephen  and  Isabella  the  said  manors  and  advow- 
sons, as  is  aforesaid,  wholly  Will  revert  to  the  querents  and  the  heirs  of 
John  Cottesmore,  quit  of  the  heirs  of  Stephen  and  Isabella.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manors  and 
advowsons  belong. 

[Note. — The  words  "  To  have  and  to  hold  to  the  said  Stephen  and 
Isabella"  do  not  appear  in  the  document — no  doubt,  by  a  clerical  error. 
There  is  no  sense  in  that  part  of  the  document  unless  those  words  are 
supplied.] 

16  Henry  VI.  (1437). 

WILTS,  DORSET. 

(210)  At  Westminster,  fifteen  days  from  Easter  day,  16  Henry  VI. 
(1437).  Between  Sir  Walter  Hungerford,  knight,  John  Hody,  John 
Fortescu,  Thomas  Bonham,  Thomas  Estynton,  clerk,  John  Whittokes- 
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mede  and  Thomas  Fermer,  querents,  and  William  Rous,  esquire,  Henry 
Longe,  Richard  Chok  and  Thomas  Tropenell,  deforciants,  of  the 
manors  of  Immer  and  Wynterborne  Homyngton  and  the  advowson 
of  the  free  chapel  of  Immer  in  co.  Wilts,  and  a  moiety  of  the  manor  of 
Folke  and  the  advowson  of  the  church  of  the  same  manor  in  co. 
Dorset.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledged the  said  manors  and  moiety  and  advowsons  to  be  the  right  of 
the  said  Walter,  as  those  which  he  and  the  other  querents  have  by  gift 
of  the  deforciants.  And  the  deforciants  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Thomas  Tropenell  to  the  said 
querents  and  the  heirs  of  Walter  for  ever.  Moreover  William  [Rous] 
granted  for  himself  and  his  heirs  that  they  will  warrant  the  said  manors, 
moiety  and  advowsons  to  the  querents  and  the  heirs  of  Walter  against 
all  men  for  ever.  For  this  the  querents  granted  for  themselves  and 
the  heirs  of  Walter  that  they  will  render  every  year  to  the  said  William 
[Rous]  during  his  life  twenty-four  pounds  sterling,  at  the  feasts  of  the 
Nativity  of  St.  John  Baptist,  St.  Michael  the  Archangel,  the  Birth  of 
our  Lord  and  Easter.  Should  the  querents  and  the  heirs  of  Walter 
make  default  in  payment  at  any  term,  it  shall  be  lawful  for  William 
[Rous]  during  his  life  to  distrain  them  in  those  manors  and  moiety,  or 
those  who  hereafter  shall  hold  those  manors  and  moiety  by  all  their  goods 
and  chattels  therein  found  and  retain  the  same  until  full  payment  shall 
have  been  made  of  the  money  in  arrear.  After  the  death  of  William 
Rous  the  querents  and  the  heirs  of  Walter  shall  be  quit  of  the  said 
payment  for  ever. 

WILTS,  DORSET. 

(214)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
16  Henry  VI.  (1437),  and  afterwards  in  the  octaves  of  Holy  Trinity,  in 
the  same  year  (1437).  Between  Gilbert  Kymere,  clerk,  querent,  and 
John  Martyn  and  Katherine  his  wife,  and  John  Cressebien  of  London, 
deforciants,  of  three  messuage,  two  tofts,  one  virgate  of  land,  twelve 
acres  of  meadow,  fourteen  acres  of  pasture,  common  of  pasture  for 
twelve  beasts,  four  acres  of  wood,  nine  solidates  of  rent  and  a  rent  of 
one  pound  pepper  in  Mere  in  co.  Wilts,  and  nine  messuages,  three  tofts, 
three  and  a  quarter  virgates  of  land,  twelve  acres  of  meadow,  thirty 
acres  of  pasture,  four  acres  of  wood  in  Gillyngham  in  co.  Dorset.  Plea 
of  covenant  was  summoned  between  them.  John  and  Katherine  and 
John  acknowledged  the  tenements,  common  and  rent  to  be  the  right  of 
Gilbert.  Of  which  Gilbert  has  two  messuages,  three  tofts,  the  said 
land,  meadow,  pasture,  common,  wood  and  rent,  except  three  acres  of 
land,  one  acre  of  meadow,  by  gift  of  John,  Katherine  and  John.  And 
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they  remitted  and  quit-claimed  the  same  for  themselves  and  the  heirs 
of  Katherine  to  Gilbert  and  his  heirs  for  ever.  Moreover  John, 
Katherine  and  John  granted  for  themselves  and  the  heirs  of  Katherine 
that  they  will  warrant  to  the  said  Gilbert  and  his  heirs  the  said  tene- 
ments, common  and  rent,  as  is  aforesaid,  against  all  men  for  ever.  For 
this  Gilbert  granted  to  John  Martyn  and  Katherine  the  said  tenements, 
common  and  rent  and  rendered  the  same  to  them  at  the  Court.  To 
have  and  to  hold  to  the  said  John  Martyn  and  Katherine  and  the  heirs 
of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to 
those  tenements,  common  and  rent  belong  for  ever.  Moreover  Gilbert 
granted  for  himself  and  his  heirs  that  one  messuage  of  the  aforesaid 
tenements  in  the  vi  11  of  Gillyngham  which  Matthew  Edward  held  for 
term  of  his  life,  and  one  messuage  of  the  aforesaid  tenements  in  the 
vill  of  Gillyngham  which  John  Gromyng  held  for  term  of  his  life,  and 
one  messuage  of  the  aforesaid  tenements  in  the  vill  of  Gillyngham 
which  Thomas  Bygge  held  for  term  of  his  life,  and  one  messuage,  two 
acres  of  land  of  the  aforesaid  tenements  in  the  vill  of  Gillyngham  which 
John  Cornysshe  held  for  term  of  his  life,  and  one  messuage  of  the 
aforesaid  tenements  in  the  vill  of  Gillyngham  which  William  Bygeley 
held  for  term  of  his  life,  and  one  messuage  of  the  aforesaid  tenements  in  the 
vill  of  Gillyngham  which  Robert  Cressebien  held  for  term  of  his  life,  and 
one  messuage  of  the  aforesaid  tenements  in  the  vill  of  Gillyngham  which 
Thomas  Marchaunt  held  for  term  of  his  life,  and  two  messuages,  one 
acre  of  land  of  the  aforesaid  tenements  in  the  vill  of  Mere  which  William 
Ryche  held  for  term  of  his  life,  and  one  messuage  of  the  aforesaid  tene- 
ments in  the  vill  of  Gillyngham  which  Thomas  Elewell  held  for  term 
of  his  life,  and  also  one  acre  of  meadow  of  the  aforesaid  tenements 
which  William  Barefot  held  for  term  of  his  life  of  the  inheritance  of  the 
said  Gilbert  in  the  vill  of  Mere  on  the  day  this  concord  was  made,  and 
which  after  their  deaths  ought  to  revert  to  the  said  Gilbert  and  his 
heirs,  should  then  wholly  remain  to  the  said  John  Martyn  and  Katherine 
and  their  heirs.  To  hold  together  with  the  said  tenements  which  re- 
main to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services 
which  to  those  tenements  belong  for  ever.  Should  John  Martyn  and 
Katherine  die  without  heir  of  their  bodies,  then  all  the  said  tenements, 
common  and  rent  wholly  will  remain  to  the  heirs  of  Katherine's  body 
begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  those  tenements,  common  and  rent  belong  for  ever.  Should  there  be 
no  heir  of  the  body  of  Katherine  begotten,  then  the  said  tenements, 
common  and  rent  wholly  will  remain  to  the  aforesaid  John  Cressebien 
and  Elizabeth  his  wife  and  the  heirs  of  the  body  of  the  said  John.  To 
hold  as  aforesaid  for  ever.  Should  John  Cressebien  die  without  heir  of 
his  body  begotten,  then  after  the  deaths  of  both  John  Cressebien  and 
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Elizabeth  four  messuages,  one  toft,  one  and  a  half  virgates  of  land,  seven 
acres  of  meadow,  eighteen  acres  of  pasture,  four  acres  of  wood  of  the 
aforesaid  tenements  in  Gillyngham  called  Cressebiens  wholly  shall 
remain  to  William  Carent  and  his  heirs.  To  hold  as  aforesaid  for  ever. 
And  five  messuages,  one  toft,  one  virgate  of  land,  two  acres  of  meadow, 
four  acres  of  pasture  of  the  aforesaid  tenements  in  the  said  vill  of 
Gillyngham  late  of  Robert  Charenehous  wholly  will  remain  to  John 
Hody  and  his  heirs.  To  hold  as  aforesaid  for  ever.  And  one  toft,  a 
moiety  and  a  fourth  part  of  one  virgate  of  land,  three  acres  of  meadow, 
eight  acres  of  pasture  of  the  aforesaid  tenements  in  the  said  vill  of 
Gillyngham  late  of  John  Pleystrete  wholly  will  remain  to  Robert 
Squybbe  and  his  heirs.  To  hold  as  aforesaid  for  ever.  And  the  aforesaid 
tenements,  common  and  rent  in  the  said  vill  of  Mere  wholly  shall  re- 
main to  the  heirs  of  John  brother  of  the  aforesaid  John  Cressebien,  by 
his  body  begotten.  To  hold  as  aforesaid  for  ever.  Should  there  be  no 
heir  begotten  of  the  body  of  the  said  John  brother  of  John  Cressebien, 
then  the  said  tenements,  common  and  rent  wholly  will  remain  to  Edith 
wife  of  John  Rydelyssh  and  the  heirs  of  her  body  begotten.  To  hold 
as  aforesaid  for  ever.  Should  Edith  die  without  heir  of  her  body  be- 
gotten, then  the  said  tenements,  common  and  rent  wholly  will  remain 
to  the  right  heirs  of  the  aforesaid  Katherine.  To  hold  as  aforesaid  for 
ever. 


DEVON,  SOMERSET,  DORSET. 

(217)  At  Westminster,  fifteen  days  from  the  day  of  St.  John  Baptist, 
16  Henry  VI.  (1437).  Between  John  Hody,  John  Stork,  John  Chirche, 
citizen  and  mercer  of  London,  John  Batescombe,  John  Corbrigge,  clerk, 
and  Thomas  Est,  querents,  and  Sir  Thomas  Brook,  knight,  and  Joan 
his  wife,  deforciants,  of  the  manors  of  Holdiche  and  Wycroft  and  three 
hundred  acres  of  land,  sixty  acres  of  meadow,  twenty  acres  of  wood, 
forty  acres  of  heath,  forty  solidates  of  rent  in  Holdiche,  Besshhey  and 
Sperehey  in  co.  Devon,  and  the  manors  of  Westbaggeburgh,  Lucton 
and  Brookyelchestre  and  thirty  messuages,  six  tofts,  three  carucates, 
six  hundred  and  ten  acres  of  land,  one  hundred  and  forty  acres  of  meadow, 
sixty  acres  of  wood,  one  hundred  solidates  of  rent  in  Barreys,  Goseford, 
Odecombe,  Mountagu,  Westcoker,  Cherde,  Hercham,  Hornesbowe, 
Lovehill,  Aysshhilyate,  Redemede,  Okenhed,  Clive,  Crymmylfordemede, 
Durboroghiscantok,  Meryet  and  Sokke  and  advowsons  of  the  churches 
of  Westbaggeburgh  and  Lucton  in  co.  Somerset,  and  the  manors  of 
Cottelegh  and  Mangerton  and  twenty  messuages,  six  carucates  and 
four  hundred  acres  of  land,  one  hundred  and  twenty  acres  of  meadow, 
three  hundred  acres  of  pasture,  one  hundred  acres  of  wood,  sixty  solidates 
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of  rent  and  a  rent  of  one  pound  pepper  and  one  pound  cumin  and  one 
pair  of  spurs  in  Cottelegh,  Mangerton,  Pourton,  Bovvode,  Estmeleplessh, 
Loscombe,  Mapoudre,  Lyme  Regis,  Colweyishome,  Harmeshey,  Babers- 
heyes,  Pitte  and  Littilparrot  in  Mersshwodevale  in  co.  Dorset.  Plea  of 
covenant  was  summoned.  Thomas  Brook  and  Joan  acknowledged  the 
said  manors,  tenements,  rent  and  advowsons  to  be  the  right  of  Thomas 
Est,  as  those  which  all  the  querents  have  by  their  gift.  And  remitted 
and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Thomas 
Brook  to  the  querents  and  the  heirs  of  Thomas  Est  for  ever.  Moreover 
Thomas  Brook  granted  for  himself  and  his  heirs  that  he  will  warrant 
the  said  manors,  tenements  and  rent  to  the  querents  and  the  heirs  of 
Thomas  Est  against  all  men  for  ever.  For  this  the  querents  granted 
to  Thomas  Brook  and  Joan  the  manors  of  Holdiche,  Westbaggeburgh 
and  Brookyelchestre  and  four  hundred  acres  of  land,  sixty  acres  of 
meadow,  twenty  acres  of  wood,  forty  acres  of  heath  and  forty  solidates 
of  rent  of  the  aforesaid  tenements  in  the  said  vills  of  Holdiche,  Besshhey, 
Sperehey  and  Harmeshey  and  rendered  the  same  to  them  at  the  Court. 
To  have  and  to  hold  to  Thomas  Brook  and  Joan  and  the  heirs  male  of 
their  bodies  of  the  chief  lords  of  that  fee  by  the  services  which  to  those 
manors  and  tenements  belong  for  ever.  Should  Thomas  Brook  and 
Joan  die  without  heir  male  of  their  bodies,  then  the  said  manors  and 
tenements  wholly  will  remain  to  the  heirs  of  their  bodies.  To  hold  oi 
the  chief  lords  of  that  fee  by  the  services  which  to  those  manors  and 
tenements  belong  lor  ever.  Should  there  be  no  heir  of  the  bodies  of 
Thomas  Brook  and  Joan,  the  manors  and  tenements  wholly  will  remain 
to  the  right  heir  of  the  said  :Thomas  Brook.   To  hold  as  aforesaid  for  ever. 

18  Henry  VI.  (1439). 

DORSET,  SOMERSET. 

(231)  At  Westminster,  fifteen  days  from  the  day  of  St.  John  Baptist, 
17  Henry  VI.  (1438),  and  afterwards  in  the  octaves  of  St.  Michael,  18 
Henry  VI.  (1439)-  Between  Sir  John  Chidyok,  knight,  and  William 
Combe,  querents,  and  Sir  Thomas  Brook,  knight,  John  Hody,  Ralph 
Bussh,  esquire,  John  Stork,  John  Carent,  senior,  John  Battescombe,  John 
Lemman,  clerk,  William  Taverner,  Guy  Phylyp  and  John  Pyry,  defor- 
ciants, of  the  manors  of  Caundell  Haddon,  Lydelynche,  Antyokes, 
Blaklond  and  Remmesbere  and  five  messuages,  two  hundred  and  forty- 
eight  acres  of  land,  fifty-nine  acres  of  meadow  in  Caundell  Haddon, 
Lydelynche,  Antyokes,  Blaklond,  Remmesbere,  Shirborn,  Stalbrygge, 
Weston  Abbot,  Woburn  and  Thorneford  and  the  advowson  of  the 
church  of  Lydelynche  in  co.  Dorset,  and  the  manors  of  Ilbruwere,  Pytte- 
ney  and  Weme  and  six  messuages,  fifty  acres  of  land  and  twelve  acres 


1 8  Henry  VI.  (1439). 


319 


of  meadow  in  Ilbruwere,  Pytteney  and  Werne  in  co.  Somerset.  Plea 
of  covenant  was  summoned.  The  deforciants  acknowledged  the  manors, 
tenements  and  advowson  to  be  the  right  of  John  Chidyok,  as  those  which 
he  and  William  Combe  have  by  gift  of  the  deforciants.  And  they  re- 
mitted and  quit-claimed  the  same  for  themselves  and  the  heirs  of 
Thomas  Brook  to  the  said  John  Chidyok  and  William  Combe  and  the 
heirs  of  the  said  John  for  ever.  Moreover  the  deforciants  granted  for 
themselves  and  the  heirs  of  Thomas  that  they  will  warrant  to  John 
Chidyok  and  William  Combe  and  the  heirs  of  John  the  manors  and 
tenements  and  advowson  against  the  Abbot  of  Forde  and  his  successors 
forever.  For  this  John  Chidyok  and  William  Combe  grant  to  Ralph 
Bussh  the  manors  of  Caundell  Haddon,  Lydelynche,  Antyokes,  Blak- 
lond,  Remmesbere,  Pytteney  and  Werne,  nine  messuages,  two  hundred 
and  eighty-eight  acres  ot  land,  sixty-eight  acres  of  meadow  in  Caundell 
Haddon,  Lydelynche,  Antyokes,  Blaklond,  Remmesbere,  Shyrborn, 
Stalbrygge,  Weston  Abbot,  Woburn,  Thorneford,  Pytteney  and  Werne 
and  the  advowson  aforesaid  and  rendered  the  same  to  him  at  the  Court. 
To  have  and  to  hold  to  Ralph  of  the  said  John  Chidyok  and  Wrilliam 
Combe  and  the  heirs  of  John  during  Ralph's  life.  Rendering  therefor 
yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  ser- 
vice, custom  and  exaction  to  the  said  John  Chidyok  and  William  Combe 
and  the  heirs  of  John  belonging.  And  doing  therefor  to  the  chief  lords 
of  that  fee  for  John  Chidyok  and  William  Combe  and  the  heirs  of  John 
all  other  serviceswhich  to  those  manors,  tenements  and  advowson  belong. 
After  the  death  of  Ralph  the  manors,  tenements  and  advowson  will 
wholly  revert  to  the  said  John  Chidyok  and  William  Combe  and  the 
heirs  of  John,  quit  of  the  heirs  of  Ralph.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  those  manors,  tenements  and  advow- 
son belong  for  ever. 


DORSET,  SOMERSET. 

(232)  At  Westminster,  fifteen  days  from  the  day  of  St.  John  Baptist, 
17  Henry  VI.  (1438),  and  afterwards  in  the  octaves  of  St.  Michael,  18 
Henry  VI.  (1439).  Between  John  Hody,  John  Carent,  senior,  and  John 
Battescombe,  querents,  and  Sir  John  Chidyok,  knight,  Ralph  Bussh 
and  John  Stork,  deforciants,  of  the  manors  of  Fyfhyde  Nevyll,  Melbury 
Osmond  and  Burcombe  and  the  advowson  of  the  church  of  Pourton  in 
co.  Dorset,  and  the  manor  of  Fydyngton  and  two  messuages,  one 
hundred  acres  of  land,  forty  acres  of  meadow  in  Fydyngton  in  co. 
Somerset.  Plea  of  covenant  was  summoned.  John  Chidyok,  Ralph 
and  John  Stork  acknowledged  the  manors  and  tenements  and  advowson 
to  be  the  right  of  John  Hody,  as  those  which  he  and  the  other  querents 
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have  of  their  gift.  And  they  remitted  and  quit-claimed  the  same  for 
themselves  and  the  heirs  of  John  Chidyok  to  the  said  querents  and  the 
heirs  of  John  Hody  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  John  Chidyok  that  they  will  warrant  the  said  manors, 
tenements  and  advowson  to  the  querents  and  the  heirs  of  John  Hody 
against  the  Abbot  of  feme  and  his  successors  for  ever.  For  this  the 
querents  granted  to  the  said  Ralph  Bussh  the  said  manors  of  Fyfhyde 
Nevyll,  Melbury  Osmond  and  Fydyngton,  five  messuages,  one  hundred 
and  sixty  acres  of  land,  seventy  acres  of  meadow  in  the  said  vills  and 
rendered  the  same  to  him  at  the  Court.  To  have  and  to  hold  to  the 
said  Ralph  during  his  life  or"  the  querents  and  the  heirs  of  John  Hody 
without  impeachment  of  waste.  Rendering  therefor  yearly  one  rose  at 
the  feast  of  the  Nativity  of  St.  John  the  Baptist  for  all  service,  custom 
and  exaction  to  the  said  querents  and  the  heirs  of  John  Hody  belonging. 
And  doing  therefor  to  the  chief  lords  of  that  fee  for  the  said  querents 
and  the  heirs  of  John  Hody  all  other  services  which  to  the  said  manors, 
tenements  and  advowson  belong.  After  the  death  of  Ralph  the  said 
manors  and  tenements  wholly  will  revert  to  John  Hody,  John  Carent  and 
John  Battescombe  and  the  heirs  of  John  Hody,  quit  of  the  heirs  of  Ralph. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  those 
manors  and  tenements  belong  for  ever. 

19  Henry  VI.  (1440). 

DORSET,  WILTS. 
(245)  At  Westminster,  in  the  octaves  of  St.  Michael,  19  Henry  VI. 
(1440),  and  afterwards  in  the  octaves  of  St.  Hilary,  in  the  said  year 
(1440).  Between  Henry  Cardinal  of  England,  Bishop  of  Winchester, 
John  Archbishop  of  York,  Robert  Whityngham,  Treasurer  of  Calais,  and 
William  Port,  querents,  and  William,  Earl  of  Suffolk,  and  Alice  his  wife, 
deforciants,  of  one-third  part  of  the  manor  of  Caneford  otherwise  called 
Canford  in  co.  Dorset,  and  one-third  part  of  the  manors  of  Ambresbury 
and  Wynterbourne  otherwise  called  Wynterburne  Erlys  in  co.  Wilts. 
Plea  of  covenant  was  summoned.  The  Earl  and  Alice  granted  to  the 
Cardinal,  the  Archbishop,  Robert  and  William  Port  the  said  one-third 
parts.  And  they  remitted  and  quit-claimed  whatever  they  had  in  the 
said  one-third  parts  for  term  of  the  life  of  Alice  to  the  said  Cardinal, 
Archbishop,  Robert  and  William  Port  and  the  heirs  of  the  Cardinal 
for  ever.  For  this  the  Cardinal,  the  Archbishop,  Robert  and  William 
Port  gave  to  the  said  Earl  and  Alice  one  thousand  marks  of  silver. 

DORSET,  WILTS,  SOMERSET. 

(247)  At  Westminster,  in  the  octaves  of  St.  Michael,  19  Henry  VI. 
(1440),  and  afterwards  in  the  octaves  of  St.  Hilary,  in  the  same  year 
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(1440).  Betweeen  Henry  Cardinal  of  England,  Bishop  of  Winchester, 
John  Archbishop  of  York,  William,  Earl  of  Suffolk,  Robert  Whityngham, 
Treasurer  of  Calais,  and  William  Port,  querents,  and  Sir  Richard 
Wydevyll,  knight,  and  Jaquetta  his  wife,  deforciants,  of  one-third  part  of 
two  parts  of  the  manor  of  Caneford  otherwise  called  Canford  in  co. 
Dorset,  and  of  the  vill  or  borough  of  Wilton,  and  of  two  parts  of  the 
manor  of  Wynterbourne  otherwise  called  the  manor  of  Wynterbourne 
Erlys  in  co.  Wilts,  and  of  the  manor  of  Charleton  Camvile  otherwise 
called  the  manor  of  Cherlton  otherwise  called  the  manor  of  South- 
charleton  except  five  messuages  and  five  and  a  half  virgates  of  land, 
parcel  of  the  same  manor  in  co.  Somerset.  Plea  of  covenant  was 
summoned.  Richard  and  Jaquetta  granted  to  the  said  Cardinal,  Arch- 
bishop, Earl,  Robert  and  William  the  said  vill,  manor,  two  parts  and 
one-third  part,  as  is  aforesaid.  And  remitted  and  quit-claimed  whatever 
they  had  therein  for  term  of  Jaquetta's  life  to  the  said  Cardinal,  Arch- 
bishop, Earl,  Robert  and  William  and  the  heirs  of  the  Cardinal  for 
ever.  For  this  the  Cardinal,  Archbishop,  Earl,  Robert  and  William 
gave  to  Richard  and  Jaquetta  one  thousand  pounds  sterling. 

DEVON,  DORSET. 

(251)  At  Westminster,  in  one  month  from  Easter  day,  19  Henry  VI. 
(1440).  Between  Robert  Pyne  of  Hamme  and  Simon  Carvile,  querents, 
and  Thomas  Bonvile  and  Lena  his  wife,  deforciants,  of  the  manors  of 
Tamerton  Folyet  and  Warlegh  and  twenty  messuages,  three  acres  of 
land,  forty  acres  of  meadow  in  Tamerton  Folyet  and  Warlegh  in  co. 
Devon,  and  the  manor  of  Shapton  in  co.  Dorset.  Plea  of  covenant  was 
summoned.  Thomas  and  Lena  acknowledged  the  premises  to  be  the 
right  of  Robert,  as  those  which  he  and  Simon  had  by  gift  of  Thomas 
and  Lena,  and  they  remitted  and  quit-claimed  them  for  themselves  and 
the  heirs  of  Lena  to  Robert  and  Simon  and  the  heirs  of  Robert  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Lena  that  they 
will  warrant  to  Robert  and  his  heirs  the  said  premises  against  all  men 
forever.  For  this  Robert  and  Simon  granted  the  premises  to  Thomas 
and  Lena  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  to  Thomas  and  Lena  and  the  heirs  of  the  body  of  Lena  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  premises  belong 
for  ever.  Should  Lena  die  without  heir  of  her  body,  then  after  the 
deaths  of  Thomas  and  Lena  the  said  premises  wholly  will  remain  to  the 
heirs  of  the  body  of  Thomas.  To  hold  as  aforesaid  for  ever.  Should 
there  be  no  heir  of  the  body  of  Thomas,  then  the  premises  wholly  will 
remain  to  James  Sampson  and  the  heirs  male  of  his  body.  To  hold  as 
aforesaid  for  ever.    Should  James  die  without  heir  male  of  his  body, 
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then  the  said  premises  wholly  will  remain  to  Roger  Champernon  and 
the  heirs  male  01  nis  body.  To  hold  as  aforesaid  for  ever.  Should 
Roger  die  without  heir  male  of  his  body,  then  the  said  premises  wholly 
will  remain  to  tne  right  heirs  of  the  aforesaid  Thomas.  To  hold  as 
aforesaid  for  ever. 

24  Henry  VI.  (1445)- 

ESSEX,  DEVON,  GLOUCESTER,  KENT,  DORSET,  SOMERSET, 

SUFFOLK. 

(302)  At  Westminster,  in  the  octaves  of  St.  Michael,  24  Henry  VI. 
(1445).  Between  William  Beof  and  Henry  Fylengley,  querents,  and 
Sir  James  Ormond,  knight,  son  of  James  Earl  of  Ormond,  and  Avicia 
his  wife,  deforciants,  of  the  manors  of  Borle  and  Foxherde  in  co. 
Essex,  the  manors  of  Torbrian,  Slapton,  Northam,  Dertemouth, 
Clifton,  Hardenesshe  and  the  Isle  of  Lunday  and  advowsons  of  the 
church  of  Torbrian  and  Chantry  of  St.  Mary  of  Slapton  in  co.  Devon, 
the  manors  of  Oxenhale  and  Ocle  Graunson  in  co.  Gloucester,  the 
manors  of  Chellesfeld,  Esthall,  Asshe  and  Faukeham  and  the  advowsons 
of  the  churches  of  Chellesfeld  and  Faukeham  in  co.  Kent,  the  manors 
of  Wroxhale,  Werdesford,  Bolet,  Rammesham,  Childefrome,  Swyntoller, 
Maperton,  Pomknolle  and  Netherkentcombe  and  the  bailiwick  of  keeping 
the  banks  of  the  waters  of  Frome  and  Stoure  and  the  advowsons  of  the 
churches  of  Rammesham,  Wroxhale  and  Pomknolle  in  co.  Dorset,  the 
manors  of  Shokerwyke,  Batheneston,  Kyngesdon,  Somerton  Erie, 
Somerton  Randolf  and  Donnheued  and  nine  messuages,  three  hundred 
and  sixty-eight  acres  of  land,  ninety-two  acres  of  meadow,  forty  acres 
of  pasture,  eighty  acres  of  wood,  twenty-eight  shillings  of  rent  in 
Batheneston,  Kyngesdon,  Somerton  Erie  and  Somerton  Randolf  and 
the  advowson  of  the  church  of  Kyngesdon  in  co.  Somerset,  and  the 
manors  of  Overhalle,  Netherhalle  in  Bures  St.  Mary,  Magna  Waldyng- 
feld,  Aketon,  Reydon  and  Westede  and  twenty-eight  messuages,  five 
and  a  quarter  mills,  three  hundred  and  ninety  acres  of  land,  one  hundred 
and  thirty-three  acres  of  meadow,  one  hundred  and  eight  acres  of  pasture, 
one  hundred  and  seven  acres  of  wood,  fifty  acres  of  alder,  sixty  acres  of 
furze,  twenty-three  shillings  of  rent  in  Magna  Bures,  Whiston,  Asyngton 
Parva,  Cornard,  Meldyng,  Illegh  Monachorum,  Lavenham,  Cokefeld, 
Preston,  Thorpe,  Moreux  Reydon,  Brendwenham,  Hadlegh,  Leyham, 
Hegham,  Holoughton,  Chapels  Stretford,  Parva  Wenham,  Worstede, 
Freston  and  Westerfeld  and  the  advowsons  of  the  churches  of  Reydon 
and  Werstede  in  co.  Suffolk.  Plea  of  covenant  was  summoned.  James 
and  Avicia  acknowledged  the  said  manors,  tenements,  island  and  baili- 
wick and  advowsons  aforesaid  to  be  the  right  of  William,  as  those  which 
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William  and  Henry  have  by  gift  of  James  and  Avicia.  To  have  and  to 
hold  to  William  and  Henry  and  the  heirs  of  William  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  manors,  tenements,  island, 
bailiwick  and  advowsons  belong  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Avicia  that  they  will  warrant  the  same  to 
William  and  Henry  and  the  heirs  of  William  against  all  men  for  ever. 
For  this  William  and  Henry  granted  to  James  and  Avicia  the  said 
manors,  tenements,  island,  bailiwick  and  advowsons  and  rendered  them 
to  them  at  the  Court.  To  have  and  to  hold  to  James  and  Avicia  and 
the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  manors,  tenements,  island,  bailiwick  and  ad- 
vowsons belong  for  ever.  Should  James  and  Avicia  die  without  heir  of 
their  bodies  issuing,  then  the  premises  wholly  will  remain  to  the  heirs 
of  the  body  of  Avicia  begotten.  To  hold  as  aforesaid  for  ever.  Should 
there  be  no  heir  of  the  body  of  Avicia  begotten,  then  the  premises  wholly 
will  remain  to  the  right  heirs  of  the  said  James.  To  hold  as  aforesaid 
for  ever. 

25  Henry  VI.  (1446). 

BEDFORD,  CORNWALL,  DORSET,  BUCKINGHAM,  SUSSEX, 
SOUTHAMPTON,  HERTFORD. 

(311)  At  Westminster,  in  the  octaves  of  St.  Martin,  25  Henry  VI. 
(1446).  Between  the  Provost  and  Royal  College  of  the  King  of  the 
Blessed  Mary  of  Eton  near  Windsor  in  co.  Buckingham,  querents,  and 
William  Marquis  and  Earl  of  Suffolk  and  Alice  his  wife,  deforciants, 
of  the  house,  manor  or  lordship  of  Grovebury  otherwise  called  the  house, 
manor  or  lordship  of  Leghton  Busard  in  co.  Bedford,  the  church  of 
Tyntagell  in  co.  Cornwall,  nineteen  messuages,  seven  tofts,  one  hundred 
and  forty  acres  of  land,  fourteen  acres  of  meadow,  one  hundred  and 
forty  acres  of  pastures,  one  hundred  acres  of  wood,  four  pounds  of  rent 
in  Neweford  and  Blanford  in  co.  Dorset,  seventy  messuages,  twelve 
tofts,  five  hundred  acres  of  land,  one  hundred  acres  of  meadow,  three 
hundred  acres  of  pasture,  one  hundred  acres  of  wood,  one  hundred 
shillings  of  rent  in  Stukeley,  Northalle,  Edelesburgh  and  Rodenache  in 
co.  Buckingham,  twenty  messuages,  eight  tofts,  three  hundred  acres  of 
land,  sixty  acres  of  meadow,  two  hundred  acres  of  pasture,  forty  acres 
of  wood,  twenty  shillings  of  rent  in  Compton  Saint  John  in  co.  Sussex, 
ten  messuages,  nine  tofts,  two  hundred  acres  of  land,  twenty  acres  of 
meadow,  one  hundred  acres  of  pasture,  ten  acres  of  wood,  twenty 
shillings  of  rent  in  Portesmouthe  and  Burghegge  in  co.  Southampton, 
one  messuage,  three  tofts,  sixty  acres  of  land,  six  acres  of  meadow, 
forty  acres  of  pasture,  twenty  shillings  of  rent  in  Stodeham  in  co.  Hert- 
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ford.  Plea  of  covenant  was  summoned.  Whereas  the  Marquis  and 
Alice  hold  for  term  of  Alice's  life  of  the  King  in  chief  the  house,  manor 
or  lordship  of  Grenebury  in  co.  Bedford,  together  with  the  church  of 
Tyntagell  in  co.  Cornwall,  and  also  one  messuage,  three  tofts,  sixty 
acres  of  land,  six  acres  of  meadow,  forty  acres  of  pasture,  twenty 
shillings  of  rent  in  Stodeham  in  co.  Hertford,  nineteen  messuages, 
seven  tofts,  one  hundred  and  forty  acres  of  land,  fourteen  acres  of 
meadow,  one  hundred  and  forty  acres  of  pasture,  one  hundred  acres  of 
wood,  four  pounds  of  rent  in  Neweford  and  Blanford  in  co.  Dorset, 
seventy  messuages,  twelve  tofts,  five  hundred  acres  of  land,  one 
hundred  acres  of  meadow,  three  hundred  acres  of  pasture,  one  hundred 
acres  of  wood,  one  hundred  shillings  of  rent  in  Srukeley,  Northalle, 
Edelesburgh  and  Rodenache  in  co.  Buckingham,  twenty  messuages,  eight 
tofts,  three  hundred  acres  of  land,  sixty  acres  of  meadow,  two  hundred 
acres'  of  pasture,  forty  acres  of  wood,  twenty  shillings  of  rent  in 
Compton  Saint.  John  in  co.  Sussex,  ten  messuages,  nine  tofts,  two 
hundred  acres  of  land,  twenty  acres  of  meadow,  one  hundred  acres  of 
pasture,  one  hundred  [sic]  acres  of  wood,  twenty  shillings  of  rent  in  Portes- 
mouthe  and  Burghegge  in  co.  Southampton,  the  reversion  thereof  after 
the  death  of  the  said  Alice  belonging  to  the  said  Provost,  College  and 
his  successors,  which  same  reversion  they  had  by  assignment  of  Sir 
William  Mountford,  Sir  William  Peyto,  knights,  John  Verney,  clerk, 
John  Nanfan,  John  Boville,  Thomas  Huggeford,  esquires,  and  Robert 
Stanshawe  who  had  that  reversion  by  assignment  of  Sir  William 
Philip,  knight,  Thomas  Chaucers,  esquire,  Thomas  Derham,  John 
Throkmarton  and  John  Wode  who  granted  the  same  by  the  name  of 
the  house,  manor  or  lordship  of  Grovebury  otherwise  called  the  house, 
manor  or  lordship  of  Leghton  Busard  with  all  the  lands  and  tenements 
-which  the  said  William,  Philip,  Thomas,  Thomas,  John  Throkmarton 
and  John  Wode  then  had  in  Stodeham,  Neweford,  Blandford,  Stukeley, 
Northalle,  Edelesburgh,  Rodenache,  Compton  Saint  John,  Portesmouthe 
and  Burghegge  aforesaid,  and  also  of  all  'other  the  lordships,  lands, 
tenements,  rents,  reversions,  services,  portions,  pensions,  woods,  mills, 
meadows,  pastures,  feedings,  waters,  ways,  paths  and  fisheries  together 
-with  knights'  fees  and  advowsons  of  churches  and  of  other  ecclesiastical 
benefices  whatsoever  and  also  of  other  the  possessions  whatsoever  to 
the  said  house,  manor  or  lordship  of  Grovebury  within  the  counties 
aforesaid  belonging,  together  with  the  church  of  Tyntagell  in  the  county 
of  Cornwall  with  all  the  revenues  and  emoluments  to  the  said  church 
belonging  and  from  the  same  in  what  manner  so  ever  arising  to  Sir  John 
Philip,  knight,  and  to  the  said  Alice  then  his  wife  and  the  heirs  of  their 
bodies  lawfully  begotten,  which  same  Sir  John  Philip  is  dead  without 
heir  of  his  body  by  the  said  Alice,  the  aforesaid  Marquis  and  Alice 
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granted  to  the  aforesaid  Provost  and  College  the  said  house,  manor  or 
lorship  of  Grovebury  with  the  church  of  Tyntagell  and  other  the  above- 
mentioned  premises  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  the  said  Provost  and  College  and  his  successors  in 
frank  almoign  for  term  of  life  of  the  said  Alice,  rendering  therefor 
yearly  to  the  said  Marquis  and  Alice  and  their  assigns  during  Alice's 
life  in  the  parish  church  of  Ewelme  in  co.  Oxford,  two  hundred  and 
twenty  pounds  at  the  feasts  of  Easter  and  St.  Michael  the  Archangel  by 
equal  portions.  Should  the  Provost  and  College  or  his  successors 
make  default  in  payment  at  any  term,  it  shall  be  lawful  for  the  Marquis 
and  Alice  and  their  assigns  to  distrain  them  on  the  said  house,  manor 
or  lordship  of  Grovebury  and  other  the  premises  and  in  the  manors  of 
Langley  Marreys  and  Bledlowe  in  co.  Buckingham,  or  those  who  here- 
after shall  hold  the  same  by  their  chattels  therein  found  during  Alice's 
life  and  to  retain  them  untill  full  payment  shall  be  made  of  the  arrears. 
And  should  the  Provost,  College  or  his  successors  make  default  of  the  pay- 
ment for  one  whole  year,  then  it  shall  be  lawful  for  the  Marquis  and 
Alice  to  re-enter  upon  the  said  house,  manor  or  lordship  of  Grovebury 
and  other  the  premises  which  the  said  Marquis  and  Alice  hold  for 
Alice's  life  as  is  aforesaid  and  retain  the  same  during  Alice's  life  as  they 
did  before,  and  also  [it  shall  be  lawful]  for  the  said  Provost  and  College 
that  they  may  receive,  have  and  enjoy  the  said  house,  manor  or  lord- 
ship of  Grovebury  and  other  the  premises  which  the  Marquis  and  Alice 
hold  for  term  of  Alice's  life  in  form  aforesaid,  to  him  and  his  successors 
during  Alice's  life,  and  after  her  death  they  shall  be  quit  of  the  pay- 
ment of  the  said  money  for  ever.  For  this  the  Provost  and  College 
gave  to  the  Marquis  and  Alice  one  thousand  pounds  sterling.  This 
concord  was  made  by  precept  of  the  King. 

26  Henry  VI.  (1447). 

DORSET,  SOMERSET. 

(325)  At  Westminster,  in  the  octaves  of  St.  Martin,  26  Henry  VI. 
(1427).  Between  Henry  Perot,  querent,  and  Roger  Peion  and  Joan  his 
wife  and  Richard  Roucestre  and  Joan  his  wife,  daughter  and  heir  of  the 
said  Roger,  deforciants,  of  three  messuages,  twelve  acres  of  pasture 
in  Shaftesbury  in  co.  Dorset  and  two  messuages,  forty  acres  of  land, 
ten  acres  of  meadow,  ten  acres  of  pasture  in  Southbarough  in  co. 
Somerset.  Plea  of  covenant  was  summoned.  Roger  and  Joan  acknow- 
ledged the  tenements  to  be  the  right  of  Henry,  as  those  which  he  had 
by  their  gift,  and  they  remitted  and  quit-claimed  the  same  for  them- 
selves and  the  heirs  of  Roger  to  Henry  and  his  heirs  for  ever.  More- 
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over  Roger  and  Joan  granted  for  themselves  and  the  heirs  of  Roger 
that  they  will  warrant  the  said  tenements  to  Henry  and  his  heirs 
against  all  men  for  ever.  For  this  Henry  granted  to  the  said  Roger 
and  Joan  two  messuages,  twelve  acres  of  pasture  of  the  aforesaid  tene- 
ments in  Shaftesbury  and  rendered  the  same  to  them  at  the  Court.  To 
have  and  to  hold  to  Roger  and  Joan  without  impeachment  of  waste  of  the 
chief  lords  of  that  fee  by  the  services  which  to  those  tenements  belong 
during  the  lives  of  Roger  and  Joan.  After  their  deaths  the  said  tene- 
ments will  wholly  remain  to  the  aforesaid  Richard  and  Joan  his  wife 
and  the  heirs  of  their  bodies  issuing.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  those  tenements  belong  for  ever.  Should 
Richard  and  Joan  die  without  heir  of  their  bodies,  then  the  said  tene- 
ments shall  wholly  remain  to  the  right  heirs  of  Roger.  To  hold  as 
aforesaid  for  ever.  And  the  said  Henry  also  granted  to  Richard  and 
Joan  three  messuages,  forty  acres  of  land,  ten  acres  of  meadow,  ten 
acres  of  pasture  of  the  aforesaid  tenements  in  the  said  vills  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  the  said  Richard 
and  Joan  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that 
fee  by  the  services  which  to  those  tenements  belong  for  ever.  Should 
Richard  and  Joan  die  without  heir  of  their  bodies,  then  the  said  tene- 
ments will  wholly  remain  to  the  right  heirs  of  the  said  Roger.  To  hold 
as  aforesaid  for  ever. 

SOMERSET,  DORSET,  DEVON. 

(327)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
26  Henry  VI.  (1447).  Between  Walter  Moreton  and  William  Parker, 
querents,  and  Robert  Cappes,  esquire,  and  Elizabeth  his  wife,  deforci- 
ants, of  the  manors  of  Pyllesdon,  Putton  and  Chikkerell,  and  one  mes- 
suage in  Dorchestre  in  co.  Dorset  and  other  manors  and  tenements  in 
cos.  Somerset  and  Devon.  Plea  of  covenant  was  summoned.  Robert 
and  Elizabeth  acknowledged  the  manors  and  tenements  to  be  the  right  of 
Walter,  as  those  which  Walter  and  William  have  by  gift  of  Robert  and 
Elizabeth.  For  this  Walter  and  William  granted  them  to  Robert  and 
Elizabeth  and  rendered  them  to  them  at  the  Court.  To  have  and  to  hold 
to  Robert  and  Elizabeth  during  their  lives  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  manors  and  tenements  belong,  with  re- 
mainder after  their  deaths  to  the  heirs  whom  Sir  John  Hody,  knight, 
begot  by  the  said  Elizabeth.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  manors  and  tenements  belong,  with  re- 
mainder in  default  of  such  heir  to  the  right  heirs  of  the  said  Elizabeth. 
To  hold  as  aforesaid  for  ever. 


28  Henry  VI.  (1449). 
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SALOP,  SUSSEX,  SOMERSET,  DORSET,  GLOUCESTER,  SUR- 
REY, NORFOLK,  WILTS,  NORTHAMPTON,  HUNTING- 
DON, CAMBRIDGE,  KENT. 

(330)  At  Westminster,  in  fifteen  days  from  Easter  day,  26  Henry  VI. 
(1447).  Between  John,  Archbishop  of  Canterbury,  William,  Marquis 
of  Suffolk,  Marmaduke,  Bishop  of  Carlisle,  Adam,  Bishop  of  Chichester, 
Sir  Ralph  Cromwell,  knight,  Sir  John  Duddeley,  knight,  John  Vampage, 
senior,  William  Sydeney,  senior,  Thomas  Baret  and  William  Ernele, 
querents,  and  William,  Earl  of  Arundell,  deforciant,  of  the  manors  of 
Lordes,  Byngeham,  Langton,  Wollecombe,  Hamme  Preston,  Phipiston, 
Upwymburne,  Frome  Whittesfeld,  Longton,  Lordes  Wodton,  Lichet 
Mautravers,  Estmordon,  Wroth,  Wotton  Fitzpayn,  Remmesbury, 
Lodery,  Wollecombe  Mautravers  and  Stapulford  in  co.  Dorset  and  of 
sundry  castles,  manors,  tenements  and  advowsons  of  churches  in  the 
counties  of  Salop,  Sussex,  Somerset,  Gloucester,  Surrey,  Norfolk,  Wilts, 
Northampton,  Huntingdon,  Cambridge  and  Kent.  Plea  of  covenant 
was  summoned.  The  Earl  acknowledged  all  to  be  the  right  of  the 
querents,  as  those  which  they  had  by  the  Earl's  gift.  To  have 
and  to  hold  to  the  aforesaid  querents  and  their  heirs  of  the  King  and 
his  heirs  by  the  services  therefor  due  and  accustomed  for  ever.  More- 
over the  Earl  granted  for  himself  and  his  heirs  that  they  will  warrant 
all  the  premises  to  the  said  querents  and  their  heirs  against  all  men 
for  ever.  For  this  the  querents  gave  to  the  Earl  £1000  sterling.  This 
concord  was  made  by  precept  of  the  King. 

28  Henry  VI.  (1449). 

ESSEX,  DORSET,  OXFORD,  WORCESTER. 

(346)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist, 

27  Henry  VI.  (1448),  and  afterwards  in  the  octaves  of  St.  Michael, 

28  Henry  VI.  (1449).  Between  William  Alnewyk,  Bishop  of  Lincoln, 
John,  Viscount  de  Beaumount,  Sir  Walter  Hungerford,  knight,  Sir  Ralph 
Boteler,  knight,  Sir  Ralph  Cromwell,  knight,  Sir  John  Fastolf,  knight, 
Sir  William  Oldhall,  knight,  Thomas  Buxhale,  clerk,  William  Tresham, 
esquire,  William  Burley,  esquire,  Thomas  Yonge  and  Thomas  Wil- 
loughby,  querents,  and  Richard,  Duke  of  York  and  Cecilia  his  wife,  de- 
forciants, of  three  messuages  one  carucate  of  land  four  acres  of  meadow 
two  hundred  acres  of  pasture  in  Hellewell  in  co.  Dorset,  and  the  manor  of 
Northfambrigge  in  co.  Essex,  the  manor  of  Fynmer  in  co.  Oxon,  and  the 
manor  of  Clyfton  in  co.  Worcester.  Plea  of  covenant  was  summoned. 
The  Duke  and  Cecilia  acknowledged  the  manor  of  Northfambrigge  to  be 
the  right  of  the  querents  and  the  manors  of  Fynmer  and  Clifton  in  cos. 
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Oxford  and  Worcester  and  the  tenements  in  co.  Dorset  to  be  the  right 
of  Thomas  Buxhale  as  those  which  they  have  by  gift  of  the  Duke  and 
Cecilia.  To  have  and  to  hold  the  manor  of  Northfambrigge  to  the  said 
querents  and  their  heirs  of  the  King  and  his  heirs  by  the  services  there- 
for due  and  accustomed  for  ever,  and  the  other  manors  and  tenements  to 
the  querents  and  the  heirs  of  Thomas  Buxhale  of  the  chief  lords  of  that 
fee  by  the  services  which  to  those  manors  and  tenements  belong  for 
ever.  Moreover  the  Duke  and  Cecilia  granted  for  themselves  and  the 
heirs  of  Cecilia  that  they  will  warrant  to  the  querents  and  their  heirs  the 
manor  of  Northfambrigge  and  to  the  said  querents  and  the  heirs  of 
Thomas  Buxhale  the  other  manors  and  tenements  against  all  men  for 
ever.  For  this  the  querents  gave  to  the  Duke  and  Cecilia  £1000 
sterling.  This  concord  was  made,  as  regards  the  manor  of  Northfam- 
brigge, by  precept  of  the  King. 

SOMERSET,  DORSET,  GLOUCESTER. 

(347)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  the 
Baptist,  27  Henry  VI.  (1448)  and  afterwards  in  the  octaves  of  St. 
Michael,  28  Henry  VI.  (1449).  Between  William  Alnewyk,  Bishop  of 
Lincoln,  John  Viscount  de  Beaumont,  Sir  Ralph  Boteler,  knight,  Sir 
Walter  Hungerford,  knight,  Sir  Ralph  Cromwell,  knight,  Sir  John 
Fastolf,  knight,  Sir  William  Oldhall,  knight,  William  Tresham,  esquire, 
William  Burley,  esquire,  Thomas  Yonge  and  Thomas  Willoughby, 
querents,  and  Richard  Duke  of  York  and  Cecilia  his  wife  deforciants, 
of  the  manor  of  Mershewode  and  the  island  of  Portelonde  and  the 
hundred  of  Whitchirch  in  co.  Dorset  and  other  manors  in  the  counties 
of  Somerset  and  Gloucester.  Plea  of  covenant  was  summoned.  The 
Duke  and  Cecilia  acknowledged  the  said  manors,  island  and  hundred 
to  be  the  right  of  the  querents  as  those  which  they  have  by  their  gift. 
To  have  and  to  hold  to  the  said  querents  and  their  heirs  of  the  King 
and  his  heirs  by  the  services  therefor  due  and  a'ccustomed  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Cecilia  that  they 
will  warrant  the  same  to  the  said  querents  and  their  heirs  against  all 
men  for  ever.  For  this  the  querents  gave  to  the  Duke  and  Cecilia  1000 
marks  of  silver.    This  concord  was  made  by  precept  of  the  King. 

DEVON,  DORSET. 

(353)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  28  Henry  VI.  (1449).  Between  John  Danyell,  querent, 
and  Edward  Seynt  John,  esquire,  and  Joan  his  wife,  deforciants,  of  a 
moiety  of  the  manors  of  Cuttelegh,  Cheseway,  Spelcombe,  Culbere  and 
Clyve  and  twenty  messuages,  twenty  tofts,  eight  hundred  acres  of 
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land,  forty-nine  acres  of  meadow,  twelve  acres  of  wood,  six  shillings  of 
rent  in  Holcumbe  juxta  Credyton,  Poltymore  in  the  parish  of  Farewey, 
Witelegh,  Yalcombe  juxta  Farewaye,  Northecote  juxta  Hatherlegh,. 
Colyford,  Seton,  Plymemowth,  Stokkes  in  Southele,  Clyve,  Exeter  and 
Exylond  in  co.  Devon,  and  a  moiety  of  one  messuage  and  eight  acres 
of  land  [in]  Atte  Castell  in  Haukechurch  in  co.  Dorset.  Plea  of  cove- 
nant was  summoned.  Edward  and  Joan  acknowledged  the  moieties  to 
be  the  right  of  John,  of  which  he  has  a  moiety  of  the  said  manors,  four- 
teen messuages,  the  said  tofts,  five  hundred  and  five  acres  of  land,  forty- 
six  acres  of  meadow,  ten  acres  of  wood  and  the  said  rent  by  gift  of  the 
said  Edward  and  Joan.  For  this  John  granted  to  Edward  and  Joan  the 
same  moieties  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  Edward  and  Joan  during  their  lives  without  impeachment  of 
waste  of  the  chief  lords  of  that  fee  by  the  services  which  to  those  moieties 
belong.  Moreover  John  granted  for  himself  and  his  heirs  that  a  moiety 
of  one  messuage  two  hundred  and  forty  acres  of  land  of  the  said  tene- 
ments in  the  said  vills  of  Poltymore,  Yalcombe  and  Wyttelegh,  in  the 
parish  of  Farewey  which  Henry  Parrok  and  William  Parrok  hold  for 
life,  and  a  moiety  of  one  messuage,  twenty-two  acres  of  land,  two  acres 
of  meadow,  two  acres  of  wood  of  the  said  tenements  in  the  said  vill  of 
Southele  which  William  Churchhyll  holds  for  life,  and  a  moiety  of  one 
messuage,  eight  acres  of  land  of  the  said  tenements  in  the  said  vill  of 
Seton  which  William  Wale  holds  for  life,  and  a  moiety  of  one  messuage,, 
one  acre  of  land  of  the  said  tenements  in  the  said  vill  of  Seton  which 
Walter  Cosyn  holds  for  life,  and  a  moiety  of  one  messuage,  three  acres, 
of  land  of  the  said  tenements  in  the  said  vill  of  Seton  which  Thomas 
Poylle  holds  for  life,  and  a  moiety  of  one  messuage,  one  acre  of  land, 
two  acres  of  meadow,  of  the  said  tenements  in  the  said  vill  of  Seton 
which  Thomas  Coke  holds  for  life  of  the  inheritance  of  the  said  John  on 
the  day  this  concord  was  made,  and  which  after  the  death  of  the  said  life 
tenants  ought  to  revert  to  the  said  John  should  then  wholly  remain  to 
the  said  Edward  and  Joan  without  impeachment  of  waste.  To  hold 
during  their  lives  together  with  the  moiety  which  remains  to  them  by 
this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  to  those 
moieties  belong,  with  remainder  after  their  deaths  to  Thomas  Seynt 
John  son  of  the  aforesaid  Edward  and  Joan  and  the  heirs  of  his  body 
begotten.  To  hold  as  aforesaid  for  ever.  Should  the  said  Thomas  die 
without  heir  of  his  body  begotten  then  the  moieties  as  is  aforesaid 
wholly  will  remain  to  Joan,  daughter  of  the  said  Edward  and  Joan  and 
the  heirs  of  her  body  begotten.  To  hold  as  aforesaid  for  ever.  Should 
Joan  the  daughter  die  without  heir  of  her  body  begotten  then  the 
moieties  as  is  aforesaid  will  wholly  remain  to  the  right  heirs  of  the  said 
Joan  wife  of  Edward.    To  hold  as  aforesaid  for  ever. 
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31  Henry  VI.  (1452). 

DEVON,  DORSET. 

(375)  At  Westminster,  on  the  morrow  of  Souls  26  Henry  VI.  (1447) 
and  afterwards  in  fifteen  days  from  Easter  day  31  Henry  VI.  (1452). 
Between  John  Danyell,  querent,  and  John  Lyte  and  Agnes  his  wife,  de- 
forciants, of  five  messuages,  one  hundred  and  twenty  acres  of  land,  two 
acres  of  wood  in  Oterton,  Wolshill  and  Budley  in  co.  Devon  and  three  mes- 
suages, forty  acres  of  land,  five  acres  of  meadow  in  Loder  and  Loderlucton 
in  co.  Dorset.  Plea  of  covenant  was  summoned.  The  deforciants  acknow- 
ledge the  tenements  to  be  the  right  of  John  Danyell,  of  which  he  has  four 
messuages,  one  hundred  and  thirteen  acres  of  land,  two  acres  of  wood  in 
the  said  vills  of  Oterton,  Wolshill  and  Budley  and  three  messuages, 
forty  acres  of  land,  five  acres  of  meadow  in  Loder  and  Loderlucton,  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Agnes  to  the  said  John  Danyell  and  his  heirs  for  ever.  Moreover  the 
deforciants  granted  for  themselves  and  the  heirs  of  Agnes  that  they  will 
warrant  to  the  said  John  Danyell  and  his  heirs  the  said  four  messuages, 
one  hundred  and  thirteen  acres  of  land,  two  acres  of  wood  in  Oterton, 
Wolshill  and  Budley  and  the  three  messuages,  forty  acres  of  land,  five 
acres  of  meadow  in  Loder  and  Loderlucton  against  all  men  for  ever. 
And  they  granted  for  themselves  and  the  heirs  of  Agnes  that  one  mes- 
suage, four  acres  of  land,  parcel  of  the  said  tenements  in  Oterton  which 
Roger  Willis  and  John  Dollyng  and  Alice  his  wife  hold  for  life  and 
three  acres  of  land,  another  parcel  of  the  residue  of  the  said  tenements 
in  Oterton  which  Thomas  Skot  holds  for  life  of  the  inheritance  of  Agnes 
on  the  day  this  concord  was  made,  and  which  after  the  death  of  the  said 
life  tenants  ought  to  revert  to  the  said  John  Lyte  and  Agnes,  should 
then  wholly  remain  to  the  said  John  Danyell  and  his  heirs  for  ever. 
To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  same 
tenements  belong  for  ever.  For  this  John  Danyell  granted  to  John 
Lyte  and  Agnes  the  said  tenements  and  the  said  four  messuages,  one 
hundred  and  thirteen  acres  of  land,  two  acres  of  wood  in  Oterton,  Wols- 
hill  and  Budley  and  the  said  three  messuages,  forty  acres  of  land,  five 
acres  of  meadow  of  the  tenements  aforesaid  in  Loder  and  Loderlucton 
and  rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to 
the  said  John  Lyte  and  Agnes  during  their  lives  of  the  chief  lords  of 
that  fee  by  the  services  which  to  those  tenements  belong  for  ever. 
Moreover  John  Danyell  granted  for  himself  and  his  heirs  that  the  tene- 
ments which  the  life  tenants  hold  on  the  day  this  concord  was  made 
and  which  after  their  deaths  ought  to  revert  to  John  Danyell  should  then 
wholly  remain  to  John  Lyte  and  Agnes,  to  hold  during  their  lives  of 
the  said  chief  lords  of  that  fee  by  the  services  which  to  the  said  tene- 
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merits  belong,  with  remainder  after  the  deaths  of  John  Lyte  and  Agnes 
to  their  son  John  Lyte  junior  and  his  heirs  for  ever.  To  hold  as  afore- 
said for  ever. 

33  Henry  VI.  (1454). 

SOMERSET,  DORSET. 

(395)  At  Westminster  in  one  month  from  Easter  day,  and  afterwards 
in  the  octave  of  Holy  Trinity  33  Henry  VI.  (1454).  Between  John 
Ormond,  esquire,  Humphrey  Stafford,  esquire,  Alexander  Hody,  esquire, 
William  Bronyng,  esquire,  Henry  Fylongley,  esquire,  William  Bokelond, 
esquire,  William  Correwyn,  esquire,  and  William  Bulman,  querents,  and 
Henry  Horsy,  esquire,  and  Joan  his  wife,  deforciants,  of  the  manor  of 
Clyfton  Maubanke  and  advowson  of  the  church  of  the  said  manor  in  co. 
Dorset  and  manors,  advowson,  messuages  and  land  in  co.  Somerset. 
Henry  Horsy  and  Joan  acknowledged  all  to  be  the  right  of  John  Or- 
mond as  those  which  all  the  querents  have  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Henry 
to  the  querents  and  the  heirs  of  John  Ormond  for  ever.  Moreover  they 
will  warrant  the  sime  for  themselves  and  the  heirs  of  Henry  to  the 
querents  and  the  heirs  of  John  Ormond  against  all  men  for  ever.  For 
this  the  querents  gave  to  Henry  Horsy  and  Joan  one  thousand  marks  of 
silver. 

34  Henry  VI.  (1455)- 

DEVON,  DORSET,  SOMERSET. 

(401)  At  Westminster,  on  the  morrow  of  St.  Martin,  34  Henry  VI. 
(1455).  Between  Thomas  Douryssh,  junior,  and  John  More,  querents, 
and  Hugh  Stucle  and  Katherine  his  wife,  deforciants,  of  the  manor  of 
Preston  juxta  Shereneton  and  six  messuages,  one  dovecot,  one  carucate, 
eighty  acres  of  land,  forty  acres  of  meadow,  two  hundred  acres  of  pasture, 
forty-four  acres  of  wood  in  Blaneford  St.  Mary,  Blaneford  Forum  and 
Halfehede  in  co.  Dorset  and  manors,  advowsons,  messuages  and  land 
in  cos.  Devon  and  Somerset.  Plea  of  covenant  was  summoned.  Hugh 
and  Katherine  acknowledged  all  to  be  the  right  of  Thomas  as  those 
which  he  and  John  have  by  their  gift.  To  have  and  to  hold  to  Thomas 
and  John  and  the  heirs  of  Thomas  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  premises  belong  for  ever.  Moreover  Hugh  and 
Katherine  granted  for  themselves  and  the  heirs  of  Katherine  that  they 
will  warrant  the  premises  to  Thomas  and  John  and  the  heirs  of  Thomas 
against  John  Abbot  of  Dunkeswell  and  his  successors  for  ever.    For  this 
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Thomas  and  John  granted  the  premises  to  Hugh  and  Katherine  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them 
and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  premises  belong  for  ever.  Should  Hugh  and  Kather- 
ine die  without  heir  of  their  bodies  then  the  premises  in  co.  Devon  wholly 
will  remain  to  the  heirs  of  the  body  of  Katherine  begotten.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  those  premises  belong 
for  ever.  Should  there  be  no  heir  begotten  of  the  body  of  Katherine  then 
those  same  premises  wholly  shall  remain  to  the  heirs  of  the  body  of 
Thomas  Affeton.  To  hold  as  aforesaid  for  ever,  with  remainder  in  de- 
fault of  such  heir  to  the  right  heirs  of  the  said  Hugh.  To  hold  as  afore- 
said for  ever.  Should  Hugh  and  Katherine  die  without  heir  of  their 
bodies  then  the  premises  in  co.  Dorset  and  co.  Somerset  wholly  shall 
remain  to  the  heirs  of  the  body  of  Hugh.  To  hold  as  aforesaid  for  ever. 
If  there  is  no  heir  of  the  body  of  Hugh  those  premises  will  remain  to 
the  heirs  of  the  body  of  Katherine.  To  hold  as  aforesaid  for  ever,  with 
remainder  in  default  of  such  heir  to  the  right  heirs  of  Hugh.  To  hold 
as  aforesaid  for  ever. 

35  Henry  VI.  (1456). 

WILTS,  DORSET. 

(417)  At  Westminster,  in  the  octave  of  St.  John  Baptist,  35  Henry  VI. 
(1456).  Between  John  Hele,  clerk,  and  Thomas  Tropenell,  querents, 
and  Robert  Herdell  and  Alice  his  wife,  deforciants,  of  two  messuages, 
forty  acres  of  land,  thirty  acres  of  pasture  and  common  of  pasture  for 
one  hundred  and  twenty  sheep  in  Wodecotys  and  Tollard  in  co.  Dorset 
and  tenements  in  co.  Wilts.  Plea  of  covenant  was  summoned.  Robert 
and  Alice  acknowledged  all  to  be  the  right  of  Thomas  as  those  which 
he  and  John  have  by  their  gift.  And  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Alice  to  John  and  Thomas  and  the 
heirs  of  Thomas  for  ever.  Moreover  they  granted  for  themselves  and 
the  heirs  of  Alice  that  they  will  warrant  the  same  to  John  and  Thomas 
and  the  heirs  of  Thomas  against  all  men  for  ever.  For  this  John  and 
Thomas  gave  to  Robert  and  Alice  £40  sterling. 

37  Henry  VI.  (1458). 

SOUTHAMPTON,  HUNTINGDON,  OXFORD,  DORSET. 

(443)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Bap- 
tist, 37  Henry  VI.  (1458).  Between  Thomas  Sese  and  John  Bechampton, 
querents,  and  John  Popham,  knight,  deforciant,  of  fifteen  shillings  rent 
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(s\c)  in  the  county  of  Dorset  and  manors  in  the  counties  of  Southamp- 
ton, Huntingdon  and  Oxford.  Plea  of  covenant  was  summoned. 
John  Pophan  acknowledged  all  to  be  the  right  of  Thomas  as  those 
which  he  and  John  have  by  his  gift,  and  he  remitted  and  quit  claimed 
the  same  for  himself  and  his  heirs  to  the  said  Thomas  and  John  and  the 
heirs  of  Thomas  for  ever.  Moreover  John  Popham  granted  for  himself 
and  his  heirs  that  they  will  warrant  the  said  manors  and  rent  to  Thomas 
and  John  and  the  heirs  of  Thomas  against  all  men  for  ever.  For  this 
they  granted  the  manors  and  rent  to  John  Popham  and  rendered  them 
to  him  at  the  Court.  To  have  and  to  hold  to  John  Popham  and  the 
heirs  of  his  body  of  the  chief  lords  of  that  fee  by  the  services  which  be- 
long to  the  said  manors  and  rent  for  ever,  with  remainder  in  default  of 
such  heir  to  Alice  wife  of  William  Herteshorne,  daughter  of  John  Malyns. 
To  hold  as  aforesaid,  during  her  life,  with  remainder  after  her  decease 
to  Elizabeth  wife  of  Charles  Bulkeley  daughter  of  the  said  Alice  and 
the  heirs  of  her  body  begotten.  To  hold  as  aforesaid  for  ever.  Should 
Elizabeth  die  without  heir  of  her  body  begotten  then  the  manors  and 
rent  wholly  will  remain  to  Robert  Roter  and  the  heirs  of  his  body  be- 
gotten. To  hold  as  aforesaid  for  ever,  with  remainder  after  his  death  in 
default  of  such  heir  to  Margaret  Roter,  sister  of  the  said  Robert,  and  the 
heirs  of  her  body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder 
after  her  death  in  default  of  such  heir  to  Katherine  Roter,  sister  of  the 
said  Robert,  and  the  heirs  of  her  body  begotten.  To  hold  as  aforesaid 
for  ever,  with  remainder  after  her  death  in  default  of  such  heir  to  Alice 
Roter,  sister  of  the  said  Robert,  and  the  heirs  of  her  body  begotten.  To 
hold  as  aforesaid  for  ever,  with  remainder  after  her  death  in  default  of 
such  heir  to  Elena  Roter,  sister  of  the  said  Robert,  and  the  heirs  of  her 
body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after  her 
death  in  default  of  such  heir  to  the  right  heirs  of  the  said  John  Popham. 
To  hold  as  aforesaid  for  ever. 

38  Henry  VI.  (1459). 

DEVON,  DORSET. 

(450)  At  Westminster,  in  the  Octave  of  the  Purification  of  the  Blessed 
^ary»  38  Henry  VI.  (1459).  Between  Thomas  Courtenay  Earl  of 
Devon,  John  Cayleway,  Stephen  GyfTord  and  John  Beare  of  Hundesham, 
querents,  and  Hugh  Champernoun  and  Joan  his  wife,  deforciants,  of 
the  manors  of  Caudelwake  and  Stokewake  and  twenty  messuages,  six 
hundred  acres  of  land,  one  hundred  acres  of  meadow,  four  hundred  acres 
of  pasture,  one  hundred  acres  of  wood  in  Stokewake  in  co.  Dorset,  and 
manors,  messuages  and  land  in  co.  Devon.  Plea  of  covenant  was  sum- 
moned.   Hugh  and  Joan  acknowledged  all  to  be  the  right  of  Stephen  as 
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those  which  he,  the  Earl,  John  and  John  have  by  their  gift,  and.  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan 
to  the  querents  and  the  heirs  of  Stephen  for  ever.  Moreover,  Hugh 
and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that  they  will 
warrant  the  said  manors  and  tenements  to  the  querents  and  the  heirs  of 
Stephen  against  Edmund,  Abbot  of  Westminster,  and  his  successors  for 
ever.    For  this  the  querents  gave  to  Hugh  and  Joan  ^£1,000  sterling. 

DORSET  ONLY. 
I  Henry  VI.  (1422). 

(1)  At  Westminster,  in  fifteen  days  from  Easter  day,  10  Henry  V. 
(1422),  and  afterwards  in  the  Octave  of  St.  Martin,  1  Henry  VI.  (1422). 
Between  John  Fauntleroy  of  the  county  of  Dorset,  John  Sparwe,  parson 
of  the  church  of  Wynterborne  Seleston,  William  Vwayn,  chaplain,  John 
Lovell  and  Thomas  Gaudy,  querents,  and  John  Oke  and  Mary  his  wife, 
deforciants,  of  the  manor  of  Wynterborne  Thomaston  and  six  messuages, 
two  tofts,  two  carucates  of  land,  seven  acres  of  meadow,  two  acres  of 
wood,  twenty  acres  of  pasture,  nine  shillings  of  rent  and  a  rent  of  one 
rose  in  Wynterborne  Thomaston,  Wynterborne  Kyngeston  and  Stur- 
mynstre  Mareschall  and  the  advowson  of  the  church  of  the  vill  of 
Wynterbourne  Thomaston.  Plea  of  covenant  was  summoned.  John 
Oke  and  Mary  granted  to  the  querents  the  said  manor,  tenements,  rents 
and  advowson  together  with  the  homages  and  whole  services  of  John 
Sampson,  John  Colyford,  John  Palmere  and  John  Holeweye  and  their 
heirs  in  respect  of  the  whole  of  the  tenements  which  they  hold  in  the 
said  vills  of  the  said  John  Oke  and  Mary,  and  they  rendered  the  said 
manor  and  tenements  and  advowson  to  the  querents  in  the  Court.  To 
have  and  to  hold  to  the  querents  and  the  heirs  of  Thomas  Gaudy  of  the 
chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  manor, 
tenements,  rents  and  advowson  for  ever.  Rendering  therefor  yearly  to 
John  Oke  and  Mary  during  their  lives  £4.  13s.  \d.  of  silver,  one  moiety 
at  the  feast  of  St.  Michael  and  the  other  moiety  at  the  feast  of  Easter. 
In  default  of  payment  at  either  of  the  terms  John  Oke  aad  Mary  may 
distrain  the  querents  upon  the  manor  and  on  one  toft,  one  carucate  of 
land,  of  the  said  tenements  in  the  vills  of  Wynterborne  Thomaston  and 
Wynterborne  Kyngeston  or  those  who  hereafter  shall  hold  the  said 
manor  and  tenements  by  all  their  goods  and  chattels  therein  found  and 
retain  them  until  full  payment  be  made  of  the  money  in  arrear.  After 
the  deaths  of  John  Oke  and  Mary  the  querents  and  the  heirs  of  Thomas 
Gaudy  shall  be  quit  for  ever  of  the  yearly  payment  aforesaid.  And  John 
Oke  and  Mary  and  the  heirs  of  Mary  will  warrant  to  the  querents  and 
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the  heirs  of  Thomas  Gaudy  the  said  manor,  tenements  and  rents  and 
advowson  against  all  men  for  ever.  For  this  the  querents  gave  to  John 
Qke  and  Mary  three  hundred  marks  of  silver. 

2  Henry  VI.  (1423). 

(2)  At  Westminster,  in  the  Octave  of  Holy  Trinity,  2  Henry  VL 
(1423).  Between  John  Swyft,  canon  of  the  Cathedral  Church  of  Wells, 
and  William  Dodesham,  querents,  and  Richard  Langeford  and  Joan  his 
wife,  deforciants,  of  the  manor  of  Long  Kyrchill  and  advowson  of  the 
church  of  the  said  vill.  Plea  of  covenant  was  summoned.  Richard  and 
Joan  acknowledged  the  manor  and  advowson  to  be  the  right  of  John  as 
those  which  he  and  William  have  by  their  gift.  For  this  John  and 
William  granted  to  Richard  and  Joan  the  said  manor  and  advowson  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them 
during  their  lives  of  the  chief  lords  of  the  fee  by  the  services  which  to 
the  said  manor  and  advowson  belong,  with  remainder  after  their  deaths 
to  William  Langeford  son  of  the  said  Richard  and  Joan  and  the  heirs 
of  his  body.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his 
death  in  default  of  such  heir  to  his  brother  Thomas  and  the  heirs  of  his 
body.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his  death  in 
default  of  such  heir  to  Walter  his  brother  and  the  heirs  of  his  body.  To 
hold  as  aforesaid  for  ever,  with  remainder  after  his  death  in  default  of 
such  heir  to  Alice  and  Isabella  sisters  of  the  said  Walter  and  the  heirs 
of  their  bodies.  To  hold  as  aforesaid  lor  ever,  with  remainder  after 
their  deaths  in  default  of  such  heirs  to  the  right  heirs  of  the  said  Joan, 
To  hold  as  aforesaid  for  ever. 

3  Henry  VI.  (1424). 

(3)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael,  3 
Henry  VI.  (1424).  Between  Humphrey  Stafford  of  Houke  in  co.  Dorset, 
knight,  querent,  and  Richard  Coteryth  of  Tolre  Porcorum  and  Avicia 
his  wife,  deforciants,  of  one  messuage,  twenty  acres  of  land,  one  acre  of 
meadow  in  Maydeneweton.  Plea  of  covenant  was  summoned.  Richard 
and  Avicia  acknowledged  the  tenements  to  be  the  right  of  the  said  Hum- 
phrey as  those  which  he  has  by  their  gift,  and  they  remitted  and  quit- 
claimed the  same  for  themselves  and  the  heirs  of  Avicia  to  Humphrey 
and  his  heirs  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Avicia  that  they  will  warrant  the  same  to  Humphrey  and  his 
heirs  against  all  men  for  ever.  For  this  Humphrey  gave  to  Richard 
and  Avicia  forty  marks  of  silver. 
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4  Henry  VI.  (1425). 

(4)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist, 
3  Henry  VI.  (1424),  and  afterwards  in  the  octave  of  St.  Michael,  4  Hen. 
VI.  (1425).  Between  John  Chydyok,  esquire,  querent,  and  Ralph  Busshe, 
-esquire,  and  Alianora  his  wife,  deforciants,  of  the  manor  of  Chydyok  and 
six  messuages,  two  hundred  acres  of  land,  thirteen  acres  of  meadow, 
one  hundred  acres  of  pasture,  fourteen  acres  of  wood  in  Chydyok, 
Hakerygge,  Lyndecomb,  Hokebere,  Morebath,  Bradepole,  Waldych, 
Athelyngton,  Atram,  Bereand  Nytherbury.  Plea  of  covenant  was  sum- 
moned. Ralph  and  Alianora  acknowledged  the  manor  and  tenements  to 
be  the  right  of  John  as  those  which  he  has  by  their  gift,  and  they  re- 
mitted and  quit-claimed  the  same  for  themselves  and  the  heirs  of  Ali- 
anora to  John  and  his  heirs  for  ever.  For  this  John  gave  to  Ralph  and 
Alianora  three  hundred  marks  of  silver. 

(5)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin  and 
afterwards  in  the  Octave  of  St.  Hilary,  4  Henry  VI.  (1425).  Between 
Robert  Heryng  and  Margaret  his  wife,  querents,  and  Thomas  Holand, 
■clerk,  and  John  Brokke,  deforciants,  of  two  messuages,  eighty-three  and 
a  half  acres  of  land,  one  and  a  half  acres  of  meadow,  three  acres  of  moor 
in  Lechet  Mynstre,  Stourmynstre  Marschall,  Pole  and  Hamme.  Plea 
of  covenant  was  summoned.  Robert  acknowledged  the  tenements  to 
be  the  right  of  Thomas  as  those  which  he  and  John  have  by  Robert's 
gift.  For  this  Thomas  and  John  granted  to  Robert  and  Margaret  the 
said  tenements  and  rendered  them  to  them  at  the  Court.  To  have  and 
to  hold  to  them  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements  belong  for  ever.  Should 
Robert  and  Margaret  die  without  heir  of  their  bodies  then  the  tenements 
will  wholly  remain  to  the  right  heirs  of  Robert.  To  hold  of  the  chiel 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
€ver. 

5  Henry  VI.  (1426). 

(6)  At  Westminster,  in  one  month  from  Easter  day  and  afterwards 
in  the  Octave  of  Holy  Trinity,  5  Henry  VI.  (1426).  Between  Richard 
Byle  and  John  Hardyng,  querents,  and  Alice  who  was  the  wife  of  John 
Estoke  and  John  Clavyle  of  Smedemore  and  Joan  his  wife,  deforciants, 
of  eight  messuages,  one  carucate,  sixty  acres  of  land,  twenty  acres  of 
meadow,  ten  acres  of  wood,  sixty  acres  of  pasture,  six  acres  of  moor, 
thirty  shillings  of  rent  and  a  rent  of  one  rose  in  Barneston,  Churche- 
knolle,  West  Orchard,  Est  Criche,  Est  Holne,  West  Tynham,  Baltyng- 
ton  and  Warham.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowleged  the  tenements  and  rent  to  be  the  right  of  Richard  as 
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those  which  he  and  John  Hardyng  have  by  their  gift.  For  this  Richard 
and  John  granted  the  said  tenements  and  rent  to  Alice  together  with 
the  homages  and  whole  services  of  Thomas  Walbrond  and  Margaret 
his  wife  and  of  Edward  son  and  heir  of  Thomas  Shanke  and  his  heirs 
in  respect  of  the  whole  of  the  tenements  which  they  held  from  the  same 
Richard  and  John  in  the  aforesaid  vills,  and  rendered  the  same  to  her  at 
the  Court.  To  have  and  to  hold  to  the  said  Alice  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  tenements  and  rent  belong 
during  her  life.  After  her  death  the  said  tenements  and  rent  wholly  will 
remain  to  the  aforesaid  John  Clavyle  and  Joan  and  the  heirs  of  the  body 
of  the  said  Joan.  To  hold  as  aforesaid  for  ever.  Should  Joan  die  with- 
out heir  of  her  body  then,  after  the  death  of  both  John  Clavyle  and  Joan 
the  said  tenements  and  rent  wholly  will  remain  to  Robert  Rempston  of 
Godlyngston  senior  and  his  heirs.    To  hold  as  aforesaid  for  ever. 

(7)  At  Westminster  in  one  month  from  Easter  day  and  afterwards 
in  the  Octave  of  Holy  Trinity,  5  Henry  VI.  (1426).  Between  Robert 
Rempston  of  Godlyngston  senior,  John  Philipp  and  Simon  Talbot, 
querents,  and  Robert  Heryng  and  Roland  Hynton,  deforciants,  of  one 
messuage,  one  dovecot,  two  carucates  of  land,  thirty-three  and  a  half 
acres  of  meadow,  thirty  acres  of  wood,  five  acres  of  pasture,  eight  acres 
of  marsh,  three  hundred  acres  of  furze  and  three  hundred  acres  of  heath 
in  Hymbury,  Stourmynstre  Mareschali  and  Corfmoleyn.  Plea  of  cove- 
nant was  summoned.  The  deforciants  acknowleged  the  tenements  to 
be  the  right  of  Robert  Rempston  as  those  which  the  said  Robert,  John 
and  Simon  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Robert  Heryng  to  the  said  Robert 
Rempston,  John  and  Simon  and  the  heirs  of  the  said  Robert  for  ever. 
Moreover  Robert  Heryng  granted  for  himself  and  his  heirs  that  they 
will  warrant  the  tenements  to  Robert  Rempston,  John  and  Simon  and 
the  heirs  of  the  said  Robert  against  all  men  for  ever.  For  this  Robert 
Rempston,  John  and  Simon  gave  to  Robert  Heryng  and  Roland  one 
hundred  marks  of  silver. 

(8)  At  Westminster,  in  one  month  from  Easter  day  and  afterwards 
in  the  Octave  of  Holy  Trinity,  5  Henry  VI.  (1426).  Between  Simon 
Talbot  and  Joan  his  wife,  querents,  and  Robert  Holme  of  Warham  and 
Agnes  his  wife,  deforciants,  of  one  messuage,  one  acre  of  land  and  a 
moiety  of  one  acre  of  meadow  in  Warham.  Plea  of  covenant  was 
summoned.  Robert  and  Agnes  acknowledged  the  tenements  to  be  the 
right  of  Simon  as  those  which  Simon  and  Joan  have  by  their  gift  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Agnes  to  the  said  Simon  and  Joan  and  the  heirs  of  Simon  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Agnes  that  they 
will  warrant  the  said  tenements  to  Simon  and  Joan  and  the  heirs  of 
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Simon  against  all  men  for  ever.  For  this  Simon  and  Joan  gave  to 
Robert  and  Agnes  ten  marks  of  silver. 

6  Henry  VI.  (1427). 

(9)  At  Westminster,  in  one  month  from  Easter  day,  5  Henry  VI. 

(1426)  ,  and  afterwards  in  the  Octave  of  St.  Michael,  6  Henry  VI.  (1427). 
Between  John  son  of  John  Roger  senior,  John  Heryng,  John  Fauntleroy 
Nicholas  Latymer,  John  Pyrye,  John  Stork  and  John  Forde,  querents 
and  Thomas  Pymore  and  Joan  his  wife,  deforciants,  of  one  messuage, 
one  mill,  two  carucates  of  land,  twenty  acres  of  meadow,  twenty 
acres  of  pasture,  five  acres  of  wood,  ten  acres  of  marsh,  twenty 
shillings,  of  rent  in  Pymore  juxta  Brydport.  Plea  of  covenant  was 
summoned.  Thomas  and  Joan  acknowledged  the  tenements  to  be 
the  right  of  John  son  of  John  as  those  which  he  and  the  other  querents 
have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Thomas  to  the  querents  and  the  heirs  of 
John  son  of  John  for  ever.  Moreover  they  granted  for  themselves  and 
the  heirs  of  Thomas  that  they  will  warrant  the  tenements  to  the 
querents  and  the  heirs  of  John  son  of  John  against  all  men  for  ever. 
For  this  the  querents  gave  to  Thomas  and  Joan  one  hundred  marks  of 
silver. 

(10)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
8  Henry  V.  (1420),  and  afterwards  in  the  Octave  of  St.  Michael,  6  Henry 
VI.  (1427).  Between  John  Stork,  John  Ford,  William  Ryder  and 
William  Dorset,  querents,  and  Robert  Nobylet,  deforciant,  of  one  mes- 
suage, two  tofts,  two  acres  of  land  in  Shirborn  which  John  Langryg 
and  Juliana  his  wife  hold  for  term  of  Juliana's  life.  Plea  of  covenant 
was  summoned.  Robert  acknowledged  the  tenements  to  be  the  right 
of  William  Ryder  and  granted  for  himself  and  his  heirs  that  the  said 
tenements  which  John  Langryg  and  Juliana  held  for  term  of  Juliana's 
life  of  the  inheritance  of  the  said  Robert  in  the  said  vill  on  the  day  this 
concord  was  made  and  which  after  her  death  ought  to  revert  to  Robert 
and  his  heirs  should  then  wholly  remain  to  the  aforesaid  querents,  and 
the  heirs  of  William  Ryder.  To  hold  to  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever.  And  Robert 
and  his  heirs  will  warrant  the  tenements  to -the  querents  and  the  heirs 
of  William  Ryder  as  is  aforesaid  against  all  men  for  ever.  For  this  the 
querents  gave  to  the  said  Robert  twenty  marks  of  silver. 

(11)  At  Westminster,  on  the  morrow  of  St.  Martin,  6  Henry  VI. 

(1427)  .  Between  Robert  Brunyng  and  Clemencia  his  wife,  querents, 
and  Thomas  Leycestre  and  Joan  his  wife,  deforciants,  of  the  manor  of 
Wynterborn  Stupulton.  Plea  of  covenant  was  summoned.  Thomas 
<ind  Joan  acknowledged  the  manor  to  be  the  right  of  Robert  as  that 
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which  he  and  Clemencia  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  Robert  and 
Clemencia  and  the  heirs  of  Robert  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  manor  to 
Robert  and  Clemencia  and  the  heirs  of  Robert  against  all  men  for  ever. 
For  this  Robert  and  Clemencia  gave  to  Thomas  and  Joan  two  hundred 
marks  of  silver. 

(12)  At  Westminster,  in  one  month  from  Easter  day,  6  Henry  VI. 
(1427).  Between  William  Leweston,  esquire,  querent,  and  John  West- 
by,  esquire,  and  Juliana  his  wife,  deforciants,  of  six  messuages,  two 
hundred  acres  of  land,  two  acres  of  meadow,  fifty  acres  of  pasture, 
in  Horton,  Wodelond,  Knolton,  Charleton,  Brokhampton,  Gyssygge 
All  Saints  and  Wymburne  Mynster.  Plea  of  covenant  was  summoned. 
John  and  Juliana  acknowledged  the  tenements  to  be  the  right  of  William 
as  those  which  he  has  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  John  to  William  and  his 
heirs  for  ever.  For  this  William  gave  to  them  one  hundred  marks  of 
silver. 

(13)  At  Westminster,  in  the  Octave  of  St.  Hilary,  6  Henry  VI.  (1427). 
Between  Robert  Brunyng  and  Clemencia  his  wife,  querents,  and  John 
Newenton  Skynner  and  Joan  his  wife,  deforciants,  of  the  manor  of 
Wynterborn  Stupulton.  Plea  of  covenant  was  summoned.  John  and 
Joan  acknowledged  the  manor  to  be  the  right  of  Robert  as  that  which  he 
and  Clemencia  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Joan  to  Robert  and  Clemencia 
and  the  heirs  of  Robert  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Joan  that  they  will  warrant  the  manor  to  Robert  and 
Clemencia  and  the  heirs  of  Robert  against  all  men  for  ever.  For  this 
Robert  and  Clemencia  gave  to  John  and  Joan  two  hundred  marks  of 
silver. 

(14)  At  Westminster,  in  one  month  from  Easter,  6  Henry  VI.  (1427). 
Between  Thomas  Pynet,  chaplain,  John  Stork  and  William  Combe, 
querents,  and  Hugh  Deverell  and  Edith  his  wife,  and  Stephen  Russell 
and  Alice  his  wife,  deforciants,  of  the  manor  of  Berwyk  in  Berwyk  and 
Modburgh.  Plea  of  covenant  was  summoned.  The  deforciants  ac- 
knowledged the  manor  to  be  the  right  of  Thomas  as  that  which  he  and 
John  and  William  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Edith  and  Alice  to  the  said 
Thomas,  John  and  William  and  the  heirs  of  Thomas  for  ever.  For 
this  they  gave  to  Hugh  and  Edith  and  Stephen  and  Alice  two  hundred 
marks  of  silver. 
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7  Henry  VI.  (1428). 

(15)  At  Westminster,  on  the  Morrow  of  the  Purification  of  the 
Blessed  Mary,  and  afterwards  in  fifteen  days  from  Easter  day,  7  Henry 
VI.  (1428).  Between  William  Carent  of  Tomer,  esquire,  John  Fauntleroy 
of  the  county  of  Dorset,  John  Hody  and  Richard  Lange,  querents,  and 
Alianora,  who  was  the  wife  of  Thomas  Peytevyn,  deforciant,  of  nine 
messuages,  two  tofts,  three  hundred  and  sixty  acres  of  land,  twenty-five 
and  one  rood  of  meadow,  twenty-one  acres  of  wood,  one  hundred  and 
sixty-nine  acres  of  pasture,  twelve  pence  of  rent  in  Caundell  Purs  and 
Caundell  Haddon  and  Ludenlynche.  Plea  of  covenant  was  summoned. 
Alianora  acknowledged  the  tenements  to  be  the  right  of  Richard,  of 
which  the  said  Richard,  William,  John  and  John  have  the  messuages, 
tofts,  land,  meadow,  wood  and  pasture  by  her  gift,  and  she  remitted  and 
quit  claimed  the  same  for  herself  and  her  heirs  to  the  querents  and  the 
heirs  of  Richard  for  ever.  And  she  granted  the  rent  together  with  the 
homages  and  the  whole  services  of  David  Servyngton,  John  Garston 
and  Elizabeth  his  wife  and  their  heirs  in  respect  of  the  whole  of  the 
tenements  which  they  before  held  of  Alianora  in  the  said  vills  of  Caundell 
Haddon  and  Ludenlynche.  To  have  and  to  hold  to  the  said  querents 
and  the  heirs  of  Richard  of  the  chief  lords  of  that  fee  by  the  services 
which  to  that  rent  belong  for  ever.  And  Alianora  and  her  heirs  will 
warrant  to  the  querents  and  the  heirs  of  Richard  the  said  tenements  and 
rent  as  is  aforesaid  against  all  men  for  ever.  For  this  they  gave  to 
Alianora  one  hundred  marks  of  silver. 

(16)  At  Westminster,  on  the  Morrow  of  the  Ascension  of  our  Lord 
and  afterwards  in  the  Octave  of  Holy  Trinity,  7  Henry  VI.  (1428). 
Between  William  Symond  and  Joan  his  wife,  querents,  and  Nicholas 
Power  and  Petronilla  his  wife,  deforciants,  of  four  messuages,  four  acres 
of  land  in  Dorchestre.  Plea  of  covenant  was  summoned.  William  and 
Joan  acknowledged  the  tenements  to  be  the  right  of  Petronilla  as  those 
which  Nicholas  and  Petronilla  have  by  gift  of  the  said  William  and 
Joan.  For  this  they  granted  them  to  William  and  Joan  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  William  and  Joan 
■during  their  lives  of  Petronilla  and  her  heirs.  Rendering  therefor  yearly 
,one  rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist  for  all  service, 
icustom  and  exaction  to  the  said  Petronilla  and  her  heirs  belonging.  And 
doing  ther  _jfor  to  the  chief  lords  of  that  fee  for  the  said  Petronilla  and  her 
heirs  all  otaer  services  which  to  the  said  tenements  belong.  After  the 
deaths  of  William  and  Joan  the  tenements  wholly  will  remain  to  William 
Jope,  son  of  John  Jope,  and  the  heirs  of  his  body  begotten.  To  hold  of 
Petronilla  and  her  heirs  by  the  aforesaid  services  as  is  aforesaid  for  ever. 
And  Nicholas  and  Petronilla  and  the  heirs  of  Petronilla  will  warrant 
the  said  tenements  to  William  Symond  and  Joan  during  their  lives  and 
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also  to  William  Jope  and  his  heirs  against  all  men  for  ever.  Should 
William  Jope  die  without  heir  of  his  body  then  the  tenements  wholly 
will  revert  to  Petronilla  and  her  heirs  quit  of  the  other  heirs  of  William 
Jope.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  the 
said  tenements  belong  for  ever. 

(17)  At  Westminster,  on  the  morrow  of  St.  Martin,  7  Henry  VI. 
(1428).  Between  Margaret  who  was  the  wife  of  Morgan  Gough,  querent, 
and  Thomas  Pynet,  chaplain,  John  Stork  and  William  Combe,  deforci- 
ants, of  the  manor  of  Berwyk  in  Berwyk  and  Modburgh.  Plea  of  cove- 
nant was  summoned.  The  deforciants  granted  the  manor  to  Margaret 
and  rendered  the  same  to  her  at  the  Court.  To  have  and  to  hold  to 
Margaret  during  her  life  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manor  belong,  with  remainder  after  her  death  to  Hugh 
Deverell  and  Edith  his  wife  and  the  heirs  of  their  bodies.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor  belong 
for  ever,  with  remainder  after  their  deaths  in  default  of  such  heirs  to 
Stephen  Russell  and  Alice  his  wife  and  the  heirs  of  their  bodies.  To 
hold  as  aforesaid  for  ever.  With  remainder  after  their  deaths  in  default 
of  such  heirs  to  the  right  heirs  of  the  aforesaid  Edith.  To  hold  as  afore- 
said for  ever. 

(18)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  7  Henry 
VI.  (1428).  Between  William  Carent,  esquire,  querent,  and  John  Benet 
of  Neutymbre  and  Elizabeth  his  wife,  deforciants,  of  one  messuage, 
seventy-five  acres  of  land,  eight  and  a  half  acres  of  meadow  and  pasture 
for  six  oxen  and  five  cows  in  Kyngton.  Plea  of  covenant  was  sum- 
moned. John  and  Elizabeth  acknowledged  the  tenements  and  pasture 
to  be  the  right  of  William  as  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Elizabeth  to  William 
and  his  heirs  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Elizabeth  that  they  will  warrant  the  tenements  and  pasture  to 
William  and  his  heirs  against  all  men  for  ever.  For  this  William  gave 
to  John  and  Elizabeth  one  hundred  marks  of  silver. 

(19)  At  Westminster,  in  one  month  from  Easter  day  and  afterward 
in  the  Octave  of  Holy  Trinity,  7  Henry  VI.  (1428).  Between  Walter 
Weston  of  Shirborn,  querent,  and  WTilliam  Bonevile  of  Frampton  juxia 
Maydyn  Nyweton,  deforciant,  of  one  messuage  in  Shirborn.  Plea  of 
covenant  was  summoned.  William  acknowledged  the  messuage  to  be 
the  right  of  Walter  as  by  his  gift,  and  he  remitted  and  quit  claimed  the 
same  for  himself  and  his  heirs  to  Walter  and  his  heirs  for  ever.  More- 
over he  granted  for  himself  and  his  heirs  that  he  will  warrant  the  mes- 
suage to  Walter  and  his  heirs  against  all  men  for  ever.  For  this  WTalter 
gave  to  William  ten  marks  of  silver. 
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8  Henry  VI.  (1429). 

(20)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord, 
8  Henry  VI.  (1429).  Between  John  Bishop  of  Bath  and  Wells,  Sir 
Nicholas  Burdet,  knight,  John  Spencer,  esquire,  John  Hody,  Robert 
Corffe,  clerk,  Wiiliam  Shourt  and  Hugh  Kene,  querents,  and  Thomas 
Hulle  and  Christina  his  wife,  deforciants,  of  six  and  a  half  acres  of  land, 
four  acres  of  meadow,  sixteen  acres  of  pasture  in  Milton  upon  Stoure. 
Plea  of  covenant  was  summoned.  Thomas  and  Christina  acknowledged 
the  tenements  to  be  the  right  of  the  Bishop  as  those  which  he  and  the 
other  querents  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Christina  to  the  said  querents 
and  the  heirs  of  the  Bishop  for  ever.  Moreover  Thomas  and  Christina 
granted  for  themselves  and  the  heirs  of  Christina  that  they  will  warrant 
the  tenements  to  the  querents  and  the  heirs  of  the  Bishop  against  all 
men  for  ever.  For  this  the  querents  gave  to  Thomas  and  Christina  one 
hundred  marks  of  silver. 

(21)  At  Westminster,  in  one  month  from  Easter  day,  8  Henry  VI. 
(1429).  Between  William  Morton  of  Shaftesbury,  William  Cole  and 
John  Wylly,  Goldsmyth,  querents,  and  Hugh  Spencer  and  Katherine 
his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Wynterborn  Stipelton. 
Plea  of  covenant  was  summoned.  Hugh  and  Katherine  acknowledged 
the  moiety  to  be  the  right  of  John,  as  that  which  he  and  the  other 
querents  have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Katherine  to  the  querents  and  the  heirs 
of  John  for  ever.  Moreover  they  granted  for  themselves  and  the  heirs 
of  Katherine  that  they  will  warrant  the  moiety  to  the  querents  and  the 
heirs  of  John  against  all  men  for  ever.  For  this  the  querents  gave  to 
Hugh  and  Katherine  one  hundred  marks  of  silver. 

(22)  At  Westminster,  in  the  Octave  of  Holy  Trinity,  8  Henry  VI. 
(1429).  Between  John  Bertilmewe,  querent,  and  Agnes,  who  was  the 
wife  of  John  Reed,  deforciant,  of  four  messuages,  eight  acres  of  land  in 
Shaftesbury.  Plea  of  covenant  was  summoned.  Agnes  acknowledged 
the  tenements  to  be  the  right  of  John  as  by  her  gift,  and  she  remitted 
and  quit  claimed  the  same  for  herself  and  her  heirs  to  John  and  his  heirs 
for  ever.  Moreover  she  granted  for  herself  and  her  heirs  that  she  will 
warrant  the  tenements  to  John  and  his  heirs  against  all  men  for  ever. 
For  this  John  gave  to  Agnes  one  hundred  marks  of  silver. 

9  Henry  VI.  (1430). 

(23)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael 
and  afterwards  in  fifteen  days  from  Easter  day,  9  Henry  VI.  (1430). 
Between  Robert  Turges  and  Edith  his  wife,  querents,  and  John  Heryng, 
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esquire,  deforciant,  of  one  messuage,  two  carucates  of  land,  ten  acres  of 
meadow,  thirty  acres  of  wood,  fifty  shillings  rent  in  Upmelcombe. 
Plea  of  covenant  was  summoned,  Robert  acknowledged  the  tenements 
to  be  the  right  of  John.  For  this  John  granted  for  himself  and  his  heirs 
that  the  said  tenements  which  Isabella  who  was  the  wife  of  Edward 
Cerne  held  for  her  life  of  the  inheritance  of  the  said  John  in  the  said 
vill  on  the  day  this  concord  was  made  and  which  after  her  death  ought 
to  revert  to  the  said  John  and  his  heirs  should  then  wholly  remain  to 
the  said  Robert' and  Edith  and  the  heirs  of  the  body  of  Robert.  To 
hold  of  John  and  his  heirs.  Rendering  therefor  yearly  one  rose  at  the 
Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction  to  the 
said  John  and  his  heirs  belonging.  And  doing  therefor  to  the  chief 
lords  of  that  fee  for  John  and  his  heirs  all  other  services  which  to  the 
said  tenements  belong  for  ever.  Should  Robert  die  without  heir  of  his 
body  then  after  the  deaths  of  Robert  and  Edith  the  said  tenements 
wholly  will  revert  to  John  and  his  heirs  quit  of  the  other  heirs  of  the 
said  Robert.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  tenements  belong  for  ever. 

10  Henry  VI.  (1431). 

(24)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin 
and  afterwards  in  the  Octave  of  St.  Hilary,  10  Henry  VI.  (1431).  Be- 
tween Sir  William  Bonevyle,  querent,  and  Alice  Gray  kinswoman  and 
heir  of  Roger  Grey,  deforciant,  of  one  mill,  four  acres  of  land,  twenty 
acres  of  meadow,  two  hundred  acres  of  pasture  in  Whytchurche  and 
Estchelburgh.  Plea  of  covenant  was  summoned.  Alice  acknowledged 
the  tenements  to  be  the  right  of  William  as  those  which  he  has  by  her 
gift,  and  she  remitted  and  quit  claimed  the  same  for  herself  and  her 
heirs  to  William  and  his  heirs  for  ever.  Moreover  she  granted  for  her- 
self and  her  heirs  that  they  will  warrant  the  tenements  to  William 
and  his  heirs  against  all  men  for  ever.  For  this  WTilliam  gave  to  Alice 
one  hundred  marks  of  silver. 

(25)  At  Westminster,  on  the  morrow  of  St.  Martin,  10  Henry  VI. 
(1431).  Between  John  de  la  Lynde  and  John  Fauntleroy,  querents,  and 
John  Carter  and  Amicia  his  wife,  daughter  of  Robert  de  Myntern,  senior, 
and  John  Wodehewer,  deforciants,  of  one  toft,  thirty  acres  of  land,  six 
acres  of  meadow,  twelve  acres  of  pasture,  three  acres  of  wood  in  Parva 
Myntern.  Plea  of  covenant  was  summoned.  John  Carter  and  Amicia 
and  John  Wodehewer  acknowledged  the  tenements  to  be  the  right  of 
John  de  la  Lynde,  as  those  which  he  and  the  other  querent  have  by 
gift  of  the  said  John  Carter  and  Amicia  and  John  Wodehewer.  For 
this  John  de  la  Lynde  and  John  Fauntleroy  granted  to  John  Carter  and 
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Amicia  the  said  tenements  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  John  and  Amicia  and  the  heirs  of  their  bodies  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong 
for  ever,  with  remainder  should  they  die  without  heir  of  their  bodies 
to  John  Wodehewer  and  the  heirs  of  his  body.  To  hold  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong 
for  ever,  with  remainder  should  he  die  without  heir  of  his  body  to  the 
right  heirs  of  the  said  Robert  de  Myntern  senior.  To  hold  as  aforesaid 
for  ever. 

ii  Henry  VI.  (1432). 

(26)  At  Westminster,  in  the  Octave  of  St.  Hilary's  and  afterwards  in 
fifteen  days  from  Easter  day,  11  Henry  VI.  (1432).  Between  William 
Carent,  esquire,  Thomas  Tame,  Robert  Turges,  Walter  Portman,  John 
Storke,  John  Baret,  William  Bochell  and  Thomas  Smyth,  querents,  and 
Henry  Palmer  and  Alice  his  wife,  John  Talbot  and  Joan  his  wife, 
deforciants,  of  the  manor  of  Parva  Henton  and  the  advowson  of  the 
church  of  Parva  Henton  and  one  messuage,  three  hundred  acres  of  land 
twenty-five  acres  of  meadow,  one  hundred  and  fifty  acres  of  pasture, 
one  hundred  and  fifty  acres  of  wood  in  Assheton  and  Henton.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  manor 
and  tenements  and  advowson  to  be  the  right  of  Thomas  Smyth  as  those 
which  he  and  the  other  querents  have  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  the 
querents  and  the  heirs  of  Thomas  Smyth  for  ever.  Moreover  Henry 
and  Alice  granted  for  themselves  and  the  heirs  of  Alice  that  they  will 
warrant  the  manor,  tenements  and  advowson  to  the  querents  and  the 
heirs  of  Thomas  Smyth  against  all  men  for  ever.  For  this  the  querents 
gave  to  Henry  and  Alice,  John  Talbot  and  Joan  one  hundred  marks 
of  silver. 

(27)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael,  11 
Henry  VI.  (1432).  Between  Walter  Dolyng,  John  Fox  and  Nicholas 
Smyth,  querents,  and  Ralph  Belton,  William  Dolyng  and  Alice  his  wife, 
and  Ralph  Loketand  Alice  his  wife,  deforciants,  of  one  messuage,  twelve 
acres  of  meadow,  two  hundred  and  twenty-nine  acres  of  pasture,  three 
acres  of  wood  in  Haselbere.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  tenements  to  be  the  right  of  Nicholas  as 
those  which  he,  Walter  and  John  have  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Alice  and 
Alice  to  Walter,  John  and  Nicholas  and  the  heirs  of  Nicholas  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Alice  and  Alice 
that  they  will  warrant  the  said  tenements  to  Walter,  John  and  Nicholas 
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and  the  heirs  of  Nicholas  against  all  men  for  ever.  For  this  Walter, 
John  and  Nicholas  gave  to  the  deforciants  one  hundred  marks  of  silver. 

13  Henry  VI.  (1434). 

(28)  At  Westminster  on  the  Morrow  of  the  Ascension  of  our  Lord 
and  afterwards  in  the  Octave  of  Holy  Trinity,  13  Henry  VI.  (1434). 
Between  Robert  Gonayre  and  Alice  his  wife,  querents,  and  Robert  Pistor 
and  Margaret  his  wife,  deforciants,  of  four  messuages,  ten  and  a  half 
acres  of  land,  and  a  moiety  of  one  acre  of  meadow  in  Stouremynstre 
Mareschall.  Plea  of  covenant  was  summoned.  Robert  Pistor  and 
Margaret  acknowledged  the  tenements  to  be  the  right  of  Robert  Gonayre 
as  those  which  he  and  Alice  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to  Robert 
Gonayre  and  Alice  and  the  heirs  of  Robert  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Margaret  that  they  will  warrant 
the  same  to  Robert  Gonayre  and  Alice  and  the  heirs  of  Robert  against 
all  men  for  ever.  For  this,  Robert  Gonayre  and  Alice  gave  to  Robert 
Pistor  and  Margaret  twenty  marks  of  silver, 

14  Henry  VI.  (1435). 

(29)  At  Westminster,  on  the  morrow  of  Souls,  14  Henry  VI.  (1435)- 
Between  William  Carent,  esquire,  John  Neuburgh,  senior,  John  Hody, 
Alexander  Hody,  William  Turbervyle,  Thomas  Husee,  John  Fitzjames,. 
William  Gerard,  Robert  Rempston,  Robert  Turges,  John  Stork,  John 
Carent,  senior,  and  John  Baret,  querents,  and  Thomas  Manston  and 
Matilda  his  wife,  John  Neuburgh,  junior,  Nicholas  Latymer  and  John 
Fauntleroy,  deforciants,  of  the  manor  of  W7otton  Glamvyle  and  the 
advowsons  of  the  church  of  Wotton  Glamvyle  and  the  chantry  of  St. 
Mary  in  the  same  church.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  manor  and  advowsons  to  be  the  right  of 
John  Hody  as  those  which  he  and  the  other  querents  have  by  their  gift, 
and  they  remitted  and  quit  claimed  the  same  for  themselves  and  the 
heirs  of  Matilda  to  the  querents  and  the  heirs  of  John  Hody  for  ever- 
Moreover  they  granted  for  themselves  and  the  heirs  of  Matilda  that 
they  will  warrant  the  said  manor  and  advowsons  to  the  querents  and 
the  heirs  of  John  Hody  against  all  men  for  ever.  For  this  the  querents 
gave  to  the  deforciants  one  hundred  marks  of  silver. 

(30)  At  Westminster,  on  the  morrow  of  Souls,  14  Henry  VI.  (1435). 
Between  John  Pylle  and  Agnes  his  wife,  querents,  and  John  Clement 
and  Lucia  his  wife,  deforciants,  of  twenty-six  and  a  half  acres  and  one 
rood  of  land  in  Westbakebere.  Plea  of  covenant  was  summoned.  John 
Clement  and  Lucia  granted  the  land  to  John  Pylle  and  Agnes  and 
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rendered  it  to  them  at  the  Court.  To  have  and  to  hold  to  them  during 
their  lives  of  John  Clement  and  Lucia  and  the  heirs  of  Lucia,  rendering 
therefor  yearly  to  John  Clement  and  Lucia  8s.  io\d.,  at  the  feasts  of  the 
Nativity  of  our  Lord,  Easter,  Nativity  of  St.  John  Baptist  and  St. 
Michael  the  Archangel,  for  all  service,  custom  and  exaction  to  the  said 
John  Clement  and  Lucia  and  the  heirs  of  Lucia  belonging,  and  doing 
therefor  to  the  chief  lords  of  that  fee  for  the  said  John  Clement  and 
Lucia  and  the  heirs  of  Lucia  all  other  services  which  belong  to  the  said 
land.  After  the  deaths  of  John  Pylle  and  Agnes  the  said  land  will 
wholly  revert  to  the  said  John  Clement  and  Lucia  and  the  heirs  of 
Lucia  quit  of  the  heirs  of  the  said  John  Pylle  and  Agnes.  To  hold  of 
the  chief  lords  of  that  fee  by  the  services  which  belong  to  the  said  land 
for  ever.  For  this  John  Pylle  and  Agnes  gave  to  John  Clement  and 
Lucia  ten  marks  of  silver. 

(31)  At  Westminster,  on  the  morrow  of  Souls,  14  Henry  VI.  (1435). 
Between  Philip  Morgan  and  John  Pylle,  querents,  and  John  Clement 
■and  Lucia  his  wife,  John  Papejay  and  Edith  his  wife,  and  Thomas  Peter 
-and  Alice  his  wife,  deforciants,  of  one  messuage,  forty  acres  of  land,  four 
acres  of  meadow  in  Estbakebere.  Plea  of  convenant  was  summoned.  The 
•deforciants  acknowledged  the  tenements  to  be  the  right  of  Philip  as  those 
which  he  and  John  Pylle  have  by  gift  from  the  querents.  For  this  Philip 
and  John  Pylle  granted  to  Thomas  and  Alice  the  said  tenements  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  Thomas 
and  Alice  and  the  heirs  of  the  body  of  Thomas  begotten  of  the  chief 
lords  of  that  fee  by  the  services  which  belong  to  the  said  tenements  for 
ever.  Should  Thomas  die  without  heir  of  his  body  then  the  tenements 
wholly  will  remain  to  John  Clement  and  Lucia  and  the  heirs  of  their 
bodies  begotten.  To  hold  as  aforesaid  for  ever.  Should  they  die  with- 
out heir  of  their  bodies  begotten  then  the  tenements  wholly  will  remain 
to  the  right  heirs  of  Lucia.    To  hold  as  aforesaid  for  ever. 

(32)  At  Westminster,  on  the  morrow  of  Souls,  14  Henry  VI.  (1435). 
Between  Robert  Brunyng  and  Clemencia  his  wife,  querents,  and  John, 
Bishop  of  Bath  and  Wells,  John  Hody,  John  .Stork,  Robert  Corf,  clerk, 
and  Hugh  Kene,  deforciants,  of  the  manor  of  Wynterborn  Stupulton. 
Plea  of  covenant  was  summoned.  Robert  Brunyng  and  Clemencia 
acknowledged  the  manor  to  be  the  right  of  Robert  Corf  as  that  which 
he  and  the  other  deforciants  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Clemencia  to  the 
deforciants  and  the  heirs  of  Robert  Corf  for  ever.  For  this  the  deforciants 
granted  the  manor  to  Robert  Brunyng  and  Clemencia  and  rendered  it 
to  them  at  the  Court.  To  have  and  to  hold  without  impeachment  of 
waste  of  the  deforciants  and  the  heirs  of  Robert  Corf.  Rendering 
therefor  yearly  during  their  lives  to  the  deforciants  £10  sterling,  namely 
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.a  moiety  at  the  feast  of  St.  Michael  and  a  moiety  at  the  feast  of  Easter 
for  all  service,  custom  and  exaction  to  the  said  deforciants  and  the 
heirs  of  Robert  Corf  belonging.  And  doing  therefor  to  the  chief  lords 
of  that  fee  for  the  deforciants  and  the  heirs  of  Robert  Corf  all  other 
services  which  to  the  said  manor  belong.  After  the  deaths  of  Robert 
Brunyng  and  Clemencia  the  said  manor  wholly  will  revert  to  the 
deforciants  and  the  heirs  of  Robert  Corf  quit  of  the  heirs  of  Robert 
Brunyng  and  Clemencia.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  manor  belong  for  ever. 

(33)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael,  14 
Henry  VI.  (1435).  Between  Robert  Rempston,  John  Lupeman  and 
Simon  Talbot,  querents,  and  John  Westbury  and  Elizabeth  his  wife,  de- 
forciants, of  four  acres  of  land  and  a  moiety  of  two  messuages,  one  toft, 
■one  acre  of  land  in  Warham  and  Rollyngton  juxta  Corff  Castell.  Plea 
of  covenant  was  summoned.  John  Westbury  and  Elizabeth  acknow- 
ledged the  tenements  to  be  the  right  of  Robert  as  those  which  he,  John 
and  Simon  have  by  their  gift,  and  they  remitted  and  quit-claimed  the 
same  for  themselves  and  the  heirs  of  Elizabeth  to  the  said  Robert,  John 
and  Simon  and  the  heirs  of  Robert  for  ever.  Moreover  John  Westbury 
and  Elizabeth  granted  for  themselves  and  the  heirs  of  Elizabeth  that 
they  will  warrant  the  tenements  to  Robert,  John  and  Simon  and  the 
heirs  of  Robert  against  all  men  forever.  For  this  they  gave  to  John 
Westbury  and  Elizabeth  ten  marks  of  silver. 

(34)  At  Westminster,  in  the  Octave  of  St.  Martin,  14  Henry  VI. 
{1435).  Between  Sir  William  Bonevyle  knight,  querent,  and  William 
Clavyle  of  Feme,  deforciant,  of  one  mill,  one  carucate  of  land  one  acre 
of  meadow  sixty  acres  of  pasture  in  Tarent  Hynton  and  Alfletemulle. 
Plea  of  covenant  was  summoned.  William  Clavyle  acknowledged  the 
tenements  to  be  the  right  of  William  Bonevyle  as  by  his  gift.  For  this 
William  Bonevyle  granted  to  William  Clavyle  the  said  tenements  and 
rendered  them  to  him  at  the  Court.  To  have  and  to  hold  to  William 
Clavyle  and  the  heirs  of  his  body  begotten  of  William  Bonevyle  and  his 
heirs  for  ever.  Rendering  therefor  yearly  to  the  said  WTilliam  Bonevyle 
and  his  heirs  fifteen  shillings  of  silver,  namely  :  one  moiety  at  the  feast 
of  Easter  and  the  other  moiety  at  the  feast  of  St.  Michael  the  Archangel 
for  all  service,  custom  and  exaction  to  the  said  William  Bonevyle  and 
his  heirs  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  for 
the  said  William  Bonevyle  and  his  heirs  all  other  services  which  to  the 
said  tenements  belong  for  ever.  Should  William  Clavyle  die  without 
heir  of  his  body  begotten  then  the  tenements  will  wholly  remain  to  John 
Clavyle  brother  of  the  said  William  Clavyle  and  the  heirs  of  his  body 
begotten.  To  hold  of  the  said  William  Bonevyle  and  his  heirs  by  the 
aforesaid  services  as  is  aforesaid  for  ever.    Should  the  same  John  die 
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without  heir  of  his  body  begotten  then  the  tenements  will  wholly  revert 
to  William  Bonevyle  and  his  heirs  quit  of  the  other  heirs  of  the  said 
William  Clavyle  and  John.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  over. 

(35)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin,  14 
Henry  VI.  (1435).  Between  John  Roger  of  Bryanston,  querent,  and 
John  Andrewe  and  Agnes  his  wife,  deforciants,  of  one  messuage,  twenty 
acres  of  land  and  common  of  pasture  for  one  plough  beast  (affrum)  two 
oxen,  two  cows,  six  pigs  and  eighty  sheep  in  Iverne  Stupulton.  Plea 
of  covenant  was  summoned.  John  Andrewe  and  Agnes  acknowledged 
the  tenements  and  common  to  be  the  right  of  John  Roger  as  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Agnes  to  John  Roger  and  his  heirs  for  ever.  Moreover 
John  Andrewe  and  Agnes  granted  for  themselves  and  the  heirs  of  Agnes 
that  they  will  warrant  the  said  tenements  and  common  to  the  said  John 
Roger  and  his  heirs  against  all  men  for  ever.  For  this  John  Roger 
gave  to  John  Andrewe  and  Agnes  ten  marks  of  silver. 

(36)  At  Westminster,  in  the  Octave  of  St.  Martin,  14  Henry  VI. 
(1435).  Between  Walter  Bagge,  clerk,  and  John  Frye  of  Westye, 
querents,  and  Nicholas  Keynes  and  Matilda  his  wife,  deforciants,  of  six 
messuages,  three  tofts,  one  dovecot,  two  hundred  acres  of  land,  eight 
acres  of  meadow,  four  acres  of  pasture  in  Blanford  Forum,  Tarant 
Loveton,  Tarant  Kayneston,  Magna  Cravford,  Parva  Cravford  and 
Charleton  juxta  Speytesburi.  Plea  of  covenant  was  summoned. 
Nicholas  and  Matilda  acknowledged  the  tenements  to  be  the  right  of 
Walter  as  those  which  Walter  and  John  have  by  gift  of  the  said 
Nicholas  and  Matilda,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Matilda  to  the  said  Walter  and  John 
and  the  heirs  of  WTalter  for  ever.  Moreover  Nicholas  and  Matilda 
granted  for  themselves  and  the  heirs  of  Matilda  that  they  will  warrant 
the  said  tenements  to  Walter  and  John  and  the  heirs  of  Walter  against 
all  men  for  ever.  For  this  Walter  and  John  gave  to  Nicholas  and 
Matilda  one  hundred  marks  of  silver. 

(37)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  14  Henry  VI.  (1435).  Between  Thomas  Husee,  querent, 
and  Thomas  Maister  and  Margaret  his  wife,  deforciants,  of  one  mes- 
suage, one  carucate  of  land,  twelve  acres  of  meadow,  six  acres  of 
pasture,  ten  acres  of  wood,  eight  acres  of  marsh,  forty  acres  of  heath  in 
Wodekesworth.  Plea  of  covenant  was  summoned.  Thomas  Maister  and 
Margaret  acknowledged  the  tenements  to  be  the  right  of  Thomas  Husee, 
as  by  their  gift ;  and  they  remitted  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Margaret  to  Thomas  Husee  and  his  heirs  for  ever. 
For  this  Thomas  Husee  gave  to  them  one  hundred  marks  of  silver. 
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(38)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael,  15 
Henry  VI.  (1436).  Between  William  Carent,  esquire,  Robert  Turges, 
Thomas  Husee,  John  Wyse,  clerk,  William  Abbot  and  William  Lacy, 
querents,  and  Nicholas  Coker  and  Alice  his  wife,  deforciants,  of  one 
messuage,  two  hundred  acres  of  land,  forty  acres  of  meadow,  one  hun- 
dred acres  of  pasture,  forty-six  shillings  and  eightpence  of  rent  in  Corihull, 
Brodeweye,  Causeweye,  Rowaldesweye  and  Notyngton.  Plea  of  coven- 
nant  was  summoned.  Nicholas  and  Alice  acknowledged  the  tenements 
to  be  the  right  of  William  Abbot  as  those  which  he  and  the  other  querents 
have  by  their  gift,  and  they  remitted  and  quitclaimed  the  same  for  them- 
selves and  the  heirs  of  Alice  to  the  querents  and  the  heirs  of  William 
Abbot  for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of 
Alice  that  they  will  warrant  the  tenements  to  the  querents  and  the  heirs 
of  William  Abbot  against  all  men  for  ever.  For  this  the  querents  granted 
for  themselves  and  the  heirs  of  William  Abbot  that  they  will  render 
yearly  to  Nicholas  and  Alice  during  their  lives  twenty  shillings  of  silver, 
namely  :  one  moiety  at  the  feast  of  St.  Michael  the  Archangel  and  the 
other  moiety  at  the  feast  of  Easter.  Should  the  querents  or  the  heirs 
of  William  Abbot  make  default  in  payment  of  the  money  at  either  term, 
Nicholas  and  Alice  may  distrain  them  in  the  said  tenements,  or  those 
who  hereafter  shall  hold  them,  by  all  their  goods  and  chattels  found 
therein  and  retain  them  until  full  payment  shall  have  been  made.  After 
the  deaths  of  Nicholas  and  Alice  the  querents  and  the  heirs  of  William 
Abbot  shall  be  quit  of  the  payment  of  the  said  money  for  ever. 

(39)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  15  Henry 
VI.  (1436).  Between  William  Russell,  querent,  and  John  Coker  of 
Mapouder,  esquire,  and  Alianora  his  wife,  deforciants,  of  one  messuage, 
in  Mapouder.  Plea  of  covenant  was  summoned.  John  and  Alianora 
acknowledged  the  messuage  to  be  the  right  of  the  said  William,  as  by 
their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  John  to  William  and  his  heirs  for  ever.  For  this 
William  granted  to  John  and  Alianora  the  said  messuage  and  rendered 
it  to  them  at  the  Court.  To  have  and  to  hold  to  John  and  Alianora 
and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
which  to  that  messuage  belong  for  ever.  Should  they  die  without  heir 
of  their  bodies  then  the  messuage  will  wholly  remain  to  the  right  heirs 
of  John.  To  hold  as  aforesaid  for  ever.  And  William  and  his  heirs 
will  warrant  the  said  messuage  to  John  and  Alianora  and  the  heirs  of 
their  bodies,  and  also  to  the  right  heirs  of  John  should  they  die  without 
heir  of  their  bodies,  against  all  men  for  ever. 

(40)  At  Westminster,  in  fifteen  clays  from  the  day  of  Holy  Trinity, 
15  Henry  VI.  (1436).    Between  Thomas  Husee  and  Mary  his  wife, 
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querents,  and  Reginald  Smyth  and  Alianora  his  wife,  deforciants,  of  the 
manor  of  Milborne  Churcheton.  Plea  of  covenant  was  summoned. 
Reginald  and  Alianora  acknowledged  the  manor  to  be  the  right  of  the 
said  Thomas,  of  which  Thomas  and  Mary  have  the  manor,  excepting 
five  marks  of  rent  therein,  by  gift  of  the  said  Reginald  and  Alianora,  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Alianora  to  the  said  Thomas  and  Mary  and  the  heirs  of  Thomas  for 
ever.  Moreover  they  granted  to  Thomas  and  Mary  the  said  rent  together 
with  the  homages  and  whole  services  of  William  Chetyll,  William  Alford, 
Richard  Mourton,  John  Feret,  John  Wheler  and  John  Hake  and  their 
heirs  in  respect  of  the  whole  of  the  tenements  of  the  said  manor  which 
they  held  before  of  Reginald  and  Alianora.  To  have  and  to  hold  to  the 
said  Thomas  and  Mary  and  the  heirs  of  Thomas  of  the  chief  lords  of 
that  fee  by  the  services  which  to  that  rent  belong  for  ever.  And  Reginald 
and  Alianora  and  the  heirs  of  Alianora  will  warrant  to  the  said  Thomas 
and  Mary  and  the  heirs  of  Thomas  the  said  manor  and  rent  as  is  afore- 
said against  all  men  for  ever.  For  this  Thomas  and  Mary  gave  to 
Reginald  and  Alianora  one  hundred  marks  of  silver. 

(41)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity 
15  Henry  VI.  (1436).  Between  Elizabeth  who  was  the  wife  of  Henry 
Sherard,  querent,  and  Robert  Morgan  and  Joan  his  wife,  deforciants,  of 
the  manor  of  Litelmayne  and  the  advowson  of  the  chapel  of  the  same 
manor.  Plea  of  covenant  was  summoned.  Robert  and  Joan  granted 
the  said  manor  and  advowson  to  Elizabeth,  and  rendered  them  to  her  at 
the  Court.  To  have  and  to  hold  to  Elizabeth  during  her  life,  of  the  said 
Robert  and  Joan  and  the  heirs  of  Joan,  rendering  therefor  yearly  one 
rose  at  the  feast  of  the  Nativity  of  St.  John  Baptist/or  all  service,  custom 
and  exaction  to  the  said  Robert  and  Joan  and  the  heirs  of  Joan  belong- 
ing, and  doing  therefor  to  the  chief  lords  of  that  fee  for  the  said  Robert 
and  Joan  and  the  heirs  of  Joan  all  other  services  which  to  the  said  manor 
and  advowson  belong.  After  the  death  of  Elizabeth  the  manor  and 
advowson  wholly  will  revert  to  Robert  and  Joan  and  the  heirs  of  Joan 
quit  of  the  heirs  of  Elizabeth.  To  hold  as  aforesaid  for  ever.  For  this 
Elizabeth  gave  to  Robert  and  Joan  one  hundred  marks  of  silver. 

(42)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary  and  afterwards  in  fifteen  days  from  Easter  day,  15  Henry 
VI.  (1436).  Between  Thomas  Benet,  clerk,  and  John  Gonne,  querents, 
and  John  Fauntleroy  of  Alfeston  and  Joan  his  wife,  deforciants,  of  nine 
messuages,  five  tofts,  four  carucates  of  land,  sixty  acres  of  meadow,  two 
hundred  acres  of  pasture,  twelve  acres  of  wood,  five  shillings  and  nine 
pence  of  rent  and  a  rent  of  one  rose  and  a  moiety  of  one  pound  of  pepper, 
in  Alfeston,  Wotton  Episcopi,  Caundelmersshe  and  Boterwyke.  Plea  of 
covenant  was  summoned.    John  Fauntleroy  acknowledged  the  tene- 
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ments  and  rent  to  be  the  right  of  Thomas  as  those  which  Thomas  and 
John  Gonne  have  by  his  gift.  For  this  Thomas  and  John  Gonne 
granted  to  John  Fauntleroy  and  Joan  the  said  tenements  and  rent  and 
rendered  the  same  to  them  at  the  Court.  To  have  and  to  hold  to  John. 
Fauntleroy  and  Joan  and  the  heirs  male  of  the  body  of  John  begotten  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements 
and  rent  belong  for  ever.  Should  John  Fauntleroy  die  without  heir 
male  of  his  body  then  after  the  deaths  of  John  and  Joan  the  tenements 
and  rent  will  wholly  remain  to  Richard  Fauntleroy,  brother  of  John,  and 
the  heirs  male  of  his  body  begotten.  To  hold  as  aforesaid  for  ever,  with 
remainder  after  his  death  in  default  of  such  heir  to  John  Fauntleroy, 
citizen  and  mercer  of  the  city  of  London,  and  the  heirs  male  of  his  body 
begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his 
death  in  default  of  such  heir  to  Fulk  Fauntleroy  and  the  heirs  male  of 
his  body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after 
his  death  in  default  of  such  heir  to  Richard  Fauntleroy,  brother  of  the 
said  Fulk,  and  the  heirs  male  of  his  body  begotten.  To  hold  as  afore- 
said for  ever,  with  remainder  after  his  death  in  default  of  such  heir  to 
John  Baret  of  Shirbourne  senior  and  Joan  his  wife,  and  the  heirs  male 
of  the  body  of  Joan  begotten.  To  hold  as  aforesaid  for  ever.  Should 
Joan  die  without  such  heir  then  after  the  deaths  of  both  John  Baret  and 
Joan  the  tenements  and  rent  will  wholly  remain  to  John  Pupelpen  and 
Margery  his  wife  and  the  heirs  male  of  the  body  of  Margery  begotten. 
To  hold  as  aforesaid  for  ever.  Should  Margery  die  without  such  heir 
then  after  the  deaths  of  both  John  Pupelpen  and  Margery  the  tenements 
and  rent  will  wholly  remain  to  John  Estcourt  and  Agnes  his  wife,  and 
the  heirs  male  of  the  body  of  Agnes  begotten.  To  hold  as  aforesaid  for 
ever.  Should  Agnes  die  without  such  heir  then  after  the  deaths  of  both 
John  Estcourt  and  Agnes  the  tenements  and  rent  will  wholly  remain  to 
Alice  Fauntleroy,  sister  of  the  aforesaid  Fulk  and  the  heirs  male  of  her 
body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after  her 
death  in  default  of  such  heir  to  Joan  Fauntleroy,  sister  of  the  said  Alice 
and  the  heirs  male  of  her  body  begotten.  To  hold  as  aforesaid  for  ever,, 
with  remainder  after  her  death  in  default  of  such  heir  to  the  right  heirs 
of  the  aforesaid  John  Fauntleroy  of  Alfeston.  To  hold  as  aforesaid  for 
ever. 

(42a)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
15  Henry  VI.  (1436).  Between  Robert  Corffe,  clerk,  John  Bonevile, 
clerk,  Hugh  Priour,  clerk,  and  John  Drewer,  querents,  and  Robert  Mor- 
gan and  Joan  his  wife,  deforciants,  of  three  messuages,  two  tofts,  one 
hundred  and  sixty  acres  of  land,  thirty  acres  of  meadow,  one  hundred 
acres  of  pasture,  one  thousand  acres  of  heath,  seventy-three  shillings 
and  sevenpence  of  rent  in  Warmewill,  Wynterborn  Cane,  Fordyngton, 
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Shipton  Mauleward,  Waldych  and  Uppesturtehill.  Plea  of  covenant 
was  summoned.  Robert  Morgan  and  Joan  acknowledged  the  tenements 
to  be  the  right  of  Robert  Corffe  as  those  which  he  and  the  other  querents 
have  by  gift  of  Robert  Morgan  and  Joan,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  the  querents 
and  the  heirs  of  Robert  Corffe  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  said  tene- 
ments to  the  querents  and  the  heirs  of  Robert  Corffe  against  all  men  for 
€ver.  For  this  the  querents  gave  to  Robert  Morgan  and  Joan  one  hun- 
dred marks  of  silver. 

(43)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary  and  afterwards  in  fifteen  days  from  Easter  day,  15  Henry 
VI.  (1436).  Between  John  Fauntleroy  and  John  Pupelpenne,  querents, 
and  John  Estcourt  and  Richard  Fauntleroy,  deforciants,  of  five  messuages, 
three  carucates  of  land,  sixty  acres  of  meadow,  sixty  acres  of  wood,  five 
hundred  acres  of  heath,  four  shillings  of  rent  and  a  rent  of  one  pound  of 
pepper  and  one  pound  of  wax  in  Leftisford,  Fayrwod  and  Bonerigge. 
Plea  of  covenant  was  summoned.  John  Estcourt  and  Richard  acknow- 
ledged the  tenements  and  rent  to  be  the  right  of  John  Fauntleroy  as 
those  which  he  and  John  Pupelpenne  have  by  their  gift.  For  this  John 
Fauntleroy  and  John  Pupelpenne  granted  the  said  tenements  and  rent 
to  the  said  Richard,  and  rendered  them  to  them  at  the  Court.  To  have 
and  to  hold  to  the  said  Richard  during  his  life  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements  and  rent  belong.  After 
the  death  of  Richard  the  tenements  and  rent  will  wholly  remain  to  John 
Estcourt  and  Agnes  his  wife  and  the  heirs  of  their  bodies.  To  hold  as 
aforesaid  for  ever,  with  remainder  should  John  and  Agnes  die  without 
heir  of  their  bodies  to  John  Estcourt  of  Fairwod,  senior,  and  the  heirs  of 
his  body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his 
death  in  default  of  such  heir  to  John  Baret  of  Shirborn,  senior,  and  Joan 
his  wife  and  the  heirs  of  the  body  of  John  begotten.  To  hold  as  aforesaid 
for  ever,  with  remainder  after  his  death  in  default  of  su  h  heir  to  the 
right  heirs  of  the  said  John  Estcourt  on  the  side  of  (ex  parte)  Juliana 
his  grandmother.   To  hold  as  aforesaid  for  ever. 

16  Henry  VI.  (1437). 

*  (44)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  16  Henry 
VI.  (1437).  Between  Thomas  Husee  and  Mary  his  wife,  querents,  and 
Richard  Lecford,  deforciant,  of  the  manor  of  Milborne  Churcheton. 
Plea  of  covenant  was  summoned.  Richard  acknowledged  the  manor  to 
be  the  right  of  Thomas  of  which  Thomas  and  Mary  have  the  manor, 
excepting  five  marks  of  rent  therein,  by  gift  of  the  said  Richard  and  he 
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remitted  and  quit  claimed  the  same  for  himself  and  his  heirs  to  Thomas 
and  Mary  and  the  heirs  of  Thomas  for  ever.  Moreover  Richard  granted 
to  Thomas  and  Mary  the  said  rent  together  with  the  homages  and 
whole  services  of  John  Neuburgh  Junior,  William  Chetyll,  William 
Alford,  Richard  Morton,  John  Feret,  John  Wheler  and  John  Hake  and 
their  heirs  in  respect  of  the  whole  of  the  tenements  of  the  said  manor 
which  they  before  held  of  the  said  Richard.  To  have  and  to  hold  to 
Thomas  and  Mary  and  the  heirs  of  Thomas  of  the  chief  lords  of  that 
fee  by  the  services  which  to  that  rent  belong  for  ever.  And  Richard 
Lecford  and  his  heirs  will  warrant  to  Thomas  and  Mary  and  the  heirs 
of  Thomas  the  said  manor  and  rent  as  is  aforesaid  against  Richard 
Abbot  of  Westminster  and  his  successors  for  ever.  For  this  Thomas 
and  Mary  gave  to  Richard  Lecford  three  hundred  marks  of  silver. 

(45)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Bap- 
tist, 15  Henry  VI.  (1436)  and  afterwards  in  the  Octave  of  St.  Michael,  16 
Henry  VI.  (1437).  Between  Thomas  Wytham,  clerk,  and  William 
Burley,  querents,  and  John  Merser  and  Alice  his  wife,  deforciants,  of  five 
acres  of  land,  nine  acres  of  meadow,  twenty  acres  of  pasture  in  Canne 
and  Melbury.  Plea  of  covenant  was  summoned.  John  and  Alice  ac- 
knowledge the  tenements  to  be  the  right  of  Thomas,  as  those  which  he 
and  William  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Alice  to  Thomas  and  William  and 
the  heirs  of  Thomas  for  ever.  Moreover  John  and  Alice  granted  for 
themselves  and  the  heirs  of  Alice  that  they  will  warrant  to  the  said. 
Thomas  and  William  and  the  heirs  of  Thomas  the  said  tenements 
against  all  men  for  ever.  For  this  Thomas  and  William  gave  to  John 
and  Alice  twenty  pounds  sterling. 

(46)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Bap- 
tist, 15  Henry  VI.  (1436),  and  afterwardsjn  the  Octave  of  St.  Michael, 

16  Henry  VI.  (1437).  Between  Thomas  Peter,  querent,  and  Robert 
Percy  and  Margaret  his  wife,  deforciants,  of  two  messuages,  one  garden, 
one  acre  of  meadow  in  Sturmynstre  Neutoncastell.  Plea  of  covenant 
was  summoned.  Robert  and  Margaret  acknowledged  the  tenements  to 
be  the  right  of  Thomas  as  those  which  he  has  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Mar- 
garet to  Thomas  and  his  heirs  for  ever.  Moreover  Robert  and  Margaret 
granted  for  themselves  and  the  heirs  of  Margaret  that  they  will  warrant 
the  tenements  to  Thomas  and  bis  heirs  against  all  men  for  ever.  For 
this  Thomas  gave  to  Robert  and  Margaret  twenty  pounds  sterling. 

17  Henry  VI.  (1438). 

(47)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist, 

17  Henry  VI.  (1438).   Between  John  Peverell,  Robert  Grey  and  William 
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Jerard,  querents,  and  John  Jurdan,  lately  of  Wolveton,  deforciant,  of 
thirteen  messuages,  two  hundred  acres  of  land,  fifteen  acres  of  meadow, 
one  hundred  acres  of  pasture  in  Wolveton  and  Dorchestre.  Plea  of  cove- 
nant was  summoned.  John  Jurdan  acknowledged  the  tenements  to  be 
the  right  of  William  as  those  which  he,  John  Peverell  and  Robert  have 
by  his  gift,  and  he  remitted  and  quit  claimed  the  same  for  himself  and  his 
heirs  to  the  querents  and  the  heirs  of  William  Jerard  for  ever.  Moreover 
John  Jurdan  granted  for  himself  and  his  heirs  that  they  will  warrant  the 
tenements  to  the  querents  and  the  heirs  of  William  Jerard  against  all 
men  for  ever.  For  this  the  querents  gave  to  John  Jurdan  three  hundred 
marks  of  silver. 

(48)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Bap- 
tist, 17  Henry  VI.  (143b).  Between  John  de  la  Lynde  and  John  Chev- 
erell  querents,  and  Edith  who  was  the  wife  of  Nicholas  Syfrewast, 
deforciant,  of  the  manor  of  Mourekyrchel  and  the  advowson  of  the 
church  of  Mourekyrchell.  Plea  of  covenant  was  summoned.  Edith 
acknowledged  the  manor  and  advowson  to  be  the  right  of  John 
Cheverell  as  those  which  he  and  John  de  la  Lynde  have  by  her  gift,  and 
she  remitted  and  quit  claimed  the  same  for  herself  and  her  heirs  to  the 
said  John  and  John  and  the  heirs  of  John  Cheverell  for  ever.  Moreover 
she  granted  for  herself  and  her  heirs  that  they  will  warrant  the  said 
manor  and  advowson  to  the  said  John  and  John  and  the  heirs  of  John 
Cheverell  against  the  Abbot  of  Bynedon  and  his  successors  for  ever. 
For  this  John  and  John  granted  the  manor  and  advowson  to  Edith  and 
rendered  them  to  her  at  the  Court.  To  have  and  to  hold  to  the  said  Edith 
during  her  life,  without  impeachment  of  waste,  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  manor  and  advowson  belong,  with 
remainder  after  her  death  to  Thomas  Syfrewast  son  of  the  aforesaid 
Nicholas  and  Edith,  and  the  heirs  of  his  body  begotten.  To  hold  as 
aforesaid  for  ever,  with  remainder  alter  Thomas'  death,  in  default  of  such 
heir,  to  Sir  John  Chidyok,  knight,  and  Katherine  his  wife  and  the  heirs 
•of  their  bodies.  To  hold  as  aforesaid  for  ever,  with  remainder  after  their 
deaths,  in  default  of  such  heir,  to  the  right  heirs  of  the  said  Sir  John 
■Chidyok.    To  hold  as  aforesaid  for  ever. 

(49)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  17  Henry 
VI.  (1438).  Between  John  Neuburgh,  Junior,  Richard  Whyot,  clerk, 
Richard  Weston  and  John  Gerveys,  querents,  and  Thomas  Helyer  and 
Alice  his  wife,  deforciants,  of  six  messuages,  one  dovecot,  one  virgate, 
one  hundred  acres  of  land,  fifteen  acres  of  meadow,  forty  acres  of  pasture 
six  acres  of  wood,  three  shilling  and  twopence  of  rent  in  Stourmynstre 
Neuton  Castell,  Estbakeber  and  Westbakeber.  Plea  of  covenant  was 
summoned.  Thomas  and  Alice  acknowledged  the  tenements  to  be  the 
right  of  John  Neuburgh  as  those  which  he  and  the  other  querents  have 
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by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Alice  to  the  querents  and  the  heirs  of  John  Neuburgh 
for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Alice 
that  they  will  warrant  the  tenements  to  the  querents  and  the  heirs  of 
John  Neuburgh  against  all  men  for  ever.  For  this  the  querents  gave 
to  Thomas  and  Alice  one  hundred  marks  of  silver. 

(50)  At  Westminster,  in  one  month  from  Easter  day,  17  Henry  VI. 
{1438).  Between  John  Hody.  John  Fortescu,  John  Odelond,  clerk,  John 
Anstyll,  John  Burnell  and  Robert  Straunge,  querents,  and  Walter  Mid- 
denhill  and  Joan  his  wife,  deforciants,  of  the  manor  of  Long  Kyrchill 
and  the  advowson  of  the  church  of  the  same  manor.  Plea  of  covenant 
was  summoned.  Walter  and  Joan  acknowledged  the  manor  and  ad- 
vowson to  be  the  right  of  John  Hody,  as  those  which  he  and  the  other 
querents  have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Joan  to  the  querents  and  the  heirs  of 
John  Hody  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Joan  that  they  will  warrant  the  manor  and  advowson  to  the 
querents  and  the  heirs  of  John  Hody  against  all  men  for  ever.  For  this 
the  querents  gave  to  Walter  and  Joan  three  hundred  marks  of  silver. 

(51)  At  Westminster,  in  fifteen  days  from  Easter  day  17  Henry  VI. 
(1438).  Between  William  Carent,  esquire,  and  Robert  Turges,  querents, 
and  John  Clynton,  Lord  of  Clynton  and  Say,  deforciant,  of  one  hun- 
dred shillings  of  rent  in  Up  Melcombe  Cerne.  Plea  of  covenant  was 
summoned.  John  acknowledged  the  rent  to  be  the  right  of  William, 
and  granted  the  rent  together  with  the  homages  and  whole  services  of 
Isabella  Cerne  and  her  heirs  in  respect  of  the  whole  of  the  tenements 
which  she  held  before  of  the  aforesaid  John  in  the  said  vill.  To  have 
and  to  hold  to  the  said  William  and  Robert  and  the  heirs  of  William  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  rent  belong 
for  ever.  And  John  and  his  heirs  will  warrant  to  the  said  William  and 
Robert  and  the  heirs  of  William  the  said  rent  against  all  men  for  ever. 
For  this  William  and  Robert  gave  to  John  one  hundred  marks  of  silver. 

(52)  At  Westminster,  in  the  Octave  of  St.  Hilary  and  afterwards  in 
fifteen  days  from  Easter  day,  17  Henry  VI.  (1438).  Between  William 
Gerard  and  William  Bronsop,  querents,  and  John  Neuburgh,  Junior, 
and  John  Bedenale  and  Christina  his  wife,  deforciants,  of  the  manor 
of  Wynterborn  Quarelleston.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  manor  to  be  the  right  of  William  Gerard, 
as  that  which  he  and  William  Bronsop  have  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Christina  to  the  said  William  and  William  and  the  heirs  of  William 
Gerard  for  ever.  Moreover  John  Bedenale  and  Christina  granted  for 
themselves  and  the  heirs  of  Christina  that  they  will  warrant  the  manor 
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to  William  and  William  and  the  heirs  of  William  Gerard  against  all 
men  for  ever.  For  this  they  granted  the  manor  to  John  Bedenale  and 
Christina  and  rendered  the  same  to  them  at  the  Court.  To  have  and 
to  hold  to  the  said  John  Bedenale  and  Christina  and  the  heirs  of  their 
bodies  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  the 
said  manor  for  ever,  rendering  therefor  yearly  to  the  said  William  Gerard 
and  his  heirs  during  the  life  of  Alice  wife  of  Walter  Reson  seven  marks 
of  silver,  at  the  feasts  of  St.  Michael  the  Archangel,  Nativity  of  our 
Lord,  Easter,  and  Nativity  of  St.  John  Baptist.  Should  John  Bedenale 
and  Christina  die  without  heir  of  their  bodies  then  the  manor  will  wholly 
remain  to  the  heirs  of  the  body  of  Christina.  To  hold  as  aforesaid  for 
ever,  rendering  therefor  yearly  to  the  said  William  Gerard  and  his  heirs 
during  the  life  of  the  aforesaid  Alice  the  same  seven  marks  at  the  feasts 
aforesaid.  Should  there  be  no  heir  of  the  body  of  Christina  then  the 
manor  will  wholly  remain  to  the  aforesaid  John  Neuburgh,  Junior,  and 
his  heirs.  To  hold  as  aforesaid  for  ever,  rendering  therefor  yearly  to 
the  said  William  Gerard  and  his  heirs  during  the  life  of  the  aforesaid 
Alice  the  same  seven  marks  at  the  feasts  aforesaid.  In  default  of  pay- 
ment of  the  rent  William  Gerard  and  his  heirs  may,  during  Alice's  life, 
distrain  upon  the  goods  and  chattels  found  in  the  said  manor  and  retain 
them  until  full  payment  of  the  arrears  shall  have  been  made.  After  the 
death  of  Alice  the  aforesaid  John  Bedenale  and  Christina  and  their  heirs 
and  the  heirs  of  Christina  and  the  said  John  Neuburgh  and  his  heirs 
shall  be  quit  of  the  payment  of  the  said  money  for  ever. 

(53)  At  Westminster,  in  one  month  from  Easter  day,  17  Henry  VI. 
(1438).  Between  John  Talbot,  William  Clavyle  of  Stoburgh  and  Nicholas 
Holne,  querents,  and  Thomas  Leycer  of  Stodelond  and  Alianora  his 
wife,  daughter  and  heir  of  John  Mayhu  late  of  WThitclif,  deforciants,  ot 
one  messuage,  one  shop,  two  and  a  quarter  acres  of  meadow  and  a 
moiety  of  one  acre  of  land  and  two  shillings  and  sixpence  of  rent  in 
Warham.  Plea  of  covenant  was  summoned.  Thomas  and  Alianora 
acknowledged  the  tenements  to  be  the  right  of  John  as  those  which  he 
and  William  and  Nicholas  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Alianora  to  John, 
William  and  Nicholas  and  the  heirs  of  John  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Alianora  that  they  will 
warrant  to  John,  William  and  Nicholas  and  the  heirs  of  John  the  said 
tenements  against  all  men  for  ever.  For  this  John,  William  and 
Nicholas  gave  to  Thomas  and  Alianora  twenty  pounds  sterling. 

(54)  At  Westminster,  in  the  Octave  of  St.  Hilary,  17  Henry  VI.  (143S). 
Between  John,  Bishop  of  Bath  and  Wells,  John  Hody,  John  Stork, 
Robert  CorrT,  clerk,  and  Hugh  Kene,  querents,  and  John  Edward  and 
Christina  his  wife,  deforciants,  of  one  messuage,  one  hundred  and 
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twenty  acres  of  land,  thirty  acres  of  meadow,  fifteen  acres  of  wood, 
eighty  acres  of  pasture  in  Mapoudre  and  the  advowson  of  the  church 
of  the  said  vill.  Plea  of  covenant  was  summoned.  John  Edward  and 
Christina  acknowledged  the  tenements  and  advowson  to  be  the  right  of 
Robert,  as  those  which  Robert  and  the  other  querents  have  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Christina  to  the  querents  and  the  heirs  of  Robert  for  ever. 
Moreover  John  Edward  and  Christina  granted  for  themselves  and  the 
heirs  of  Christina  that  they  will  warrant  the  tenements  and  advowson 
to  the  querents  and  the  heirs  of  Robert  against  all  men  for  ever.  For 
this  the  querents  gave  to  John  Edward  and  Christina  one  hundred  marks 
of  silver. 

18  Henry  VI.  (1439). 

(55)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Bap- 
tist, 17  Henry  VI.  (1438)  and  afterwards  in  the  Octave  of  St.  Michael, 
18  Henry  VI.  (1439).  Between  Sir  John  Chidyok,  knight,  and  Kath- 
erine  his  wife,  querents,  and  Sir  Thomas  Brook,  knight,  Sir  Thomas 
Beauchamp,  knight,  John  Hody,  Ralph  Bussh,  esquire,  John  Carent, 
senior,  John  Stork,  John  Battescombe,  John  Lemman,  clerk,  William 
Taverner,  Guy  Phylyppe  and  John  Pyry,  deforciants,  of  the  manors  of 
Wynterborn  Houghton  and  Upcerne  and  three  messuages,  twenty  acres 
of  land,  six  acres  of  meadow  in  Wynterborn  Houghton  and  Upcerne  and 
the  advowsons  of  the  churches  of  Wynterborn  Houghton  and  Upcerne. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
manors  and  tenements  and  advowsons  to  be  the  right  of  John  Chidyok 
as  those  which  he  and  Katherine  have  by  their  gift.  For  this  John 
Chidyok  and  Katherine  granted  the  same  to  the  said  Ralph,  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  the  said  Ralph  dur- 
ing his  life  of  John  Chidyok  and  Katherine  and  the  heirs  of  John,  render- 
ing therefor  yearly  to  them  and  the  heirs  of  John  one  rose  at  the  feast 
of  the  Nativity  of  St.  John  Baptist  for  all  service,  custom  and  exaction 
to  them  and  the  heirs  of  the  said  John  belonging,  and  doing  therefor  to 
the  chief  lords  of  that  fee  for  them  and  the  heirs  of  John  all  other  ser- 
vices which  to  the  said  manors,  tenements  and  advowsons  belong. 
After  Ralph's  death  the  manors,  tenements  and  advowsons  wholly  will 
remain  to  John  Carent,  Junior,  and  Joan  his  wife.  To  hold  of  the  said 
John  Chidyok  and  Katherine  and  the  heirs  of  John  by  the  services  afore- 
said as  is  aforesaid  during  the  said  Joan's  life  without  impeachment  of 
waste.  And  John  Chidyok  and  Katherine  and  the  heirs  of  Katherine 
will  warrant  the  manors,  tenements  and  advowsons  to  Ralph  during 
his  life  and  also  to  Joan  against  the  Abbot  of  Bynedon  and  his  sue- 
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cessors.  After  Joan's  death  the  manors,  tenements  and  advowsons 
wholly  will  revert  to  the  said  John  Chidyok  and  Katherine  and  the  heirs 
of  John  quit  of  the  heirs  of  the  aforesaid  Ralph  and  Joan.  To  hold  as 
aforesaid  for  ever. 

(56)  At  Westminster,  on  the  morrow  of  St.  Martin,  18  Henry  VI. 
(1439).  Between  Simon  Talbot  and  Joan  his  wife,  querents,  and  John 
Bover  of  Wymborne  Mynstre  and  Christina  his  wife,  deforciants,  of 
eight  messuages,  four  tofts,  twelve  acres  of  land  in  Wymborne  Mynstre, 
Kyngeston  Lacy  and  Leighe  in  the  county  of  Dorset.  Plea  of  covenant 
was  summoned.  Simon  acknowledged  the  tenements  to  be  the  right  of 
John,  as  those  which  John  and  Christina  have  by  his  gift.  For  this 
John  and  Christina  granted  to  Simon  and  Joan  the  said  tenements,  and 
rendered  them  to  them  at  the  court.  To  have  and  to  hold  to  Simon  and 
Joan  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever.  Should  Simon 
and  Joan  die  without  heir  of  their  bodies  then  the  tenements  will  wholly 
remain  to  the  right  heirs  of  Simon.  To  hold  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  tenements  belong  for  ever.  And 
John  and  Christina  will  warrant  the  tenements  to  Simon  and  Joan  and 
their  heirs  aforesaid  and  also  to  the  right  heirs  of  Simon,  should  Simon 
and  Joan  die  without  heir  of  their  bodies,  against  all  men  for  ever. 

(57)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  18  Henry 
VI.  (1439).  Between  John  Neuburgh,  Junior  and  William  Jerrard, 
querents,  and  Thomas  Wilton  and  Joan  his  wife,  deforciants,  of  one 
messuage,  eighteen  and  a  half  acres  of  land,  three  acres  of  meadow, 
and  a  moity  of  one  acre  of  land  and  pasture  and  four  oxen,  two  cows, 
two  young  oxen,  one  heifer,  one  hundred  and  twelve  sheep  in  Sutton 
Poynez.  Plea  of  covenant  was  summoned.  Thomas  and  Joan  ac- 
knowledged the  tenements  and  pasture  to  be  the  right  of  William  as 
those  which  he  and  John  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  John  and 
William  and  the  heirs  of  William  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  said  tene- 
ments and  pasture  to  John  and  William  and  the  heirs  of  William 
against  all  men  for  ever.  For  this  John  and  William  gave  to  Thomas 
and  Joan  twenty  pounds  sterling. 

19  Henry  VI.  (1440). 

(58)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  19  Henry 
VI.  (1440).  Between  John  Neuburgh,  Junior,  John  Fitzjames,  William 
Gerard,  William  Clavyle  and  William  Pelley,  querents,  and  Sir  John 
Cressy,  knight,  and  Constance  his  wife,  deforciants,  of  the  manor  of 
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Combekaynes.  Plea  of  covenant  was  summoned.  John  Cressy  and 
Constance  acknowledged  the  manor  to  be  the  right  of  John  Neuburgh 
as  that  which  he  and  the  other  querents  have  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Con- 
stance to  the  querents  and  the  heirs  of  John  Neuburgh  for  ever. 
Moreover  John  Cressy  and  Constance  granted  for  themselves  and  the 
heirs  of  Constance  that  they  will  warrant  the  manor  to  the  querents 
and  the  heirs  of  John  Neuburgh  against  all  men  for  ever.  For  this  the 
querents  gave  to  John  Cressy  and  Constance  one  hundred  pounds 
sterling. 

(59)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary,  19 
Henry  VI.  (1440).  Between  William  Cole  and  Robert  Bakebere, 
querents,  and  John  Baret,  senior,  John  Lovell  and  Christina  his  wife, 
William  Mannyng,  John  Wodehele  and  Thomas  Auntioche,  deforciants, 
of  one  messuage,  one  carucate  of  land,  nine  acres  of  meadow,  ten  acres 
of  pasture,  and  pasture  for  four  horses,  six  oxen,  four  cows,  three  hundred 
sheep  in  Pymperne.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  tenements  and  pasture  to  be  the  right  of  William 
Cole  as  those  which  he  and  Robert  have  by  their  gift.  For  this  William 
Cole  and  Robert  granted  the  same  to  John  Baret  and  rendered  them  to 
him  at  the  Court.  To  have  and  to  hold  to  the  said  John  Baret  during 
his  life,  without  impeachment  of  waste,  of  the  chief  lords  of  that  fee  by 
the  services  which  to  those  tenements  and  pasture  belong.  After  the 
death  of  John  Baret  the  tenements  and  pasture  will  wholly  remain  to 
Joan  his  wife,  without  impeachment  of  waste,  to  hold  during  her  life  as, 
aforesaid,  with  remainder  after  her  death  to  Henry  Baret  son  of  the  said 
John  and  Joan  Baret  and  the  heirs  of  his  body  begotten.  To  hold  as 
aforesaid  for  ever,  with  remainder  should  Henry  die  without  heir  of  his 
body  to  William  Baret,  his  brother,  and  the  heirs  of  his  body  begotten. 
To  hold  as  aforesaid  for  ever,  with  remainder  should  William  die  with- 
out heir  of  his  body  to  Robert  Baret,  his  brother  and  the  heirs  of  his 
body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  should 
Robert  die  without  heir  of  his  body  to  John  Baret  junior,  his  brother, 
and  the  heirs  of  his  body  begotten.  To  hold  as  aforesaid  for  ever,  with 
remainder  should  John  Baret  junior  die  without  heir  of  his  body  to 
Margaret  Baret,  his  sister,  and  the  heirs  of  her  body  begotten.  To  hold 
as  aforesaid  for  ever,  with  remainder  should  Margaret  die  without  heir 
of  her  body  to  Margery  Baret  her  sister,  and  the  heirs  of  her  body  be- 
gotten. To  hold  as  aforesaid  for  ever,  with  remainder  should  Margery 
die  without  heir  of  her  body  to  Joan  Baret  her  sister,  and  the  heirs  of 
her  body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  should 
Joan  die  without  heir  of  her  body  to  the  heirs  of  the  aforesaid  John 
Baret,  senior,  and  the  heirs  of  his  body  begotten.    To  hold  as  aforesaid 
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for  ever,  with  remainder  should  there  be  no  heir  of  the  body  of  the  said 
John  Baret,  senior,  to  the  right  heirs  of  the  aforesaid  Christina  daughter 
of  John  Auntioche  son  of  George  Auntioche.  To  hold  as  aforesaid  for 
ever. 

(60)  At  Westminster,  in  the  Octave  of  St.  Martin  and  afterwards  in 
the  Octave  of  St.  Hilary,  19  Henry  VI.  (1440).  Between  Robert 
Rempston  of  Godlyngston,  querent,  and  John  Mayne  of  Knyghton, 
and  Alice  his  wife  and  Richard  Mayne  of  Knyghton,  deforciants,  of  two 
messuages,  one  toft,  one  virgate  and  one  ferling  of  land,  two  acres  and 
one  rood  of  meadow,  thirty  acres  of  pasture,  100  acres  of  heath,  in  Est 
Orchard  in  Purbyk  and  common  of  pasture  for  all  their  animals  in  four 
virgates  of  land  in  the  said  vill.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  and  common  to  be  the 
right  of  Robert,  as  those  which  he  has  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  Robert 
and  his  heirs  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Alice  that  they  will  warrant  the  said  tenements  and  common 
to  Robert  and  his  heirs  against  John  Abbot  of  Cerne  and  his  successors 
for  ever.  For  this  Robert  gave  to  the  deforciants  twenty  pounds 
sterling. 

20  Henry  VI.  (1441). 

(61)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin,  20 
Henry  VI.  (1441).  Between  John  Neuburgh,  Junior,  John  Thornhill 
and  Robert  Hymerford,  querents,  and  William  Alysaundre  and  Isabella 
his  wife  and  William  Carent,  esquire,  deforciants,  of  forty  acres  of  land, 
fifteen  acres  of  meadow  in  More  and  Marnehull  and  the  manor  of 
Thornton,  except  four  messuages,  two  hundred  acres  of  land,  twenty 
acres  of  meadow,  forty  acres  of  pasture  of  the  said  manor.  William 
and  William  acknowledged  the  manor  and  tenements  as  is  aforesaid  to 
be  the  right  of  John  Neuburgh  as  those  which  he  and  the  other  querents 
have  by  their  gift.  For  this  the  querents  granted  the  same  to  William 
Alysaundre  and  Isabella,  and  rendered  them  to  them  at  the  Court.  To 
have  and  to  hold  to  the  said  William  Alysaundre  and  Isabella  and  the 
heirs  of  the  body  of  the  said  William  begotten,  of  the  chief  lords  of  that 
fee  by  the  services  which  to  the  said  manor  and  tenements  as  is  afore- 
said belong  for  ever.  Should  William  Alysaundre  die  without  heir  of 
his  body  then  after  his  and  Isabella's  deaths  the  manor  and  tenements 
as  is  aforesaid  will  wholly  remain  to  William  Carent  and  his  heirs.  To 
hold  as  aforesaid  for  ever. 

(62)  At  Westminster,  in  the  Octave  of  Holy  Trinity,  19  Henry  VI. 
(1440)  and  afterwards  in  the  Octave  of  St.  Michael,  20  Henry  VI.  (1441). 
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Between  John,  Bishop  of  Bath  and  Wells,  Sir  John  Hody,  knight,  Sir 
William  Bonevyle,  knight,  Sir  John  Chidyok,  knight,  William  Stafford, 
esquire,  and  Thomas  Ouedale,  esquire,  querents,  and  John  Cheyne,  es- 
quire, and  Isabella  his  wife,  deforciants,  of  the  manor  of  Fordyngton. 
Plea  of  covenant  was  summoned.  John  Cheyne  and  Isabella  granted 
to  the  querents  the  said  manor,  and  remitted  and  quit  claimed  what- 
ever they  had  therein  for  term  of  Isabella's  life  to  the  querents  and  the 
heirs  of  William  Stafford  for  ever.  For  this  the  querents  gave  to  John 
Cheyne  and  Isabella  one  hundred  pounds  sterling. 

(63)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael, 
20  Henry  VI.  .  (1441).  Between  William  Russell,  clerk,  querent,  and 
Richard  Otewell  and  Edith  his  wife,  deforciants,  of  one  messuage,  ten 
acres  of  land,  two  acres  of  meadow  in  Okeford  Skyllyng.  Plea  of  coven- 
ant was  summoned.  Richard  and  Edith  acknowledged  the  tenements 
to  be  the  right  of  William  as  those  which  he  has  by  their  gift,  and  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Edith  to  the  said  William  and  his  heirs  for  ever.  Moreover  Richard 
and  Edith  granted  for  themselves  and  the  heirs  of  Edith  that  they  will 
warrant  the  tenements  to  William  and  his  heirs  against  all  men  for 
ever.  For  this  William  gave  to  Richard  and  Edith  twenty  pounds 
sterling. 

(64)  At  Westminster,  on  the  Morrow  of  the  Purification  of  the 
Blessed  Mary,  20  Henry  VI.  (1441).  Between  John  Neuburgh,  Junior, 
John  Thornhill  and  Robert  Hymerford,  querents,  and  William  Alysaundre 
and  Isabella  his  wife  and  William  Carent,  esquire,  deforciants,  of  the 
manor  of  Thornton,  four  messuages,  two  hundred  and  forty  acres  of 
land,  thirty-five  acres  of  meadow,  forty  acres  of  pasture  in  Thornton 
More  and  Marnehull.  Plea  of  covenant  was  summoned.  William 
and  William  acknowledged  the  manor  and  tenements  to  be  the  right  of 
John  Neuburgh  as  those  which  he  and  the  other  querents  have  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and  the 
heirs  of  William  Alysaundre  to  the  querents  and  the  heirs  of  John 
Neuburgh  for  ever.  For  this  the  querents  granted  the  manor  and 
tenements  to  William  Alysaundre  and  Isabella  and  rendered  the  same 
to  them  at  the  Court.  To  have  and  to  hold  to  WTilliam  Alysaundre  and 
Isabella  and  the  heirs  of  the  body  of  the  said  William  of  the  chief  lords 
of  that  fee  by  the  services  which  to  the  said  manor  and  tenements 
belong  for  ever.  Should  William  Alysaundre  die  without  heir  of  his  body 
then  after  his  and  Isabella's  deaths  the  manor  and  tenements  will  re- 
main to  William  Carent  and  his  heirs.    To  hold  as  aforesaid  for  ever. 

(65)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  20  Henry 
VI.  (1441).  Between  Thomas  Knoyell,  querent,  and  William  Bonde 
and  Joan  his  wife,  deforciants,  of  one  carucate  of  land,  twelve  acres  of 
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meadow,  one  hundred  acres  of  pasture,  twenty  acres  of  wood  in  Coryng- 
don  and  Halwestok.  Plea  of  covenant  was  summoned.  William  and 
Joan  acknowledged  the  tenements  to  be  the  right  of  Thomas,  as  those 
which  he  has  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Joan  to  Thomas  and  his  heirs  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Joan  that  they 
will  warrant  the  tenements  to  Thomas  and  his  heirs  against  all  men 
for  ever.  For  this  Thomas  gave  to  William  and  Joan  twenty  pounds 
sterling. 

21  Henry  VI.  (1442). 

(66)  At  Westminster,  on  the  morrow  of  St.  Martin,  21  Henry  VI. 
(1442).  Between  Richard  Leyot,  clerk,  John  Burdeux,  clerk,  and 
Richard  Leyot,  esquire,  querents,  and  John  Bover  of  Wymborne  Mynstre 
and  Christina  his  wife,  deforciants,  of  eight  messuages,  one  toft,  nine 
gardens,  twelve  acres  of  land,  six  acres  of  meadow,  two  acres  of  pasture 
in  Wymborne  Mynstef  and  Kyngeston  Lacy.  Plea  of  covenant  was 
summoned.  John  Bover  and  Christina  acknowledged  the  tenements  to 
be  the  right  of  Richard  Leyot,  esquire,  as  those  which  he  and  the  other 
querents  have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  John  to  the  querents  and  the  heirs  of 
Richard  Leyot,  esquire,  for  ever.  Moreover  John  Bover  and  Christina 
granted  for  themselves  and  the  heirs  of  Christina  that  they  will  warrant 
the  said  tenements  to  the  querents  and  the  heirs  of  Richard  Leyot, 
esquire,  against  all  men  for  ever.  For  this  the  querents  granted  to  John 
Bover  and  Christina  the  said  tenements  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  John  Bover  and  Christina  during 
their  lives  of  the  querents  and  the  heirs  of  Richard  Leyot,  esquire, 
rendering  therefor  yearly  one  rose  at  the  feast  of  the  Nativity  of  St.  John 
Baptist  for  all  service,  custom  and  exaction  to  the  said  querents  and  the 
heirs  of  Richard  Leyot,  esquire,  belonging,  and  doing  therefor  to  the 
chief  lords  of  that  fee  for  the  said  querents  and  the  heirs  of  Richard 
Leyot,  esquire,  all  other  services  which  to  the  said  tenements  belong. 
After  the  deaths  of  John  Bover  and  Christina  the  tenements  will  wholly 
revert  to  the  querents  and  the  heirs  of  Richard  Leyot,  esquire,  quit  ot 
the  heirs  of  John  Bover  and  Christina.    To  hold  as  aforesaid  for  ever. 

(67)  At  Westminster,  on  the  morrow  of  St.  Martin,  21  Henry  VI. 
(1442).  Between  Richard  Leyot,  "  Gentilman,"  querent,  and  John 
Wodemanton,  deforciant,  of  six  messuages,  three  tofts,  one  dovecot, 
eighty  acres  of  land,  fourteen  acres  of  meadow  in  Wymborn  Mynstre, 
Kyngeston  Lacy,  Wodekesworth  and  Crayford.  Plea  of  covenant  was 
summoned.    John  acknowledged  the  tenements  to  be  the  right  ot 
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Richard,  as  those  which  Richard  has  by  his  gift,  and  he  remitted  and 
quit  claimed  the  same  for  himself  and  his  heirs  to  Richard  and  his  heirs 
for  ever.  Moreover  he  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  tenements  to  Richard  and  his  heirs  against  all  men  forever. 
For  this  Richard  gave  to  John  one  hundred  pounds  sterling. 

(68)  At  Westminster,  in  one  month  from  Easter  day,  21  Henry  VL 
(1442)  and  afterwards  in  the  Octave  of  Holy  Trinity  in  the  same  year. 
Between  Robert  Rempston,  Senior,  John  Neuburgh.  Junior,  John  Rocle, 
John  Haket  and  Walter  Payn,  querents,  and  Stephen  Mathewe  and 
Isabella  his  wife,  deforciants,  of  two  tofts,  nineteen  and  a  half  acres  of 
land  and  a  moiety  of  one  acre  and  a  third  part  of  two  acres  of  meadow 
and  a  fourth  part  of  twenty-four  acres  of  heath  in  Estwolgerston, 
Godelyngston  and  Olewelle  in  Purbyk.  Plea  of  covenant  was  sum- 
moned. Stephen  and  Isabella  acknowledged  the  tenements  to  be  the 
right  of  Robert,  as  those  which  he  and  the  other  querents  have  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Isabella  to  the  querents  and  the  heirs  of  Robert  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Isabella  that 
they  will  warrant  the  tenements  to  the  querents  and  the  heirs  of  Robert 
against  all  men  for  ever.  For  this  the  querents  gave  to  Stephen  and 
Isabella  twenty  pounds  sterling. 

23  Henry  VI.  (1444). 

(69)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  23  Henry  VI.  (1444).  Between  Andrew  Edward  and 
Isabella  his  wife,  querents,  and  William  Spencer  of  Sturmynstre  Neuton 
Castell  and  Edith  his  wife,  deforciants,  of  one  toft,  forty  acres  of  land, 
one  acre  of  meadow,  ten  acres  of  pasture,  one  acre  of  wood  in  Hauke- 
chirche  and  a  moiety  of  sixty  acres  of  pasture  called  Donne  and  Mersshe 
in  Haukechirche.  Plea  of  covenant  was  summoned.  William  and 
Edith  acknowledged  the  tenements  and  moiety  to  be  the  right  of  Andrew, 
as  those  which  he  and  Isabella  have  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Edith  to 
Andrew  and  Isabella  and  the  heirs  of  Andrew  for  ever.  Moreover 
William  and  Edith  granted  for  themselves  and  the  heirs  of  Edith  that 
they  will  warrant  the  said  tenements  and  moiety  to  Andrew  and  Isabella 
and  the  heirs  of  Andrew  against  all  men  for  ever.  For  this  Andrew  and 
Isabella  gave  to  William  and  Edith  one  hundred  marks  of  silver. 

(7c)  At  Westminster,  in  the  Octave  of  St.  Johns  Baptist,  23  Henry 
VI.  (1444).  Between  Richard  Bele,  clerk,  querent,  and  Simon  Talbot 
and  Joan  his  wife,  deforciants,  of  one  messuage,  three  tofts,  one  acre 
of  land  in  Warham.    Plea  of  covenant  was  summoned.    Simon  and 
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Joan  acknowledged  the  tenements  to  be  the  right  of  Richard  as  those 
which  he  has  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
foi  themselves  and  the  heirs  of  Joan  to  Richard  and  his  heirs  for  ever. 
Moreover  Simon  and  Joan  granted  for  themselves  and  the  heirs  of  Joan 
that  they  will  warrant  the  tenements  to  Richard  and  his  heirs  against 
all  men  for  ever.  For  this  Richard  gave  to  Simon  and  Joan  twenty 
pounds  sterling. 

(71)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  23  Henry 
VI.  (1444)-  Between  John  Wyche,  querent,  and  John  More  and  Alice 
his  wife,  deforciants,  of  one  messuage,  one  garden  in  Shaftesbury.  Plea 
of  covenant  was  summoned.  John  More  and  Alice  acknowledged  the 
tenements  to  be  the  right  of  John  Wyche  as  those  which  he  has  by 
their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Alice  to  John  Wyche  and  his  heirs  for  ever.  Moreover 
they  granted  for  themselves  and  the  heirs  of  Alice  that  they  will  warrant 
the  tenements  to  John  Wyche  and  his  heirs  against  all  men  for  ever. 
For  this  John  Wyche  gave  to  John  More  and  Alice  forty  pounds 
sterling. 

24  Henry  VI.  (1445)- 

(72)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael. 
24  Henry  VI.  (1445).  Between  John  Blanford,  senior,  Dyer,  querent, 
and  John  Estewell  and  Alice  his  wife,  deforciants,  of  two  messuages, 
three  tofts,  one  dovecot,  one  garden,  seven  acres  of  land  in  Shaftesbury. 
Plea  of  covenant  was  summoned.  John  Estewell  and  Alice  acknow- 
ledged the  tenements  to  be  the  right  of  John  Blanford,  as  those  which 
he  has  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Alice  to  John  Blanford  and  his  heirs  for 
ever.  For  this  John  Blanford  gave  to  John  Estewell  and  Alice  one 
hundred  marks  of  silver. 

(73)  At  Westminster,  on  the  morrow  of  St.  Martin,  24  Henry  VI. 
(1445).  Between  Richard  Bele,  querent,  and  Henry  Hickys  and  Joan 
his  wife,  deforciants,  of  one  messuage  in  Warham.  Plea  of  covenant 
was  summoned.  Henry  and  Joan  acknowledged  the  messuage  to  be 
the  right  of  Richard  as  those  which  he  has  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan 
to  Richard  and  his  heirs  for  ever.  Moreover  Henry  and  Joan  granted 
for  themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  messu- 
age to  Richard  and  his  heirs  against  all  men  forever.  For  this  Richard 
gave  to  Henry  and  Joan  twenty  marks  of  silver. 

(74)  At  Westminster,  on  the  morrow  of  St.  Martin,  24  Henry  VI. 
,(1445).     Between  Sampson  Broun  and  John  Holewale,  querents,  anu 
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Thomas  Blakemore,  deforciant,  of  the  manor  of  Blakemore,  in  the  parish 
of  Wotton  Glamvile  and  three  messuages,  two  carucates  and  four  vir- 
gates  of  land,  sixty-two  acres  of  meadow,  forty  acres  of  pasture,  fourteen 
acres  of  wood  and  common  of  pasture  for  all  cattle  and  animals  of  the 
said  Sampson  and  John  in  Wotton  Glamvile,  Westpulham,  Wynterburn- 
assheton,  Wolveton  and  Blakemore.  Plea  of  covenant  was  summoned. 
Thomas  acknowledged  the  manor,  tenements  and  common  to  be  the  right 
of  Sampson  as  those  which  he  and  John  have  by  his  gift,  and  he  remitted 
and  quit  claimed  the  same  for  himself  and  his  heirs  to  Sampson  and 
John  and  the  heirs  of  Sampson  for  ever.  Moreover  Thomas  granted 
for  himself  and  his  heirs  that  they  will  warrant  the  manor,  tenements 
and  common  to  Sampson  and  John  and  the  heirs  of  Sampson  against 
all  men  for  ever.  For  this  Sampson  and  John  granted  the  manor,  tene- 
ments and  common  to  Thomas  and  rendered  them  to  him  at  the  Court. 
To  have  and  to  hold  to  Thomas  and  the  heirs  of  his  body  begotten  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor,  tene- 
ments and  common  belong  for  ever.  Should  Thomas  die  without  heir 
of  his  body  begotten  then  the  manor,  tenements  and  common  will  wholly 
remain  to  John  Neuburgh  and  his  heirs.    To  hold  as  aforesaid  for  ever. 

(7  5)  At  Westminster,  on  the  Morrow  of  the  Purification  of  the  Blessed 
Mary,  24  Henry  VI.  (1445),  anc*  afterwards  in  the  Octave  of  Holy  Trinity 
in  the  same  year.  Between  William  Carent,  John  Neuburgh,  Robert 
Brunyng,  John  Baret  and  Henry  Pryns,  querents,  and  Thomas  Knoyell, 
William  Bonde  and  Joan  his  wife  and  William  Atkyns,  deforciants, 
of  one  messuage,  one  toft,  one  and  a  half  carucates  of  land,  six  acres  ot 
meadow,  one  hundred  and  sixty  acres  of  pasture  and  thirty-four  acres  of 
wood  in  Halwestoke,  Coryngdon,  la  Lyle  and  Netherstoke.  Plea  of 
covenant  was  summoned.  The  deforciants  acknowledged  the  tenements 
to  be  the  right  of  Henry  as  those  which  he  and  the  other  querents  have 
by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Joan  to  the  querents  and  the  heirs  of  Henry  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Joan  that  they 
will  warrant  the  tenements  to  the  querents  and  the  heirs  of  Henry 
against  Nicholas  Abbot  of  Glaston[bury]  and  his  successors  for  ever. 
For  this  the  querents  gave  to  the  deforciants  two  hundred  marks  of  silver. 

25  Henry  VI.  (1446). 

(76)  At  Westminster,  on  the  morrow  of  St.  Martin,  25  Henry  VI. 
(1446).  Between  William  Carent,  esquire,  Nicholas  Latymer,  Robert 
Turges,  John  Stork,  senior,  John  Spenser  and  Robert  Hymerford, 
querents,  and  Robert  Camell  and  Margaret  his  wife,  deforciants,  of 
five  messuages,  one  dovecot,  one  hundred  and  forty  acres  of  land, 


366 


Dorset  Fines. 


twenty-two  acres  of  meadow,  forty  acres  of  pasture,  four  acres  of  wood 
in  Lyllyngton.  Plea  of  covenant  was  summoned.  Robert  Camell 
and  Margaret  acknowledged  the  tenements  to  be  the  right  of  Robert 
Hymerford,  as  those  which  he  and  the  other  querents  have  by  their 
.gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Margaret  to  the  querents  and  the  heirs  of  Robert  Hymer- 
ford for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of 
Margaret  that  they  will  warrant  the  tenements  to  the  querents  and  the 
heirs  of  Robert  Hymerford  against  all  men  for  ever.  For  this  the 
querents  gave  to  Robert  Camell  and  Margaret  one  hundred  marks  of 
silver. 

26  Henry  VI.  (1447). 

(77)  At  Westminster,  on  the  morrow  of  Souls,  26  Henry  VI.  (1447V 
Between  Sir  William  Bonevile,  knight,  Sir  Humphrey  Stafford,  knight, 
William  Stafford,  esquire,  Thomas  Ovedale,  esquire,  and  John  Mowne, 
esquire,  querents,  and  Robert  Thurburn  and  Christina  his  wife,  deforci- 
ants, of  the  manors  of  Knolle  and  Brokhampton,  and  four  messuages, 
four  tofts,  one  dovecot,  two  hundred  acres  of  land,  ten  acres  of  meadow, 
one  hundred  acres  of  pasture,  fourteen  acres  of  wood  and  sixpence  half- 
penny of  rent  and  a  rent  of  one  pound  of  wax  and  common  of  pasture 
for  every  kind  of  the  cattle  of  the  querents  in  Knolle,  Knolton,  Brok- 
hampton, Wodelond  and  Phelpeston.  Plea  of  covenant  was  summoned. 
Robert  and  Christina  acknowledged  the  said  manors,  tenements,  rents 
and  common  to  be  the  right  of  William  Stafford  as  those  which  he  and 
the  other  querents  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Christina  to  the  querents  and 
the  heirs  of  William  Stafford  for  ever.  Moreover  Robert  and  Christina, 
granted  for  themselves  and  the  heirs  of  Christina  that  they  will  warrant 
the  manors,  tenements,  rents  and  common  to  the  querents  and  the  heirs 
of  William  Stafford  against  all  men  for  ever.  For  this  the  querents 
gave  to  Robert  and  Christina  one  hundred  marks  of  silver. 

(78)  At  Westminster,  on  the  Morrow  of  Souls,  26  Henry  VI.  (1447L 
Between  John  Carent  and  Alice  his  wife,  querents,  and  Thomas  Gildon, 
deforciant,  of  the  manors  of  Knyghtestrete,  Totebere  and  Kentelesworth. 
Plea  of  covenant  was  summoned.  Thomas  acknowledged  the  manors 
to  be  the  right  of  John  as  those  which  he  and  Alice  have  by  his  gift, 
and  he  remitted  and  quit  claimed  the  same  for  himself  and  his  heirs 
to  John  and  Alice  and  the  heirs  of  John  for  ever.  Moreover  Thomas 
granted  for  himself  and  his  heirs  that  they  will  warrant  the  manors  to 
John  and  Alice  and  the  heirs  of  John  against  all  men  for  ever.  For  this 
John  and  Alice  gave  to  Thomas  one  hundred  pounds  sterling. 
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(79)  At  Westminster,  on  the  Morrow  of  St.  Martin  and  afterwards 
in  the  Octave  of  St.  Hilary,  26  Henry  VI.  (1447).  Between  Thomas 
Husee,  esquire,  and  John  Neuburgh,  querents,  and  William  Stafford, 
esquire,  William  Man,  vicar  of  the  church  of  Stourmynstre  Marchall 
and  John  Pryour  and  Edith  his  wife,  deforciants,  of  twenty  acres  of 
land,  four  acres  of  pasture  in  Lychet  Mautravers.  Plea  of  covenant 
was  summoned.  William,  William  and  John  Pryour  acknowledged  the 
tenements  to  be  the  right  of  Thomas  as  those  which  he  and  John  Neu- 
burgh have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  John  Pryour  to  Thomas  and  John  Neu- 
burgh and  the  heirs  of  Thomas  for  ever.  For  this  Thomas  and  John 
Neuburgh  granted  the  said  tenements  to  John  Pryour  and  Edith  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  John 
Pryour  and  Edith  and  the  heirs  of  John's  body  begotten  of  Thomas  and 
John  Neuburgh  and  the  heirs  of  Thomas  for  ever.  Rendering  therefor 
yearly  one  penny  at  the  feast  of  St.  Michael  the  Archangel  for  all  service, 
custom  and  exaction  to  the  said  Thomas  and  John  Neuburgh  and  the 
heirs  of  Thomas  belonging,  and  doing  therefor  to  the  chief  lords  of  that 
fee  for  the  said  Thomas  and  John  Neuburgh  and  the  heirs  of  Thomas 
all  other  services  which  to  the  said  tenements  belong  for  ever.  And 
Thomas  and  John  Neuburgh  and  the  heirs  of  Thomas  will  warrant  the 
tenements  to  John  Pryour  and  Edith  and  the  heirs  of  John  against 
Edmond  Abbot  of  Westminster  and  his  successors  for  ever.  Should 
John  Pryour  die  without  heir  of  his  body  begotten  then  after  the  deaths 
of  John  and  Edith  the  tenements  wholly  will  revert  to  the  said  Thomas 
and  John  Neuburgh  and  the  heirs  of  Thomas  quit  of  the  other  heirs  of 
John  Pryour.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  tenements  belong  for  ever. 

(80)  At  Westminster,  in  one  month  from  Easter  day,  26  Henry  VI. 
(1447).  Between  Thomas  Haydook,  John  Layborne,  clerk,  and  John 
Langport,  querents,  and  Walter  Panter  and  Alice  his  wife  and  John 
Grey  and  Alice  his  wife,  deforciants,  of  four  messuages,  one  toft,  one 
hundred  and  eighty  acres  of  land,  ten  acres  of  meadow  in  Charleton. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
tenements  to  be  the  right  of  Thomas  as  those  which  he  and  John  Lay- 
borne  and  John  Langport  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Alice  and  Alice  to 
the  said  Thomas,  John  Layborne  and  John  Langport  and  the  heirs  of 
Thomas  for  ever.  Moreover  the  deforciants  and  the  heirs  of  Alice  and 
Alice  will  warrant  the  tenements  to  the  querents  and  the  heirs  of 
Thomas  against  all  men  for  ever.  For  this  the  querents  granted  the 
said  tenements  to  Walter  Panter  and  Alice  his  wife  and  rendered  them 
to  them  at  the  Court.    To  have  and  to  hold  to  Walter  and  Alice  during 
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their  lives  without  impeachment  of  waste  of  the  querents  and  the  heirs 
of  Thomas.  Rendering  therefor  yearly  to  the  querents  and  the  heirs  of 
Thomas  twenty  shillings  of  silver,  namely  one  moiety  at  the  feast  of 
the  Annunciation  of  the  Blessed  Mary  and  the  other  moiety  at  the  feast 
of  St.  Michael  the  Archangel  for  all  service,  custom  and  exaction  to  the 
said  querents  and  the  heirs  of  Thomas  belonging,  and  doing  therefor 
to  the  chief  lords  of  that  fee  for  the  said  querents  and  the  heirs  of 
Thomas  all  other  services  which  to  the  said  tenements  belong.  After 
the  deaths  of  Walter  and  Alice  the  tenements  will  wholly  remain  to 
John  Grey  and  Alice  his  wife  and  the  heirs  of  the  body  of  Alice  begotten. 
To  hold  of  the  querents  and  the  heirs  of  Thomas.  Rendering  therefor 
yearly  to  the  querents  and  the  heirs  of  Thomas  fifty-two  shillings  and 
sixpence  at  the  terms  abovesaid  for  all  service  as  is  aforesaid  for  ever. 
Should  Alice  wife  of  John  Grey  die  without  heir  of  her  body  begotten 
then  after  the  deaths  of  both  John  Grey  and  Alice  the  tenements  will 
wholly  revert  to  the  querents  and  the  heirs  of  Thomas  quit  of  the  other 
heirs  of  the  said  Walter  and  Alice  and  John  Grey  and  Alice.  To  hold 
as  aforesaid  for  ever. 

27  Henry  VI.  (1448). 

(81)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John  Baptist, 
26  Henry  VI.  (1447),  anc*  afterwards  in  the  Octaves  of  St.  Michael,  27 
Henry  VI.  (1448).  Between  William  Brounyng,  esquire,  querent,  and 
William  Leyot  and  Margaret  his  wife,  deforciants,  of  one  messuage, 
thirty  acres  of  land,  one  acre  of  meadow  in  Melbury  Osmond.  Plea 
of  covenant  was  summoned.  William  Leyot  and  Margaret  acknow- 
ledged the  tenements  to  be  the  right  of  William  Brounyng  as  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Margaret  to  William  Brounyng  and  his  heirs  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Margaret  that 
they  will  warrant  the  tenements  to  William  Brounyng  and  his  heirs 
against  all  men  for  ever.  For  this  William  Brounyng  gave  to  William 
Leyot  and  Margaret  twenty  pounds  sterling. 

(82  and  83) 1  At  Westminster,  in  fifteen  days  from  Easter  day,  27 
Henry  VI.  (1448).  Between  William  Alnewyk,  Bishop  of  Lincoln,  John 
Viscount  de  Beaumont,  Sir  Walter  Hungerford,  knight,  Sir  Ralph 
Boteler,  knight,  Sir  John  Fastolff,  knight,  Sir  William  Oldehall,  knight, 
William  Tresham,  esquire,  William  Burley,  esquire,  Thomas  Yongc 
and  Thomas  Wyloughby,  querents,  and  Richard,  Duke  of  York  and 
Cecilia  his  wife,  deforciants,  of  the  manor  of  Wodkysworth.    Plea  of 


1  Two  numbers  to  this  fine. 
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covenant  was  summoned.  The  Duke  and  Cecilia  acknowledged  the 
manor  to  be  the  right  of  Thomas  Wyloughby  as  that  which  he  and  the 
other  querents  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Cecilia  to  the  querents  and 
the  heirs  of  Thomas  Wyloughby  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Cecilia  that  they  will  warrant  the  manor  to 
the  querents  and  the  heirs  of  Thomas  Wyloughby  against  all  men  for 
ever.  For  this  the  querents  gave  to  the  Duke  and  Cecilia  one  hundred 
pounds  sterling. 

(84)  At  Westminster,  in  the  Octave  of  Holy  Trinity,  27  Henry  VI. 
(1448).  Between  Edmond,  Duke  of  Somerset,  Thomas  Mauncelly 
esquire,  and  Roger  Ivye,1  esquire,  querent,  and  Thomas  Gildene  of 
Langton  juxta  Blancford  in  co.  Dorset,  "Gentilman,"  deforciant,  of  three 
messuages,  twelve  oxgangs  of  land,  six  acres  of  meadow,  thirty  shillings 
of  rent  in1  Redelyngton  juxta  Corfecastell.  Plea  of  covenant  was  sum- 
moned. Thomas  Gildene  acknowledged  the  tenements  to  be  the  right 
of  the  Duke  as  those  which  the  Duke  and  the  other  querents  have  by 
his  gift,  and  he  remitted  and  quit  claimed  the  same  for  himself  and 
his  heirs  to  the  querents  and  the  heirs  of  the  Duke  for  ever.  Moreover 
Thomas  Gildene  granted  for  himself  and  his  heirs  that  they  will  war- 
rant the  tenements  to  the  querents  and  the  heirs  of  the  Duke  against 
all  men  for  ever.  For  this  the  querents  gave  to  Thomas  Gildene  one 
hundred  pounds  sterling. 

28  Henry  VI.  (1449). 

(85)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist,  26  Henry  VI.  (1447)  and  afterwards  in  the  Octave  of  St. 
Michael,  28  Henry  VI.  (1449).  Between  Thomas  Courtenay,  Earl  of 
Devon,  querent,  and  Hugh  Champernon  and  Joan  his  wife,  daughter 
and  heir  of  John  Kaynes,  deforciants,  of  the  manor  of  Stokevvake. 
Plea  cf  covenant  was  summoned.  Hugh  and  Joan  acknowledged  the 
manor  to  be  the  right  of  the  Earl,  and  they  granted  for  themselves  and 
the  heirs  of  Joan  that  the  said  manor  which  Nicholas  Kaynes  holds  for 
term  of  life  with  remainder  to  Edmund  Kaynes,  if  the  same  Edmund 
survived  Nicholas,  to  hold  during  his  life  of  the  inheritance  of  the  said 
Joan,  on  the  day  this  concord  was  made,  and  which  after  the  deaths  of 
Nicholas  and  Edmund  ought  to  revert  to  Hugh  and  Joan  should  then 
wholly  remain  to  the  Earl  and  his  heirs.  To  hold  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  manor  belong  for  ever.  And 
Hugh  and  Joan  and  the  heirs  of  Joan  will  warrant  the  manor  to  the  Earl 
and  his  heirs  against  all  men  for  ever.  For  this  the  Earl  gave  to  Hugh 
and  Joan  three  hundred  marks  of  silver. 

1  The  name  might  be  Ivye,  Inye,  or  Juye. 
24 
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(86)  At  Westminster,  on  the  morrow  of  St.  Martin,  28  Henry  VI. 
(1449).  Between  John  Noreys,  esquire,  querent,  and  Nicholas  Golley 
and  Agnes  his  wife,  deforciants,  of  eight  messuages,  three  acres  of  land, 
four  acres  of  meadow  in  Wymborne  Mynstre,  Kyngeston  Lacy,  Wodok- 
kesworth  and  Craweford.  Plea  of  covenant  was  summoned.  Nicholas 
and  Agnes  acknowledged  the  tenements  to  be  the  right  of  John  as  by 
their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
.and  the  heirs  of  Agnes  to  John  and  his  heirs  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Nicholas  that  they  will  warrant 
the  tenements  to  John  and  his  heirs  against  all  men  for  ever.  For  this 
John  gave  to  Nicholas  and  Agnes  one  hundred  marks  of  silver. 

(87)  At  Westminster,  in  the  Octave  of  St.  Martin  and  afterwards  in 
in  the  Octave  of  St.  Hilary,  28  Henry  VI.  (1449).  Between  Walter 
Payn  and  William  Morton,  querents,  and  Robert  Rempston  and 
Margaret  his  wife,  deforciants,  of  the  manor  of  Godlyngston  in 
Purbyk,  and  eight  messuages,  four  tofts,  one  mill,  one  hundred  and 
seventy  acres  of  land,  six  acres  of  meadow,  one  hundred  acres  of  pasture, 
one  hundred  acres  of  heath,  three  shillings  and  one  penny  of  rent  and 
a  rent  of  one  pound  of  pepper  and  three  roses,  and  a  moiety  of  one  mill 
and  one  carucate  of  land  in  Dene,  Olewelle,  Swanewich,  Herston  and 
Lewestfyld  and  common  of  pasture  for  all  manner  of  cattle  and  animals 
of  the  said  Robert  in  Stodeland  without  number.  Plea  of  covenant  was 
•summoned.  Robert  acknowledged  the  manor,  tenements,  rent,  moiety 
and  common  to  be  the  right  of  Walter,  of  which  Walter  and  William 
have  the  manor,  tenements,  moiety  and  common  by  gift  of  Robert,  and 
he  remitted  and  quit  claimed  the  same  for  himself  and  his  heirs  to 
Walter  and  William  and  the  heirs  of  Walter  for  ever.  Moreover 
Robert  granted  for  himself  and  his  heirs  that  they  will  warrant  the 
manor,  tenements,  moiety  and  common  to  Walter  and  William  and 
the  heirs  of  Walter  against  all  men  for  ever.  For  this  Walter  and 
William  granted  the  same  to  Robert  and  Margaret,  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  Robert  and  Margaret 
and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  the  manor,  tenements,  moiety  and  common  for  ever,  and 
they  the  rent  to  Robert  and  Margaret,  together  with  the  homages  and 
whole  services  of  John  Moulham,  John  Houchyns,  Richard  Byle, 
Stephen  Raulyn,  John  Neuburgh  of  Swanwych  and  Edith  his  wife,  John 
Gylet,  Edith  daughter  and  heir  of  John  Tegge,  William  Janyn,  Nicholas 
Saunder  and  Alice  his  wife,  William  Saunder  and  William  Atfyger  and 
their  heirs  in  respect  of  the  whole  of  the  tenements  which  they  before 
held  of  the  said  Walter  and  William  Morton  in  the  aforesaid  vills.  To 
have  and  to  hold  to  Robert  and  Margaret  and  their  heirs  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  rent  belong  for  ever. 
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Should  Robert  and  Margaret  die  without  heir  of  their  bodies  then  the 
manor,  tenements,  rent,  moiety  and  common,  as  is  aforesaid,  will  wholly 
remain  to  John  Neuburgh  of  Estlulleworth,  esquire,  and  Alice  his  wife 
and  the  heirs  which  John  shall  beget  by  Alice,  to  hold  as  aforesaid  for 
ever.  Should  John  Neuburgh  of  Estlulleworth  die  without  heir  by 
Alice,  then  after  the  deaths  of  both  John  and  Alice  the  manor,  tenements, 
rent,  moiety  and  common  as  is  aforesaid  will  wholly  remain  to  the  right 
heirs  of  the  said  Robert.    To  hold  as  aforesaid  for  ever. 

(88)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
28  Henry  VI.  (1449).  Between  Sampson  Broun,  John  Bole,  querents, 
and  Walter  Chyverell,  deforciant,  of  one  messuage,  one  hundred  and 
sixty  acres  of  land,  five  acres  of  meadow,  two  hundred  acres  of  pasture 
in  Upperstirtyll  and  Nytherstyrtyll  and  common  of  pasture  for  all 
manner  of  animals  of  the  safd  Walter  without  number  in  Nytherstyrtyll. 
Plea  of  convenant  was  summoned.  Walter  acknowledged  the  tenements 
and  common  to  be  the  right  of  Sampson  as  those  which  Sampson  and 
John  have  by  gift  of  Walter,  and  he  remitted  and  quit  claimed  the  same 
for  himself  and  his  heirs  to  Sampson  and  John  and  the  heirs  of  Sampson 
for  ever.  Moreover  Walter  granted  for  himself  and  his  heirs  that  they 
will  warrant  the  said  tenements  and  common  to  Sampson  and  John 
and  the  heirs  of  Sampson  against  all  men  for  ever.  For  this  Sampson 
and  John  granted  the  tenements  and  common  to  Walter  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  Walter  and  the 
heirs  of  his  body  begotten  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  tenements  and  common  belong  for  ever.  Should 
Walter  die  without  heir  of  his  body  begotten,  then  after  the  death  of 
Walter  the  tenements  and  common  wholly  will  remain  to  John  Neuburgh, 
Junior,  son  of  John  Neuburgh,  senior,  esquire,  and  the  heirs  of  his  body 
begotten.  So  hold  as  aforesaid  forever.  Should  John  Neuburgh, 
Junior,  die  without  heir  of  his  body  begotten  the  tenements  and  common 
will  wholly  remain  to  Robert  Neuburgh,  his  brother,  and  the  heirs  of 
his  body  begotten.  To  hold  as  aforesaid  for  ever,  with  remainder 
should  Robert  Neuburgh  die  without  heir  of  his  body  begotten,  to 
Thomas  Neuburgh,  his  brother,  and  the  heirs  of  his  body  begotten. 
To  hold  as  aforesaid  for  ever,  with  remainder  should  Thomas  die 
without  heir  of  his  body  begotten,  to  the  aforesaid  John  Neuburgh, 
senior,  and  the  heirs  of  his  body  begotten.  To  hold  as  aforesaid  for 
ever,  with  remainder  should  he  die  without  heir  of  his  body  begotten,  to 
the  right  heirs  of  the  aforesaid  Walter.    To  hold  as  aforesaid  for  ever. 

(89)  At  Westminster,  in  fifteen  days  from  the  day  of  St,  Hilary,  28 
Henry  VI.  (1449).  Between  John  Stradelyng,  clerk,  and  Walter 
Popham,  querents,  and  Sir  Edward  Stradelyng,  knight,  and  Joan  his 
wife,  deforciants,  of  two  parts  of  the  manor  of  Compton  Hawey  and 
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the  advowson  of  the  church  of  Compton  Hawey.  Plea  of  convenant 
was  summoned.  Edward  and  Joan  acknowledged  the  said  two  parts 
and  advowson  to  be  the  right  of  John  as  those  which  John  and  Walter 
have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Joan  to  John  and  Walter  and  the  heirs  of 
John  for  ever.  Moreover  Edward  and  Joan  granted  for  themselves  and 
the  heirs  of  Joan  that  they  will  warrant  the  two  parts  and  advowson  to 
John  and  Walter  and  the  heirs  of  John  against  all  men  for  ever.  For 
this  John  and  Walter  gave  to  Edward  and  Joan  one  hundred  pounds 
sterling. 

30  Henry  VI.  (1451). 

(90a)  At  Westminster,  in  the  Octave  of  St.  Martin,  30  Henry 
VI.  (1451).  Between  James  Ormond,  Earl  of  Wilts  and  Avicia  his  wife, 
querents,  and  William  Selke  and  William  Combe,  deforciants,  of  the 
manor  of  Sutton  Poyntz  and  -the  hundred  of  Colifordestre.  Plea  of 
covenant  was  summoned,  William  and  William  granted  the  manor  and 
hundred  to  the  Earl  and  Avicia,  and  rendered  them  to  them  at  the 
Court.  To  have  to  the  Earl  and  Avicia  and  the  heirs  of  their  bodies 
lawfully  begotten.  To  hold  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manor  and  hundred  belong  for  ever.  Should  the  Earl 
and  Avicia  die  without  heir  of  their  bodies  lawfully  begotten,  then  the 
manor  and  hundred  will  wholly  remain  to  the  heirs  of  the  body  of  Avicia 
lawfully  begotten.  To  hold  as  aforesaid  for  ever.  Should  there  be  no 
such  heir  of  the  body  of  Avicia,  then  the  manor  and  hundred  wholly  will 
remain  to  the  heirs  of  the  body  of  the  Earl  lawfully  begotten.  To  hold 
as  aforesaid  for  ever,  with  remainder  in  default  of  such  to  John  Neuburgh,. 
esquire,  and  the  heirs  of  his  body  lawfully  begotten.  To  hoid  as  afore- 
said for  ever,  with  remainder  after  his  death  in  default  of  such  heirs  to 
the  right  heirs  of  the  said  John.    To  hold  as  aforesaid  for  ever. 

(906)  At  Westminster,  in  the  Octave  of  St.  Michael,  30  Henry  VI. 
(145 1).  Between  William  Selke,  clerk,  and  William  Combe,  querents, 
and  James  Ormond,  Earl  of  Wilts  and  Avicia  his  wife  and  John 
Neuburgh,  esquire,  deforciants,  of  the  manor  of  Sutton  Poyntz  and  the 
hundred  of  Colifordestre.  Plea  of  convenant  was  summoned.  The 
Earl,  Avicia  and  John  acknowledged  the  manor  and  hundred  to  be  the 
right  of  William  Selke,  as  those  which  the  said  William  and  William 
Combe  have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  John  to  William  and  William  and  the 
heirs  of  William  Selke  for  ever.  Moreover  the  Earl,  Avicia  and  John 
granted  for  themselves  and  the  heirs  of  John  that  they  will  warrant  the 
manor  and  hundred  to  William  and  William  and  the  heirs  of  William 
Selke  against  all  men  for  ever.  For  this  William  and  William  gave  to 
the  Earl,  Avicia  and  John  five  hundred  marks  of  silver. 
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(91a)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
30  Henry  VI.  (145 1).  Between  John  Mohun  and  Robert  Grey,  querents, 
and  John  Peverell  and  Agnes  his  wife  and  William  Chike,  deforciants, 
of  one  messuage,  one  hundred  acres  of  land,  fifty  acres  of  meadow,  two 
acres  of  moor  in  Westport.  Plea  of  covenant  was  summoned.  The  de- 
forciants acknowledged  the  tenements  to  be  the  right  of  Robert  as  those 
which  he  and  John  Mohun  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  William  to  John 
Mohun  and  Robert  and  the  heirs  of  Robert  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  William  that  they  will  warrant 
the  tenements  to  John  Mohun  and  Robert  and  the  heirs  of  Robert 
against  all  men  for  ever.  For  this  John  Mohun  and  Robert  granted 
the  tenements  to  John  Peverell  and  Agnes  and  rendered  them  to  them 
at  the  Court.  To  have  to  the  said  John'  Peverell  and  Agnes  and  the 
heirs  of  the  body  of  Agnes.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever.  Should  there 
be  no  heir  of  the  body  of  Agnes  then  after  the  deaths  of  both  John 
Peverell  and  Agnes  the  tenements  will  wholly  remain  to  William  Chike 
and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by  the  services  which 
to  those  tenements  belong  for  ever. 

(916)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
30  Henry  VI.  (1451)-  Between  Richard  Chokke,  William,  Pavy,  senior, 
John  WThittokesmede  and  Hugh  Pavy,  querents,  and  Henry  Bruyn, 
esquire,  and  Elizabeth  his  wife,  deforciants,  of  the  manor  of  Randolueston. 
Plea  of  covenant  was  summoned.  Henry  and  Elizabeth  acknowledged 
the  manor  to  be  the  right  of  Richard  as  that  which  Richard,  William, 
John  and  Hugh  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Elizabeth  to  Richard,  William,  John 
and  Hugh  and  the  heirs  of  Richard  for  ever.  Moreover  Henry  and 
Elizabeth  granted  for  themselves  and  the  heirs  of  Elizabeth  that  they 
will  warrant  the  manor  to  Richard,  William,  John  and  Hugh  and  the 
heirs  of  Richard  against  all  men  for  ever.  For  this  they  gave  to  Henry 
and  Elizabeth  three  hundred  marks  of  silver. 

(92)  At  Westminster,,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
30  Henry  VI.  (1451)-  Between  John  Walter  and  Joan  his  wife, 
querents,  and  Robert  Mavers,  deforciant,  of  one  messuage,  sixty  acres  of 
land,  ten  acres  of  meadow,  twenty  acres  of  pasture,  and  four  acres  of  wood 
called  Morepathlond  in  Gilyngham  in  the  hundred  of  Reedlane.  Plea  of 
convenant  was  summoned.  Robert  acknowledged  the  tenements  to  be 
the  right  of  Joan,  as  those  which  John  and  Joan  have  by  his  gift,  and  he 
remitted  and  quit  claimed  the  same  for  himself  and  his  heirs  to  John  and 
Joan  and  the  heirs  of  Joan  for  ever.  Moreover  Robert  granted  for  him- 
self and  his  heirs  that  they  will  warrant  the  tenements  to  John  and  Joan 
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and  the  heirs  of  Joan  against  all  men  for  ever.  For  this  John  and  Joan 
granted  the  tenements  to  Robert  and  rendered  them  to  him  at  the  Court, 
To  have  to  him  and  the  heirs  of  his  body,  to  hold  of  the  chief  lords  of  that 
few  by  the  services  which  to  the  said  tenements  belong  for  ever. 

31  Henry  VI.  (1452). 

(93)  At  Westminster,  on  the  morrow  of  St.  Martin,  31  Henry  VI. 
(1452).  Between  John  Neuburgh,  Thomas  Husee,  William  Clavyle  and 
Richard  Chaldecote,  querents,  and  John  Alwyn  and  Edith  his  wife,  de- 
forciants, of  one  messuage  in  Shaftesbury.  Plea  of  convenant  was 
summoned.  John  Alwyn  and  Edith  acknowledged  the  messuage  to  be 
the  right  of  John  Neuburgh  as  that  which  he,  Thomas,  William  and 
Richard  have  by  gift  of  John  Alwyn  and  Edith,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Edith  to  the 
querents  and  the  heirs  of  John  Neuburgh  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Edith  that  they  will  warrant  the 
messuage  to  the  querents  and  the  heirs  of  John  Neuburgh  against  all 
men  for  ever.  For  this  the  querents  gave  to  John  Alwyn  and  Edith 
forty  marks  of  silver. 

(94)  At  Westminster,  in  one  month  from  Easter  day,  31  Henry  VI. 
(145 1).  Between  Henry  Fylongley,  esquire,  John  Neuburgh,  esquire, 
John  Carent,  Junior,  esquire,  Robert  Torges,  esquire,  John  Mohun, 
esquire,  and  Thomas  Marty n,  esquire,  querents,  and  Thomas  Manston, 
esquire,  and  Agnes  his  wife  and  William  Leyot,  esquire,  and  Margaret 
his  wife,  deforciants,  of  the  manors  of  Manston  and  Wirgrede  and  the 
advowson  of  the  church  of  Manston  and  eight  messuages,  four  tofts,  four 
carucates  of  land,  sixty  acres  of  meadow,  one  hundred  acres  of  pasture, 
twelve  acres  of  wood,  one  thousand  acres  of  heath  and  nine  shillings  of 
rent  and  a  moiety  of  one  pound  of  pepper  in  Bubbeknolle,  Estecriche,  Wir- 
grede and  Holton.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  manors,  tenements  and  advowson  to  be  the  right  of 
John  Neuburgh  as  those  which  he  and  the  other  querents  have  by  their 
gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves  and 
the  heirs  of  Agnes  to  the  querents  and  the  heirs  of  John  Neuburgh 
for  ever.  Moreover  the  deforciants  granted  for  themselves  and  the 
heirs  of  Agnes  that  they  will  warrant  the  manors,  tenements  and 
advowson  to  the  querents  and  the  heirs  of  John  Neuburgh  against  the 
Abbot  of  Shirborn  and  his  successors  for  ever.  For  this  the  querents 
gave  to  the  deforciants  five  hundred  pounds  sterling. 

(95)  At  Westminster,  in  three  weeks  from  Easter  day,  31  Henry  VI. 
(145 1).  Between  William  Bochell,  John  Peny  and  John  Pole  and 
Ralph  Thursteyn,  querents,  and  Robert  Hymerford  and  Alianora  his 
wife,  deforciants,  of  three  messuages,  one  mill,  two  hundred  acres  ot 
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pasture  in  Hymerford.  Plea  of  covenant  was  summoned.  Robert  and 
Alianora  acknowledged  the  tenements  to  be  the  right  of  William  as 
those  which  he  and  the  other  querents  have  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Alianora 
to  the  querents  and  the  heirs  of  William  for  ever.  Moreover  Robert  and 
Alianora  granted  for  themselves  and  the  heirs  of  Alianora  that  they  will 
warrant  the  tenements  to  the  querents  and  the  heirs  of  William  Bochell 
against  all  men  for  ever.  For  this  the  querents  gave  to  Robert  and 
Alianora  one  hundred  marks  of  silver. 

(96)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  31 
Henry  VI.  (1451).  Between  Thomas  Bonevyle,  esquire,  Robert  Pyne 
and  John  Davy,  querents,  and  John  Bysshop  and  Juliana  his  wife,  defor- 
ciants, of  one  messuage,  twenty-two  acres  of  land,  two  acres  of  meadow 
in  Shepton  Maureward.  Plea  of  convenant  was  summoned.  John 
Bysshop  and  Juliana  acknowledged  the  tenements  to  be  the  right  of 
Thomas,  as  those  which  he  and  the  other  querents  have  by  their  gift,  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Juliana  to  the  querents  and  the  heirs  of  Thomas  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Juliana  that  they  will  warrant 
the  tenements  to  the  querents  and  the  heirs  of  Thomas  against 
Edmond,  Abbot  of  St.  Peter's,  Westminster,  and  his  successors  for 
ever.  For  this  the  querents  granted  to  John  Bysshop  and  Juliana  forty 
pounds  sterling. 

32  Henry  VI.  (1453). 

(97)  At  Westminster,  on  the  morrow  of  St.  Martin,  32  Henry  VL 
(1453).  Between  Gilbert  Kymer,  Dean  of  the  Cathedral  Church  of 
Nova  Sarum,  John  Neuburgh,  esquire,  Thomas  Husee,  Junior,  Walter 
Bagge,  clerk  and  Matthew  Brigge,  querents,  and  John  Knyght  and 
Elizabeth  his  wife,  deforciants,  of  one  messuage,  fifty  acres  of  land,  two 
acres  of  meadow,  in  Magna  Craford  and  Middelstrete  which  late  were  of 
John  Fordelane.  Plea  of  covenant  was  summoned.  John  Knyght  and 
Elizabeth  acknowledged  the  tenements  to  be  the  right  of  John  Neuburgh 
as  those  which  he  and  the  other  querents  have  by  their  gift,  and  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Elizabeth  to  the  querents  and  the  heirs  of  John  Neuburgh  for  ever. 
Moreover  John  and  Elizabeth  granted  for  themselves  and  the  heirs  of 
Elizabeth  that  they  will  warrant  the  said  tenements  to  the  querents  and 
the  heirs  of  John  Neuburgh  against  Edmond,  Abbot  of  St.  Peter's,  West- 
minster, and  his  successors  for  ever.  For  this  the  querents  gave  to  John 
Knyght  and  Elizabeth  forty  marks  of  silver. 

(98^)  At  Westminster,  on  the  morrow  of  Souls,  32  Henry  VI. 
^453)-     Between  John   Paslowe,  clerk,  John   Bonvyle,  clerk,  Robert 
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Fereby,  clerk,  Hugh  Priour,  clerk,  and  John  Neuburgh,  querents,  and 
Robert  Coweley,  deforciant,  of  the  manors  of  Warmewell  and  Litelmayn 
and  six  messuages,  two  carucates,  and  six  acres  of  land,  twenty  acres 
of  meadow,  one  hundred  acres  of  pasture  in  Waldyche,  Nithersterthill, 
Shipton,  Childecomb,  Wynterborne,  Fordyngton,  Woderis  Worth, 
Dorchestre  and  Burton,  and  pasture  for  six  horses,  fifty-one  oxen, 
thirty-four  cows,  six  hundred  and  fifty-five  sheep,  three  boars,  sixteen 
pigs,  and  six  sows,  in  the  said  vill  of  Shipton,  and  the  advowson  of  the 
free  chapel  of  Litelmayn.  Plea  of  covenant  was  summoned.  Robert 
Coweley  acknowledged  the  manors,  tenements,  pasture  and  free  chapel 
to  be  the  right  of  John  Neuburgh  as  those  which  he  and  the  other 
querents  have  by  his  gift,  and  he  remitted  and  quit  claimed  the  same  for 
himself  and  his  heirs  to  the  querents  and  the  heirs  of  John  Neuburgh 
for  ever.  Moreover,  he  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  manors,  tenements,  pasture  and  free  chapel  to  the  querents 
and  the  heirs  of  John  Neuburgh  against  all  men  for  ever.  For  this  the 
querents  gave  to  Robert  Coweley  two  hundred  pounds  sterling. 

(986)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
32  Henry  VI.  (1453).  Between  William  Combe,  Hugh  Prior,  parson 
of  the  church  of  Godmanstone,  and  John  Parker,  of  Mayden  Neuton, 
senior,  querents,  and  John  Davy  and  Joan  his  wife,  deforciants,  of  two 
messuages,  three  hundred  acres  of  land,  six  acres  of  meadow,  sixty  acres 
of  wood,  three  shillings  of  rent,  and  a  rent  of  one  pound  of  wax,  and 
two  capons  in  Welle,  Monkynmede,  Bemynstre,  Warmewill  and  Water- 
combe.  Plea  of  covenant  was  summoned.  John  Davy  and  Joan  ac- 
knowledged the  said  tenements  and  rent  to  be  the  right  of  William  as 
those  which  he,  Hugh  and  John  Parker  have  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan 
to  William,  Hugh  and  John  Parker  and  the  heirs  of  William  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Joan  that  they 
will  warrant  the  said  tenements  and  rent  to  William,  Hugh  and  John 
Parker  and  the  heirs  of  William  against  all  men  for  ever.  For  this  the 
querents  gave  to  John  Davy  and  Joan  one  hundred  pounds  sterling. 

(99)  At  Westminster,  in  the  Octave  of  St.  Martin,  32  Henry  VI. 
{1453).  Between  William  Carant,  Tristram  Burnell,  and  John  Byconyll 
and  Joan  his  wife,  querents,  and  Henry  Horsy  and  Thomas  Horsy, 
deforciants,  of  the  manor  of  Southperret  and  advowson  of  the  church  of 
the  same  manor.  Plea  of  covenant  was  summoned.  Henry  and 
Thomas  acknowledged  the  manor  and  advowson  to  be  the  right  of 
John,  as  that  which  he  and  Joan  and  William  and  Tristram  have  by 
their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Thomas  to  William,  Tristram,  John  and  Joan  and  the 
heirs  of  John  for  ever.    Moreover  Henry  and  Thomas  granted  for  them- 
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selves  and  the  heirs  of  Thomas  that  they  will  warrant  the  manor  and 
advowson  to  William,  Tristram,  John  and  Joan  and  the  heirs  of  John 
against  all  men  for  ever.  For  this  William,  Tristram,  John  and  Joan 
gave  to  Henry  and  Thomas  two  hundred  pounds  sterling. 

(100)  At  Westminster,  in  one  month  from  Easter  day,  32  Henry  VI. 
(1453).  Between  John  Paslewe,  clerk,  John  Bonvyle,  clerk,  Robert 
Fereby,  clerk,  and  Hugh  Priour,  clerk,  querents,  and  John  Neuburgh, 
Robert  Morgan,  and  Robert  Cowele,  deforciants,  of  the  manors  of 
Warmewell  and  Lytelmayn,  and  six  messuages,  two  carucates,  and  six 
acres  of  land,  twenty  acres  of  meadow,  one  hundred  acres  of  pasture 
in  Waldyche,  Nythersterthyll,  Shypton,  Chyldecombe,  Wynterborne, 
Fordyngton,  Woderys,  Worth,  Dorchestre  and  Burton,  and  common  of 
pasture  for  six  horses,  three  boars,  sixteen  pigs,  and  six  sows,  whereso- 
ever depasturing  in  the  said  vill  of  Shypton,  and  the  advowson  of  the 
free  chapel  of  Lytelmayn.  Plea  of  covenant  was  summoned.  The 
deforciants  acknowledged  the  manors,  tenements  and  common  and  ad- 
vowson to  be  the  right  of  Hugh  as  those  which  he,  John  Paslewe,  John 
Bonvyle  and  Robert  Fereby  have  by  their  gift,  and  the  deforciants  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Robert 
Cowele  to  the  querents  and  the  heirs  of  Hugh  Priour  for  ever.  More- 
over they  granted  for  themselves  and  the  heirs  of  Robert  Cowele  that 
they  will  warrant  the  manors,  tenements,  common  and  advowson  to  the 
querents  and  the  heirs  of  Hugh  Priour  against  all  men  for  ever.  For 
this  the  querents  granted  the  manors,  tenements,  common  and  advowson 
to  the  aforesaid  Robert  Morgan  and  rendered  them  to  him  at  the  Court, 
To  have  and  to  hold  to  him  during  his  life  of  the  chief  lords  of  that  fee 
by  the  services  which  to  the  said  manors,  tenements,  common  and  ad- 
vowson belong.  After  Robert's  death  all,  except  one  messuage,  one 
carucate  of  land,  and  three  acres  of  meadow,  and  six  acres  of  pasture  of 
the  said  tenements  in  the  said  vill  of  Waldyche,  wholly  will  remain  to 
John  Neuburgh  and  his  heirs.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said,  manors,  tenements,  common  and' advow- 
son, as  is  foresaid,  belong  for  ever.  The  querents  also  granted  to  the  said 
Robert  Cowele  the  said  messuage,  one  carucate  of  land,  three  acres  of 
meadow,  and  six  acres  of  pasture  in  the  said  vill  of  Waldyche,  above 
excepted,  after  the  death  of  Robert  Morgan.  To  have  and  to  hold  to 
the  said  Robert  Cowele  and  the  heirs  of  his  body  of  the  chief  lords  of 
that  fee  by  the  services  which  to  those  tenements  belong  for  ever. 
Should  Robert  Cowele  die  without  heir  of  his  body  then  the  said  excepted 
premises  wholly  will  remain  to  John  Neuburgh  and  his  heirs.  To  hold 
as  aforesaid  for  ever. 


378 


Dorset  Fines. 


33  Henry  VI.  (1454). 

(101)  At  Westminster,  in  the  Octave  of  St.  Michael,  33  Henry  VI. 
(1454).  Between  Thomas  Manston  and  Agnes  his  wife,  querents,  and 
Henry  Fylongley,  esquire,  John  Neuburgh,  esquire,  John  Carent,  Junior, 
esquire,  Robert  Turges,  esquire,  and  Thomas  Martyn,  esquire,  deforci- 
ants, of  the  manors  of  Manston  and  Wirgrede  and  the  advowson  of  the 
church  of  Manston  and  eight  messuages,  four  tofts,  four  carucates  of 
land,  sixty  acres  of  meadow,  one  hundred  acres  of  pasture,  twelve  acres 
of  wood,  one  thousand  acres  of  heath  and  nine  shillings  rent  and  a 
rent  of  a  moiety  of  one  pound  of  pepper  in  Bubbeknolle,  Estcriche, 
Wirgrede  and  Holton.  Piea  of  covenant  was  summoned.  The  deforci- 
ants granted  to  Thomas  Manston  the  said  manor  of  Manston  and  the 
advowson,  and  rendered  them  to  him  at  the  Court.  To  have  and  to 
hold  to  the  said  Thomas  of  the  chief  lords  of  that  fee  by  the  services 
which  to  that  manor  and  advowson  belong  during  his  life.  With 
remainder  after  his  death  to  William  Leyot  and  Margaret  his  wife  and 
the  heirs  of  their  bodies.  To  hold  as  aforesaid  for  ever.  With  re- 
mainder after  their  deaths  in  default  of  such  heir  to  the  heirs  of  the  body 
of  Margaret.  To  hold  as  aforesaid  for  ever  with  remainder  in  default 
of  such  heir  to  the  heirs  of  the  body  of  Thomas  Manston.  To  hold  as 
aforesaid  for  ever.  With  remainder  in  default  of  such  heir  to  James 
Earl  of  Wilts  and  the  heirs  of  his  body  begotten.  To  hold  as  aforesaid 
for  ever.  With  remainder  after  his  death  in  default  of  such  heir  to  William 
Carent,  esquire,  and  the  heirs  of  his  body  begotten.  To  hold  as  afore- 
said for  ever.  With  remainder  after  his  death  in  default  of  such  heir 
to  the  right  heirs  of  the  aforesaid  Thomas  Manston.  To  hold  as 
aforesaid  for  ever.  Moreover  the  deforciants  granted  to  the  said  Thomas 
Manston  and  Agnes  the  aforesaid  manor  of  Wirgrede,  seven  messuages, 
two  tofts,  one  hundred  and  eighty  acres  of  land  and  the  said  meadow, 
pasture,  wood,  heath  and  rent  of  the  aforesaid  tenements  in  the  vills 
of  Bubbeknolle,  Estecriche,  Wirgrede,  and  Holton  and  rendered  the 
same  to  them  at  the  Court.  To  have  and  to  hold  to  the  said  Thomas 
and  Agnes  and  the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by 
the  services  which  'to  the  same  manor,  tenements  and  rent  belong  for 
ever.  With  remainder  after  their  deaths  in  default  of  such  heir  to 
William  Leyot  and  Margaret  and  the  heirs  of  their  bodies.  •  To  hold  as 
aforesaid  for  ever.  With  remainder  after  their  deaths  in  default  of  such 
heir  to  the  heirs  of  the  body  of  the  said  Margaret.  To  hold  as  afore- 
said for  ever.  With  remainder  in  default  of  such  heir  to  the  heirs  of  the 
body  of  the  aforesaid  Thomas  Manston.  To  hold  as  aforesaid  for  ever 
With  remainder  in  default  of  such  heir  to  the  right  heirs  of  Joan,  mother 
of  the  said  Thomas  Manston,  one  of  the  daughters  and  heirs  of  John 
Glamvyle,  esquire.    To  hold  as  aforesaid  for  ever.    And  the  deforciants 
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granted  to  the  said  Thomas  Manston,  and  Agnes  one  messuage,  two 
tofts  and  sixty  acres  of  land,  of  the  aforesaid  tenements  in  the  vill  of 
Bubbeknolle  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  to  the  said  Thomas  Manston  and  Agnes  of  the  chief  lords  of  that 
fee  by  thi  services  which  to  the  said  tenements  belong  during  the  lives 
of  Thomas  and  Agnes.  With  remainder  after  their  deaths  to  William 
Leyot  and  Margaret  and  the  heirs  ot  their  bodies.  To  hold  as  aforesaid 
for  ever  With  remainder  after  their  deaths  in  default  of  such  heir  to 
the  heirs  of  the  body  of  the  said  Margaret.  To  hold  a^;  aforesaid  for 
ever.  With  remainder  in  default  of  such  heir  to  the  heirs  of  the  body  of 
the  said  Thomas  Manston.  To  hold  as  aforesaid  for  ever.  With 
remainder  in  default  of  such  heir  to  the  right  heirs  of  the  aforesaid 
Joan  mother  of  Thomas  Manston.  To  hold  as  aforesaid  for  ever. 
102-105  not  used.    No  fines  are  missing. 

(106)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
33  Henry  VI.  (1454).  Between  Robert  Scarlette,  querent,  and  Robert 
Lylly  of  Bristoll,  "  marchaunt,"  and  Alice  his  wife,  deforciants,  of  two 
messuages,  two  gardens  in  Birtport.  Plea  of  covenant  was  summoned. 
Robert  Lylly  and  Alice  acknowledged  the  messuages  and  gardens  to  be 
the  right  of  Robert  Scarlette  as  by  their  gift.  And  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  Robert 
Scarlette  and  his  heirs  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Alice  that  they  will  warrant  the  messuages  and  gardens 
to  Robert  Scarlette  and  his  heirs  against  all  men  for  ever.  For  this  he 
gave  to  Robert  Lylly  and  Alice  ten  marks  of  silver. 

(107)  At  Westminster,  in  three  weeks  from  Easter  day,  33  Henry  VI. 
(1454).  Between  John  Kayleway,  William  Kayleway,  John  Dene, 
William  Smyth,  Thomas  Sparwe,  Thomas  Doget,  John  Barfote  and 
Thomas  Whorve,  querents,  and  Walter  Style  and  Philippa  his  wife, 
daughter  of  Walter  Grene,  deforciants,  of  1  messuage  in  Shirborne. 
Plea  of  covenant  was  summoned.  Walter  and  Philippa  acknowledged 
the  messuage  to  be  the  right  of  John  Kayleway  as  that  which  he  and 
the  other  querents  have  by  their  gift.  And  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Philippa  to  the  said  querents 
and  the  heirs  of  John  Kayleway  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Philippa  that  they  will  warrant  the  messuage 
to  the  querents  and  the  heirs  of  John  Kayleway  against  all  men  for  ever. 
For  this  the  querents  gave  to  Walter  and  Philippa  forty  pounds 
sterling. 

(108)  At  Westminster,  in  one  month  from  Easter  day,  33  Henry  VI. 
(1454).  Between  Walter  Grene,  querent,  and  Walter  Prynce,  of  Lang- 
blaneford  and  Margaret  his  wife,  deforciants,  of  one  toft,  sixty  acres  of 
land,  five  acres  of  wood  in  Wynterborn  Whatcombe.    Plea  of  covenant 
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was  summoned.  Walter  Prynce  and  Margaret  acknowledged  the  tene- 
ments to  be  the  right  of  Walter  Grene  as  by  their  gift.  And  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Margaret  to  Walter  Grene  and  his  heirs  for  ever.  Moreover  they  granted 
for  themselves  and  the  heirs  of  Margaret  that  they  will  warrant  the  tene- 
ments to  Walter  Grene  and  his  heirs  against  all  men  for  ever.  For  this 
Walter  Grene  gave  to  Walter  Prynce  and  Margaret  forty  marks  of  silver. 

(109)  At  Westminster,  in  three  weeks  from  Easter  day,  33  Henry  VI. 
{1454).  Between  John  Neuburgh,  John  Kayleway  and  William  Kayle- 
way,  querents,  and  William  Ludlowe  and  Margaret  his  wife,  deforciants, 
of  one  messuage,  two  tofts,  one  dovecot,  two  hundred  acres  of  land,  two 
acres  of  pasture,  one  acre  of  wood  in  Charleton.  Plea  of  covenant  was 
summoned.  William  Ludlowe  and  Margaret  acknowledged  the  tene- 
ments to  be  the  right  of  John  Kayleway  as  those  which  he  and  the  other 
querents  have  by  their  gift.  And  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Margaret 1  (sic)  to  the  querents  and 
the  heirs  of  John  Kayleway  for  ever.  Moreover  they  granted  for  them- 
selves and  the  heirs  of  William  1  (sic)  that  they  will  warrant  the  tene- 
ments to  the  querents  and  the  heirs  of  John  Kayleway  against  William 
Abbot  of  Shirborn  and  his  successors  for  ever.  For  this  the  querents 
gave  to  William  Ludlowe  and  Margaret  one  hundred  marks  of  silver. 

34  Henry  VI.  (1455). 

(no)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael, 
34  Henry  VI.  (1455).  Between  William  Hopkyns,  clerk,  and  Thomas 
Bonevile,  clerk,  querents,  and  Robert  Frampton  and  Thomas  More, 
deforciants,  of  the  manors  of  Crokeston  and  Bonevilesbride  and  fifteen 
messuages,  two  tofts,  three  hundred  and  ninety-three  acres  of  land, 
twenty-one  and  a  half  acres  of  meadow,  three  hundred  and  twelve  acres 
of  pasture  in  Fromesvauchurch,  Nithersterthill,  Southebowede,  Swyne- 
toller  and  Frogmere.  Plea  of  covenant  was  summoned.  Robert 
Frampton  and  Thomas  More  acknowledged  the  manors  and  tenements 
to  be  the  right  of  Thomas  Bonevile  as  those  which  he  and  William  have 
by  their  gift.  And  they  remitted  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Robert  to  William  and  Thomas  Bonevile  and 
the  heirs  of  Thomas  Bonevile  for  ever.  For  this  William  and  Thomas 
Bonevile  granted  to  Robert  the  said  manors  and  tenements  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  the  said  Robert 
during  his  life  without  impeachment  of  waste  of  the  chief  lords  of  that 
fee  by  the  services  which*  to  the  said  manors  and  tenements  belong. 
After  Robert's  death  the  manors  and  tenements  wholly  will  remain  to  the 
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said  Thomas  More  and  the  heirs  of  his  body.  To  hold  as  aforesaid  for 
ever.  With  remainder  after  his  death  in  default  of  such  heir  to  the  heirs 
of  the  body  of  Robert.  To  hold  as  aforesaid  for  ever.  With  remainder 
in  default  of  such  heir  to  the  right  heirs  of  the  said  Thomas  More.  To 
hold  as  aforesaid  for  ever. 

(in)  At  Westminster,  on  the  morrow  of  St.  Martin,  34  Henry  VL 
(I455)«  Between  William  Carent,  John  Neuburgh,  Thomas  Husee, 
senior,  Robert  Turges  and  Thomas  Husee,  Junior,  querents,  and  William 
Sampson,  son  and  heir  of  William  Sampson,  deforciant,  of  one  messuage, 
thirty  acres  of  land,  two  acres  of  meadow  in  Wynterburne  Thomaston. 
Plea  of  covenant  was  summoned.  William  Sampson  acknowledged  the 
tenements  to  be  the  right  of  Thomas  Husee,  senior,  as  those  which  he 
and  the  other  querents  have  by  his  gift,  and  he  remitted  and  quit  claimed 
the  same  for  himself  and  his  heirs  to  the  querents  and  the  heirs  of 
Thomas  Husee  senior  for  ever.  Moreover  William  Sampson  granted 
for  himself  and  his  heirs  that  they  will  warrant  the  tenements  to  the 
querents  and  the  heirs  of  Thomas  Husee  senior  against  all  men  for  ever. 
For  this  the  querents  gave  to  William  Sampson  twenty  pounds  sterling. 

(112)  At  Westminster,  in  fifteen  days  from  Easter  day,  34  Henry 
VI.  (1455).  Between  William  Wyke,  son  of  Thomas  Wyke  and  Chris- 
tina, daughter  of  John  Algare,  querents,  and  John  Serell  and  Joan  his 
wife,  deforciants,  of  four  messuages,  one  hundred  and  fifteen  acres  of 
land,  and  a  rent  of  a  moiety  of  one  pound  of  pepper  in  Shaston,  iVysshe- 
bosyn  and  Randelston.  Plea  of  covenant  was  summoned.  John  and 
Joan  granted  to  William  and  Christina  three  messuages,  one  hundred 
acres  of  land,  and  the  said  rent  of  the  tenements  aforesaid,  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  WTilliam  and 
Christina  and  the  heirs  of  their  bodies  issuing  of  the  chief  lords  of  that 
fee  by  the  services  which  to  those  tenements  and  rent  belong  for  ever. 
Moreover  John  and  Joan  granted  for  themselves  and  the  heirs  of  Joan 
that  one  messuage  and  fifteen  acres  of  land,  of  the  tenements  aforesaid, 
in  the  vill  of  Randelston  which  John  Prest  holds  for  term  of  life  of  the 
inheritance  of  the  said  Joan  on  the  day  this  concord  was  made  and  which 
after  his  death  ought  to  revert  to  John  Serell  and  Joan  and  the  heirs  of 
Joan  should  then  wholly  remain  to  William  and  Christina  and  their 
heirs  aforesaid.  To  hold  together  with  the  tenements  and  rent  which 
remain  to  them  by  this  fine  of  the  chief  lords  of  that  fee  by  the  services 
which  to  those  tenements  belong  for  ever.  Should  William  and 
Christina  die  without  heir  of  their  bodies  then  the  tenements  and  rent, 
as  is  aforesaid,  wholly  will  remain  to  the  right  heirs  of  the  said  William. 
To  hold  aforesaid  for  ever.  And  John  Serell  and  Joan  and  the  heirs  of 
Joan  will  warrant  the  tenements  and  rent,  as  is  aforesaid,  to  William 
and  Christina  and  their  heirs  aforesaid,  and  also  in  default^of  such  to  the 
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right  heirs  of  William  against  all  men  for  ever.  For  this  William  and 
Christina  gave  to  John  Serell  and  Joan  forty  marks  of  sHver. 

35  Henry  VI.  (1456). 

(113)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael, 
35  Henry  VI.  (1456).  Between  John  Neuburgh  and  Henry  Russell^ 
-querents,  and  Edward  Meche  and  Alice  his  wife,  deforciants,  of  one 
messuages,  sixty  acres  of  land,  twelve  acres  of  meadow  in  Compton 
Abbots.  Plea  of  covenant  was  summoned.  Edward  and  Alice  acknow- 
ledged the  tenements  to  be  the  right  of  Henry  as  those  which  he  and 
John  have  by  their  gift.  And  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Alice  to  John  and  Henry  and  the  heirs 
of  Henry  for  ever.  Moreover  Edward  and  Alice  granted  for  themselves 
and  the  heirs  ol  Alice  that  they  will  warrant  the  said  tenements  to 
John  and  Henry  and  the  heirs  of  Henry  against  all  men  for  ever.  For 
this  John  and  Henry  granted  the  tenements  to  Edward  and  Alice  and 
rendered  them  to  them  at  the  Court  To  have  and  to  hold  to  Edward 
and  Alice  and  the  heirs  of  the  body  of  Alice  begotten  of  John  and  Henry 
and  the  heirs  of  Henry  for  ever.  Rendering  therefor  yearly  to  John 
and  Henry  and  the  heirs  of  Henry  fifteen  shillings  of  silver  and  four 
hens,  to  wit  :  three  shillings  and  ninepence  at  Nativity  of  our  Lord, 
three  shillings  and  ninepence  at  Easter,  three  shillings  and  ninepence  at 
Nativity  of  St.  John  Baptist,  and  three  shillings  and  ninepence  at  St. 
Michael  the  Archangel,  and  the  said  hens  at  Nativity  of  our  Lord. 
Should  Edward  and  Alice  and  the  heirs  of  Alice  make  default  in  pay- 
ment at  any  of  the  said  terms,  it  shall  be  lawful  for  John  and  Henry  and 
the  heirs  of  Henry  to  distrain  them  in  the  said  tenements  or  those  who 
hereafter  shall  hold  them  by  all  the  goods  and  chattels  therein  found 
and  retain  them  until  full  payment  shall  have  been  made  of  the  money 
and  hens  in  arrear.  Should  Alice  die  without  heir  of  her  body  begotten 
then  after  the  deaths  of  both  Edward  and  Alice  the  tenements  wholly 
shall  revert  to  John  and  Henry  and  the  heirs  of  Henry  quit  of  the  other 
heirs  of  Edward  and  Alice.  To  hold  of  the  chief  lords  of  that  fee  by 
the  services  which  to  the  said  tenements  belong  for  ever. 

(114)  At  Westminster,  on  the  morrow  of  St.  Martin,  35  Henry  VI. 
(1456).  Between  Thomas  Husee,  senior,  querents,  and  John  Whitlok 
and  Christina  his  wife,  deforciants,  of  one  messuage,  one  acre  of  land, 
one  acre  of  pasture  in  Shapwyke  and  common  of  pasture  for  three 
beasts  and  twenty  sheep  in  the  same  vill.  Plea  of  covenant  was  sum- 
moned. John  and  Christina  acknowledged  the  tenements  and  common 
to  be  the  right  of  Thomas,  as  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Christina  to  Thomas 
and  his  heirs  for  ever.    Moreover  John  and  Christina  granted  for  them- 
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selves  and  the  heirs  of  Christina  that  they  will  warrant  the  tenements 
and  common  to  Thomas  and  his  heirs  against  all  men  for  ever.  For 
this  Thomas  gave  to  John  and  Christina  one  hundred  shillings  of 
silver. 

(115)  At  Westminster,  on  the  morrow  of  Souls,  35  Henry  VI. 
{1456).  Between  John  Hymerford,  John  Byconell  and  Tristran  Burnell, 
querents,  and  William  Beausheyn  and  Joan  his  wife,  deforciants,  of 
a  moiety  of  the  manor  of  Folke  and  the  advowson  of  a  moiety  of  the 
church  of  Folke.  Plea  of  covenant  was  summoned.  William  and  Joan 
acknowledged  the  moities  to  be  the  right  of  John  Hymerford  as  those 
which  he  and  the  other  querents  have  by  their  gift.  And  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  the 
querents  and  the  heirs  of  John  Hymerford  for  ever.  Moreover  William 
and  Joan  granted  for  themselves  and  the  heirs  of  Joan  that  they  will 
warrant  the  moities  to  the  querents  and  the  heirs  of  John  Hymerford 
against  John  Abbot  of  Shirborn  and  his  successors  for  ever.  For  this 
the  querents  gave  to  William  and  Joan  three  hundred  pounds  sterling. 

(116)  At  Westminster,  in  one  month  from  Easter  day,  35  Henry  VI. 
{1456).  Between  Margery  Pupelpenne,  querent,  and  Thomas  Blake- 
more  and  Joan  his  wife,  Thomas  Gylle  and  Anne  his  wife,  John 
Fauntleroy  and  John  Riche,  deforciants,  of  the  manor  Lillvngton  and 
advowson  of  the  church  of  Lillyngton.  Plea  of  covenant  was  summoned- 
Thomas  and  Joan,  John  and  John  acknowledged  the  manor  and  advowson 
to  be  the  right  of  Margery  as  by  their  gift.  And  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  Margery 
and  her  heirs  for  ever.  Moreover  Thomas  and  Joan  granted  for  them- 
selves and  the  heirs  of  Joan  that  they  will  warrant  the  manor  and 
advowson  to  Margery  and  her  heirs  against  William  Abbot  of  Shyrborne 
and  his  successors  for  ever.  For  this  Margery  granted  the  manor  and 
advowson  to  Thomas  Gylle  and  Anne  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  the  said  Thomas  Gylle  and  Anne 
during  the  life  of  Anne  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  manor  and  advowson  belong.  After  Anne's  death 
the  manor  and  advowson  wholly  will  remain  to  Joan,  daughter  and  heir 
of  Henry  Baret  and  the  heirs  of  her  body  begotten.  To  hold  as  afore- 
said for  ever.  With  remainder  after  Joan's  death,  in  default  of  such 
heir,  to  William  Baret  brother  of  the  aforesaid  Henry  and  the  heirs  of 
his  body  begotten.  To  hold  as  aforesaid  for  ever.  With  remainder 
after  William's  death,  in  default  of  such  heir,  to  Robert  Baret  the  other 
brother  of  Henry  Baret  and  the  heirs  of  his  body  begotten.  To  hold  as 
aforesaid  for  ever.  With  remainder  after  Robert's  death,  in  default  of 
such  heir,  to  Margaret  wife  of  John  Ilberd,  sister  of  the  said  Henry 
Baret,  and  the  heirs  of  her  body  begotten.    To  hold  as  aforesaid  for 
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ever.  With  remainder  after  Margaret's  death,  in  default  of  such  heir, 
to  Joan  wife  of  John  Anketyll,  the  other  sister  of  the  said  Henry  Buret, 
and  the  heirs  of  her  body  begotten.  To  hold  as  aforesaid  for  ever. 
With  remainder  after  Joan's  death,  in  default  of  such  heir,  to  Thomas 
Biakemore  and  the  heirs  of  his  body  begotten.  To  hold  as  aforesaid 
for  ever.  With  remainder  after  Thomas'  death,  in  default  of  such  heir, 
to  John  Fauntleroy  and  the  heirs  of  his  body  begotten.  To  hold  as 
aforesaid  for  ever.  With  remainder  after  John's  death,  in  default  of 
such  heir,  to  John  Estcourt  and  the  heirs  he  has  begotten  by  Agnes, 
formerly  his  wife.  To  hold  as  aforesaid  for  ever.  With  remainder 
after  John  Estcourt's  death,  in  default  of  such  heir,  to  the  right  heirs  of 
John  Baret  father  of  the  aforesaid  Henry  Baret.  To  hold  as  aforesaid 
for  ever. 

(117)  At  Westminster,  in  fifteen  days  from  Easter  day,  35  Henry  VI. 
(1456).  Between  James,  Earl  of  Wiltshire  and  Ormond,  Sir  John 
Stourton,  knight,  William  Caraunt,  esquire,  John  Moreton,  clerk,  John 
Filoll,  Henry  Fylongley,  Robert  Darcy,  Thomas  Everyngham,  John 
Sydenham,  Junior,  John  Byconyll,  Richard  Neell,  Thomas  Fraunceys, 
Thomas  Froxmere  and  John  Russell,  querents,  and  Maurice  de  la  Ryver 
and  Joan  his  wife,  deforciants,  of  the  manor  of  Bradpole,  the  hundreds 
of  Redehoue  and  Bemestre,  forty  messuages,  two  hundred  acres  of  land, 
forty  acres  of  meadow,  twenty  acres  of  wood  in  Bradpole.  Plea  of 
covenant  was  summoned.  Maurice  and  Joan  acknowledged  the  manor, 
hundreds  and  tenements  to  be  the  right  of  Henry  as  those  which  he 
and  the  other  querents  have  by  their  gift.  And  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Maurice  to  the 
querents  and  the  heirs  of  Henry  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Maurice  that  they, will  warrant  the  manor, 
hundreds  and  tenements  to  the  querants  and  the  heirs  of  Henry 
against  all  men  for  ever.  For  this  the  querents  gave  to  Maurice  and 
Joan  eight  hundred  marks  of  silver. 

36  Henry  VI.  (1457). 

(118)  At  Westminster  in  fifteen  days  from  the  day  of  Holy  Trinity, 

35  Henry  VI.  (1456)  and  afterwards  in  the  Octave  of  St.  Michael, 

36  Henry  VI  (1457).  Between  Sir  William  Bonevyle,  querent,  and 
John  Cokesden,  deforciant,  of  one  messuage,  sixty  acres  of  land,  twenty 
acres  of  meadow,  two  shillings  rent  in  Cherdestoke.  Plea  of  covenant 
was  summoned.  John  acknowledged  the  tenements  to  be  the  right  of 
William  as  by  his  gift.  For  this  William  granted  to  Jojin  the  said 
tenements,  and  rendered  them  to  him  at  the  Court.  To  have  and  to  hold 
to  John  and  the  heirs  of  his  body  of  the  said  William  and  his  heirs  for 
ever.    Rendering  therefor  yearly  one  rose  at  the  Nativity  of 'St.  John 
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Baptist  for  all  service,  custom  and  exaction  to  the  said  William  and  his 
heirs  belonging,  and  doing  therefor  to  the  chief  lords  of  that  fee  tor  the 
said  William  and  his  heirs  all  other  services  which  to  the  said  tenements 
belong  for  ever.  Should  John  die  without  heir  or  his  body  then  the 
tenements  will  wholly  revert  to  the  said  William  and  his  heirs  quit  of 
the  other  heirs  of  John.  To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever. 

(119)  At  Westminster,  in  one  month  from  Easter  day,  36  Henry  VI. 
(1457).  Between  John  Sydenham,  Robert  Halswyll  and  Richard 
Nowers,  querents,  and  William  Brounyng,  esquire,  and  Isabella  his 
wife,  deforciants,  of  the  manor  of  Melbury  Sampford  and  the  advowson 
of  the  church  of  the  same  manor.  Plea  of  covenant  was  summoned. 
William  acknowledged  the  manor  and  advowson  to  be  the  right  of 
Richard  as  those  which  he  and  the  other  querents  have  by  his  gift,  and 
he  remitted  and  quit  claimed  the  same  for  himself  and  his  heirs  to  the 
querents  and  the  heirs  of  Richard  for  ever.  Moreover  William  granted 
for  himself  and  his  heirs  that  they  will  warrant  the  manor  and  advowson 
to  the  querents  and  the  heirs  of  Richard  against  all  men  for  ever. 
For  this  the  querents  granted  to  William  and  Isabella  the  said  manor 
and  advowson  and  rendered  the  same  to  them  at  the  Court.  To  have 
and  to  hold  to  William  and  Isabella  and  the  heirs  of  the  body  of  William 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor 
and  advowson  belong  for  ever.  Should  William  die  without  heir  of  his 
body  then  after  the  deaths  of  William  and  Isabella  the  manor  and  advow- 
son wholly  will  remain  to  the  right  heirs  of  the  same  William.  To  hold 
of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said  manor  and 
advowson  belong  for  ever. 

37  Henry  VI.  (1458). 

(120)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary,  37 
Henry  VI.  (1458).  Between  John  Calowe  and  Robert  Bunter,  querents, 
and  Richard  Turburvyle,  esquire,  brother  and  heir  of  John  Turburvyle, 
deforciant,  of  the  hundred  of  Byre  and  six  messuages,  twenty  acres  of 
land,  ten  acres  of  meadow,  twenty  acres  of  pasture,  ten  acres  of  wood, 
twenty  shillings  rent  in  Combe  Hymbury  and  Sturmystremarchall  and 
the  manors  of  Kyngesbyre,  Combe  Hymbury  and  Sturmystremarchall, 
except  three  messuages  and  one  hundred  acres  of  land  in  Hampe,  Lychet- 
mynstre  and  Charleton.  Plea  of  covenant  was  summoned.  Richard 
acknowledged  the  manors,  hundred  and  tenements,  as  aforesaid,  to  be 
the  right  of  John  as  those  which  John  and  Robert  have  by  his  gift,  and  he 
remitted  and  quit  claimed  the  same  for  himself  and  his  heirs  to  John  and 
Robert  and  the  heirs  of  John  for  ever.  Moreover  he  granted  for  himself 
and  his  heirs  that  the}-  will  warrant  the  said  manors,  hundred  and 
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tenements,  as  is  aforesaid,  to  John  and  Robert  and  the  heirs  of  John 
against  all  men  for  ever.    For  this  John  and  Robert  granted  to 
Richard  the  manor  of  Kyngesbyre  and  the  hundred,  and  rendered  them 
to  him  at  the  Court.    To  have  and  to  hold  to  Richard  and  the  heirs  of 
his  body  of  the  chief  lords  of  that  fee  by  the  services  which  to  that  manor 
and  hundred  belong  for  ever.    And  John  and  Robert  also  granted  for 
themselves  and  the  heirs  of  John  that  the  manors  of  Combe  Hymbury 
and  Sturmystremarchall  and  the  tenements  aforesaid,  as  is  aforesaid, 
which  John  Chyverell  holds  for  term  of  life  on  the  day  this  concord  was 
made,  and  which  after  the  death  of  John  Chyverell  ought  to  revert  to 
the  said  John  Calowe  and  Robert  and  the  heirs  of  John  should  then 
wholly  remain  to  the  said  Richard  and  his  heirs.    To  hold  together  with 
the  said  manor  of  Kyngesbyre  and  the  hundred  which  remain  to  him  by 
this  fine  of  the  chief  lords  of  that  fee  by  the  services  which  to  the  said 
manors,  hundred  and  tenements  belong,  as  is  aforesaid,  for  ever.  Should 
Richard  die  without  heir  of  his  body  then  the  manors,  hundred  and 
tenements,  as  is  aforesaid,  will  wholly  remain  to  Hugh  Turburvyle 
brother  of  the  whole  blood  of  the  said  Richard,  and  the  heirs  of  his  body. 
To  hold  as  aforesaid  for  ever.    Should  Hugh  die  without  heir  of  his 
body  then  the  manors,  hundred  and  tenements,  as  is  aforesaid,  will  wholly 
remain  to  Robert  Turburvyle  brother  of  the  whole  blood  of  the  said 
Richard  and  Hugh,  and  the  heirs  of  his  body  begotten.    To  hold  as 
aforesaid  for  ever.    Should  Robert  die  without  heir  of  his  body  then  the 
remainder,  as  is  aforesaid,  will  be  wholly  to  John  Turburvyle,  senior 
brother  of  the  half  blood  of  the  aforesaid  Richard,  Hugh  and  Robert 
and  the  heirs  of  his  body  begotten.    To  hold  as  aforesaid  for  ever. 
Should  John,  senior,  die  without  heir  of  his  body,  then  the  remainder, 
as  is  aforesaid,  will  be  wholly  to  John  Turburvyle,  junior,  brother  of  the 
said  John  Turburvyle,  senior,  and  brother  of  the  half  blood  of  the  afore- 
said Richard,  Hugh  and  Robert,  and  the  heirs  of  his  body  begotten.  To 
hold  as  aforesaid  for  ever.    Should  John,  junior,  die  without  heir  of  his 
body,  then  the  remainder,  as  is  aforesaid,  will  be  wholly  to  John  Neuburgh, 
esquire,  uncle  of  the  aforesaid  John  Turburvyle  senior  and  junior  on  the 
side  of  Edith  their  mother,  and  his  heirs.    To  hold  as  aforesaid  for 
ever. 

(121)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
37  Henry  VI.  (1458).  Between  John  Neuburgh,  esquire,  John  Carent, 
junior,  John  Fitz  James,  Thomas  Huse,  William  Clavyle,  William 
Chyke,  and  Sampson  Broun,  querents,  and  Richard  Turburvyle,  esquire, 
brother  and  heir  of  John  Turburvyle,  deforciant,  of  the  manor  of  Toneres- 
pudell  and  six  messuages,  forty  acres  of  land,  ten  acres  of  meadow, 
twenty  acres  of  pasture,  one  hundred  acres  of  wood  in  Snellyn.u, 
Wyrdegrede,  Blakmanston  and  Wereham,  and  the  advowson  of  the 
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free  chapel  of  Tonerespudell.  Plea  of  covenant  was  summoned. 
Richard  acknowledged  the  manor  and  tenements  and  advowson  to  be 
the  right  of  John  Neuburgh  as  those  which  he  and  the  other  querents 
have  by  his  gift,  and  he  remitted  and  quit  claimed  the  same  for  himself 
and  his  heirs  to  the  querents  and  the  heirs  of  John  Neuburgh  for  ever. 
Moreover  Richard  granted  for  himself  and  his  heirs  that  they  will 
warrant  the  manor,  tenements  and  advowson  to  the  querents  and  the 
heirs  of  John  Neuburgh  against  all  men  for  ever.  For  this  the  querents 
gave  to  Richard  two  hundred  pounds  sterling. 

38  Henry  VI.  (1459). 

(122)  At  Westminster,  in  the  Octave  of  St.  Martin,  38  Henry  VI. 
(1459).  Between  Edward  Tysyng  and  William  Fowey,  querents,  and 
John  Mone,  and  Walter  Chyverell,  and  Christina  his  wife,  deforciants, 
•of  four  messuages,  eighty  acres  of  land,  twenty  acres  of  meadow  in 
Blanford  Forum  and  Pymperne  which  late  were  of  Walter  Chauntemarell. 
Plea  of  covenant  was  summoned.  The  deforciants  acknowledged  the 
tenements  to  be  the  right  of  William  as  those  which  he  and  Edward 
have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Christina  to  the  said  Edward  and  William 
and  the  heirs  of  William  for  ever.  Moreover  they  granted  for  them- 
.selves  and  the  heirs  of  Christina  that  they  will  warrant  the  said  tene- 
ments to  Edward  and  William  and  the  heirs  of  William  against 
Edmond  Abbot  of  Westminster  and  his  successors  for  ever.  For  this 
Edward  and  William  granted  the  tenements  to  John  Mone  and  rendered 
them  to  him  at  the  Court.  To  have  and  to  hold  to  the  said  John  and 
the  heirs  of  his  body  begotten  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  belong  for  ever.  Should  John  die 
without  heir  of  his  body  then  the  tenement  will  wholly  remain  to  the 
-aforesaid  Walter  and  his  heirs.    To  hold  as  aforesaid  for  ever. 


End  of  Henry  VI. 


DIVERS  COUNTIES. 


1  Edward  IV.  (1461). 

DORSET,  SOMERSET. 

{3)  At  Westminster,  on  the  morrow  of  Souls,  1  Edward  IV.  (1461). 
Between  Robert  Stowell,  esquire,  Nicholas  Hall,  esquire,  Nicholas 
Herny  (or  Hervy),  John  Porter,  and  William  Dodesham,  querents,  and 
John  Kaynell,  and  Christina  his  wife,  daughter  of  William  Gascoigne, 
delorciants,  of  the  manor  of  Staunton  Gabriell  in  co.  Dorset,  and  the 
manor  of  Pykesasshe,  one  toft,  one  carucate  of  land,  twenty  acres  of 
meadow  and  pasture,  and  twenty  oxen  in  Milton  and  Loxhill  in  co. 
Somerset.  Plea  of  covenant  was  summoned.  John  and  Christina 
acknowledged  all  to  be  the  right  of  Nicholas  Hall  as  those  which  he 
and  all  the  querents  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Christina  to  the 
querents  and  the  heirs  of  Nicholas  Hall  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Christina  that  they  will  warrant 
the  premises  to  the  querents  and  the  heirs  of  Nicholas  Hall  against 
David  Abbot  of  Clyve  and  his  successors  for  ever.  For  this  the  querents 
gave  to  John  and  Christina  three  hundred  pounds  sterling. 

2  Edward  IV.  (1462). 

BERKS,  SOUTHAMPTON,  DORSET,  WILTS,  BUCKS,  OXON. 

(8)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  2  Edward  IV. 
(1462).  Between  Thomas  Hayward  and  Alan  Lumnour,  querents,  and 
John  Norreys,  esquire,  and  Margaret  his  wife,  deforciants,  of  twenty 
messuages,  seven  tofts,  two  dovecots,  three  mills,  one  hundred  and 
eighty  acres  of  land,  fifty  acres  of  meadow,  seventy-six  acres  of  pasture, 
thirteen  acres  of  wood,  twenty-three  shillings  rent  in  Wymbourne 
Mynster,  Kyngeston  Lacy,  Woddekesworth,  and  Craweford  in  co. 
Dorset,  and  manors,  messuages,  mills,  land  and  rent  in  the  counties 
of  Berks,  Southampton,  Wrilts,  Bucks,  and  Oxford.  Plea  of  covenant 
was  summoned.  John  and  Margaret  acknowledged  all  to  be  the  right 
of  Thomas  as  those  which  he  and  Alan  have  by  their  gift,  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs 
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of  John  to  Thomas  and  Alan  and  the  heirs  of  Thomas  for  ever.  More- 
over John  and  Margaret  granted  for  themselves  and  the  heirs  of  John 
that  they  will  warrant  all  the  premises  to  Thomas  and  Alan  and  the 
;  heirs  of  Thomas  against  all  men  for  ever.  For  this  Thomas  and  Alan 
granted  to  John  and  Margaret 1  part  of  the  premises  in  cos.  Berks  [and 
the  premises  in  cos.  Southampton,  Dorset  and  Wills]  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  the  said  John  and 
Margaret  and  the  heirs  male  of  the  said  John  of  the  chief  lords  of 
that  fee  by  the  services  which  to  such  premises  belong  for  ever,  with 
remainder  after  the  deaths  of  John  and  Margaret  in  default  of  such 
heir  male  to  the  heirs  of  the  body  of  John.  To  hold  as  aforesaid  for 
ever,  with  remainder  in  default  of  such  heir  to  the  heirs  male  of  the 
body  of  William  Norreys  father  of  the  said  John  Norreys.  To  hold  as 
■  aforesaid  for  ever,  with  remainder  in  default  of  such  heir  male  to  the 
heirs  of  the  body  of  the  said  William  Norreys.  To  hold  as  aforesaid 
for  ever,  with  remainder  in  default  of  such  heir  to  the  right  heirs  of  the 
said  John  Norreys.  To  hold  as  aforesaid  for  ever.  And  the  said 
Thomas  and  Alan  also  granted  to  the  said  John  Norreys  and  Margaret 
the  premises  in  cos.  Bucks  and  Oxon,  and  rendered  them  to  them  at 
the  Court.  To  have  and  to  hold  to  John  Norreys  and  Margaret  and 
the  heirs  male  of  their  bodies,  of  the  chief  lords  of  that  fee  by  the  services 
which  belong  to  such  premises  for  ever,  with  remainder  after  their 
deaths  in  default  of  such  heir  male  to  John  Norreys  son  of  the  said 
John  Norreys  and  of  Alice  at  one  time  wife  of  the  said  John  Norreys 
the  father,  and  the  heirs  male  of  his  body.  To  hold  as  aforesaid  for 
ever,  with  remainder  after  the  death  of  John  Norreys  the  son,  in  default 
of  such  heir  male,  to  Sir  William  Norreys,  knight,  son  of  the  said  John 
Norreys  the  father  and  of  Alice  and  the.  heirs  male  of  his  body.  To 
hold  as  aforesaid  for  ever,  with  remainder  after  the  death  of  Sir  William 
Norreys,  in  default  of  such  heir  male,  to  John  Norreys  son  of  the  said 
John  Norreys  the  father  and  of  Alianora  at  one  time  wife  of  the  said 
John  Norreys  the  father,  and  the  heirs  male  of  his  body.  To  hold  as 
aforesaid  for  ever,  with  remainder  after  the  death  of  the  said  John  the 
son  of  John  the  father  and  Alianora,  in  default  of  such  heir  male,  to  the 
right  heirs  of  the  said  John  Norreys  the  father.  To  hold  as  aforesaid 
for  ever.  Moreover  the  said  Thomas  and  Alan  granted  to  the  said  John 
Norreys  and  Margaret  the  residue  of  the  premises  in  co.  Berks  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  the  said 
John  Norreys  and  Margaret  during  their  lives  without  impeachment  of 
[  waste  of  the  chief  lords  of  that  fee  by  the  services  which  belong  to  such 
[     premises,  with  remainder  after. their  deaths  to  John  Norreys,  son  of  the 
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said  John  Norreys  the  father  and  of  Alice,  and  the  heirs  male  of  his 
body.  To  hold  as  aforesaid  for  ever,  with  remainder  after  the  death 
of  the  said  John  Norreys,  the  son  of  John  the  father  and  of  Alice, 
in  default  of  such  heir  male,  to  Sir  William  Norreys,  knight,  son 
of  the  said  John  Norreys  the  father  and  of  Alice,  and  the  heirs  male  of 
his  body.  To  hold  as  aforesaid  for  ever,  with  remainder  after  the  death 
of  the  said  Sir  William  in  default  of  such  heir  male  to  John  Norreys 
son  of  the  said  John  Norreys  the  father  and  of  Alianora,  and  the  heirs 
male  of  his  body.  To  hold  as  aforesaid  for  ever,  with  remainder  after 
the  death  of  the  said  John  Norreys,  son  of  John  Norreys  the  father 
and  of  Alianora,  in  default  of  such  heir  male,  to  William  Norreys, 
son  of  the  said  John  Norreys  the  father  and  of  Margaret,  and  the  heirs 
male  of  his  body.  To  hold  as  aforesaid  for  ever,  with  remainder  after 
the  death  of  the  said  William,  son  of  John  the  father  and  of  Margaret, 
in  default  of  such  heir  male,  to  the  right  heirs  of  the  said  John  Norreys 
the  father.    To  hold  as  aforesaid  for  ever. 

The  following  pedigree  will  explain  the  remainders  in  above  Fine. 

William  Norreys. 

Alice,  ist  wife  =  Alianora,  2nd  wife  =  John  Norreys  (the  father),  =  Margaret,  3rd  wife. 
I  I       married  three  times.  j 

i   1  1  i  1 

John  Norreys.    Sir  Wm.  Norreys,  John  Norreys.  William  Norreys* 

Knight. 

3  Edward  IV.  (1463). 

DEVON,  CORNWALL,  DORSET. 

(21)  At  Westminster,  in  the  Octave  of  the  Purification  of  the 
Blessed  Mary,  3  Edward  IV.  (1463).  Between  Thomas  Seyntaubyn. 
querent,  and  Thomas  Tregarthen,  senior,  and  Thomas  Tregarthen, 
junior,  and  Margaret  his  wife,  deforciants,  of  two  messuages,  one 
carucate,  sixty  acres  of  land,  eight  acres  of  meadow  in  Brenshyscomb 
within  the  Isle  of  Purbyke,  Wolgarston  and  Warham  in  co.  Dorset,  and 
of  a  moiety  of  the  manor  of  Westportlemouth  in  co.  Devon,  and 
messuages  and  land  in  Talcarn  in  the  parish  of  St.  Columbe  Minor  in 
co.  Cornwall.  Plea  of  covenant  was  summoned.  The  deforciants 
acknowledged  the  moiety  and  tenements  to  be  right  of  Thomas 
Seyntaubyn  as  those  which  he  has  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Margaret  to 
Thomas  Seyntaubyn  and  his  heirs  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Margaret  that  they  will  warrant  the  said 
moiety  and  tenements  to  the  said  Thomas  Seyntaubyn  against  all  men 
for  ever.   -For  this  Thomas  Seyntaubyn  granted  to  Thomas  Tregarthen, 
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senior,  the  said  moiety,  and  rendered  it  to  him  at  the  Court.  To  have 
and  to  hold  to  Thomas  Tregarthen,  senior,  during  his  life,  without  im- 
peachment of  waste,  of  the  chief  lords  of  that  fee  by  the  services  which 
belong  to  the  said  moiety,  with  remainder  after  his  death  to  Thomas 
Tregarthen,  junior,  and  Margaret  his  wife  and  the  heirs  of  their  bodies. 
To  hold  as  aforesaid  for  ever,  with  remainder  should  they  die  without 
heir  of  their  bodies  to  the  heirs  of  the  body  of  Margaret.  To  hold  as 
aforesaid  for  ever,  with  remainder  should  she  have  no  such  heir 
to  the  right  heirs  of  Thomas  Tregarthen,  junior.  To  hold  as 
aforesaid  for  ever.  And  the  said  Thomas  Seyntaubyn  also  granted  the 
aforesaid  tenements  to  Thomas  Tregarthen,  junior,  and  Margaret,  and 
rendered  them  to  them  at  the  Court.  To  have  and  to  hold  to  them  and 
the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee  by  the  services 
which  to  the  said  tenements  belong  for  ever,  with  like  remainder  as 
for  the  moiety. 

4  Edward  IV.  (1464). 

SOUTHAMPTON,  WILTS,  BRISTOL,  DORSET,  BERKS, 
SOMERSET,  DEVON. 

(25)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin, 
4  Edward  IV.  (1464).  Between  John  Peres,  clerk,  Gregory  Westby 
and  John  Mervyn,  querents,  and  Sir  Thomas  Burgh,  knight,  and 
Margaret  his  wife  late  the  wife  of  Sir  William  Botreaux  of  Botreaux, 
knight,  deforciants,  of  two  messuages,  eighty  acres  of  land,  two  acres 
of  meadow  in  Maydyn  Newton  in  co.  Dorset,  and  of  manors,  messuages, 
and  lands  in  Southampton,  Wilts,  Bristol,  Berks,  Somerset  and  Devon. 
Plea  of  covenant  was  summoned.  Thomas  and  Margaret  acknowledged 
all  to  be  the  right  of  John  Mervyn  as  those  which  he  and  John  Peres 
and  Gregory  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Margaret  to  the  querents  and  the 
heirs  of  John  Mervyn  for  ever.  For  this  the  querents  gave  to  Thomas 
and  Margaret  one  thousand  pounds  sterling. 

5  Edward  IV.  (1465). 

SOMERSET,  DORSET,  DEVON. 

(32)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  5  Edward  IV.  (1465).  Between  John  Pounde,  clerk, 
Thomas  Pounde,  clerk,  and  Edmund  Gloucestre,  querents,  and  Henry 
Hull,  esquire,  and  Alice  his  wife,  deforciants,  of  eight  messuages,  two 
hundred  acres  of  land,  eight  acres  of  meadow  in  Kyngesbere  and  Orchard 
in  co.  Dorset,  and  manors,  messuages,  and  land,  and  rent,  in  cos. 
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Somerset  and  Devon.  Plea  of  covenant  was  summoned.  Henry  and 
Alice  acknowledged  all  to  be  the  right  of  John,  as  those  which  he, 
Thomas  and  Edmund  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  the  said  John, 
Thomas,  and  Edmund  and  the  heirs  of  John  for  ever.  Moreover  Henry 
and  Alice  granted  for  themselves  and  the  heirs  of  Alice  that  they  will 
warrant  the  said  premises  to  John,  Thomas,  and  Edmund  and  the  heirs 
of  John  against  all  men  for  ever.  For  this  they  gave  to  Henry  and 
Alice  four  hundred  marks  of  silver. 

6  Edward  IV.  (1466). 

SOMERSET,  DORSET. 

(40)  At  Westminster,  in  the  Octave  of  the  Purification  of  the 
Blessed  Mary,  5  Edward  IV.  (1465)  and  afterwards  in  the  Octave  of 
St.  Michael  6  Edward  IV.  (1466).  Between  Robert  Bayngton  and  John 
Calovve,  querents,  and  William  Coudray  and  Avicia  his  wife,  daughter 
and  heir  of  John  Whitwode  and  Joan  late  his  wife,  sister  and  heir  of 
Thomas  Gulden,  esquire,  deforciants,  of  the  manor  of  Langblanford 
otherwise  called  Langton  Botyler  and  Langblanford  otherwise  called 
Langton  Latyle,  Litelton  juxta  Blanford  St.  Mary  and  Cokerscourt 
and  forty  messuages,  twenty  tofts,  one  dovecot,  six  hundred  and  thirty 
acres  of  land,  sixty  acres  of  meadow,  two  hundred  acres  of  pasture, 
forty  acres  of  wood,  forty  shillings  rent  in  Langblanford,  Chepyngblan- 
ford  otherwise  called  Blanford  Forum,  Blanford  St.  Mary,  Hanleygh, 
Canford,  Estlulleworth,  Yatmystre,  Trille,  Shtrborne,  Caundell  Purs, 
Caundell  Mersshe,  Pyryhille  in  Shirborne  and  Boterwyke,  Litelton, 
Cokerscourte,  Langton  Botyler  and  Langton  Latyle  and  the  advowsons 
of  the  church  of  Langblanford  otherwise  called  Langton  Botyler  and 
the  free  chantry  of  Langblanford  otherwise  called  Langton  Latyle  in 
co.  Dorset,  and  the  manors  of  Bukshawe  and  Guldenswyke  and  fiiteen 
messuages,  eight  tofts,  five  hundred  acres  of  land,  forty  acres  of  meadow, 
fifty  acres  of  pasture,  twenty  acres  of  wood,  twelve  pounds  of  rent 
in  Kyngeston,  Horethorn,  Milborn  Port,  Turneyate,  Horsyngton, 
Endeston,  Hengstrygge,  Charleton  Camvyle,  Seyntgeorgeshenton  other- 
wise called  Henton  Crafte,  Meryet  and  Bukshawe  and  common  ot 
pasture  for  six  oxen  and  two  hundred  sheep  in  Charleton  Camvyle  and 
two  hundred  and  sixty  sheep  in  Guldenswyke,  Kyngeston  and  Horethorn 
in  co.  Somerset.  Plea  of  covenant  was  summoned.  William  and 
Avicia  acknowledged  all  to  be  the  right  of  John  Calowe  as  those  which 
'he  and  Robert  have  of  their  gift,  and  they  remitted  and  quit  claimed 
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the  same  for  themselves  and  the  heirs  of  Avicia  to  the  said  Robert  and 
John  and  the  heirs  of  John  for  ever.  Moreover  William  and  Avicia 
granted  for  themselves  and  the  heirs  of  Avicia  that  they  will  warrant  all 
the  said  premises  to  Robert  and  John  and  the  heirs  of  John  against  all 
men  for  ever.  For  this  Robert  and  John  granted  to  the  said  William 
and  Avicia  the  aforesaid  manors  and  forty-eight  messuages,  eighteen 
tofts,  the  dovecots,  one  thousand  and  thirty  acres  of  land,  ninety-four 
acres  of  meadow,  two  hundred  and  twenty  acres  of  pasture,  the  wood, 
the  rent,  and  the  common  and  the  advowsons,  of  the  aforesaid  tenement, 
in  the  vills  of  Langblanford,  Chepyngblanford  otherwise  called  Blan- 
ford  Forum,  Blanford  St.  Mary,  Kanleygh,  Canford,  Yatmystre, 
Shirborn,  Caundell  Purs,  Caundell  Mersshe,  Pyryhille  in  Shirborn, 
Boterwyke,  Litelton,  Cokerscourt,  Langton  Botyler,  Langton  Latyle, 
Kyngeston,  Horethorn,  Horsyngton,  Endeston,  Charleton  Camvyle, 
Seyntgeorgeshenton  otherwise  called  Henton  Crafte,  Meryet  and 
Bukshawe  and  rendered  the  same  to  them  at  the  Court.  To  have  and  to 
hold  to  William  and  Avicia  and  the  heirs  of  Avicia's  body  begotten  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  premises  belong  for 
'ever,  with  remainder  after  the  death  of  William  and  Avicia,  in  default  of 
such  heir,  to  the  heirs  of  the  body  of  William  begotten.  To  hold  as 
aforesaid  for  ever,  with  remainder  in  default  of  such  heir  to  John 
Neuburgh,  senior,  esquire,  and  the  heirs  of  his  body  begotten.  To 
hold  as  aforesaid  for  ever,  with  remainder  after  his  death  in  default  of 
such  heir  to  the  right  heirs  of  the  said  John  Neuburgh.  To  hold  as 
aforesaid  for  ever.  And  the  said  Robert  and  John  Calowe  also  granted 
to  the  said  William  Coudray  and  Avicia  six  messuages,  eight  tofts, 
seventy  acres  of  land,  five  and  a  half  acres  of  meadow,  thirty  acres  of 
pasture  of  the  aforesaid  tenements  in  the  vills  of  Trylle,  Milborn  Port, 
Turneyate  and  Hengstrygge  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  the  said  William  and  Avicia  and  the  heirs  of 
Avicia's  body  begotten  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  tenements  belong  for  ever,  with  like  remainder  as  for  the 
other  premises. 

WARWICK,  BUCKS,  STAFFORD,  CAMBRIDGE,  ESSEX, 
HERTFORD,  LONDON,  HEREFORD,  WORCESTER, 
TOWN  OF  SOUTHAMPTON,  WILTS,  RUTLAND, 
DEVON,  CORNWALL,  DORSET,  NORTHAMPTON, 
GLOUCESTER. 

(41)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity,  28 
Henry  VI.  (1449),  anc*  afterwards  in  the  Octaves  of  St.  Michael,  6  Edward 
IV.  (1466).    Between  Thomas  Colt,  and  Henry  Sotchill,  querents,  and 
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Richard  Neville  Earl  of  Warwick,  and  Ann  his  wife,  deforciants, 
of,  etc. 

[Note. — As  the  premises  stated  to  be  in  the  county  of  Dorset  consist 
of  the  Islands  of  Jersey  and  Guernsey  and  castles  and  manors  in  other 
Channel  Islands,  this  fine  has  not  been  abstracted.] 

8  Edward  IV.  (1468). 

DORSET,  WILTS. 

(53)  At  Westminster,  in  one  month  from  Easter  day,  8  Edward  IV. 
(1468).  Between  William  Pryde,  clerk,  querent,  and  William  Whetley 
and  Agnes  his  wife,  deforciants,  of  twenty  messuages,  thirty  acres  of 
land,  four  acres  of  meadow,  ten  acres  of  pasture  in  Shirbourne  and 
Bysshopysdoune  in  co.  Dorset,  and  ten  messuages,  and  three  gardens  in 
Nova  Sarum  and  Wylton  in  co.  Wilts.  Plea  of  covenant  was  summoned. 
The  deforciants  acknowledged  the  tenements  to  be  the  right  of  William 
Pryde  as  those  which  he  has  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Agnes  to  William 
Pryde  and  his  heirs  for  ever.  Moreover  they  will  warrant  the  same  to 
him  and  his  heirs  against  all  men  for  ever.  For  this  William  Pryde 
gave  to  the  deforciants  two  hundred  pounds  sterling. 

SOMERSET,  DORSET,  DEVON. 

(62)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael,  8 
Edward  IV.  (1468).  Between  John  Wydeslade  son  of  John  Wydeslade, 
senior,  and  John  Brokhampton,  querents,  and  Robert  Cappys  and 
Elizabeth  his  wife,  deforciants,  of  the  manor  of  Pyllesdon  and  one 
messuage,  ten  acres  of  meadow,  and  one  hundred  acres  of  pasture  in 
Atram,  co.  Dorset,  and  manors,  messuages,  and  land  in  cos.  Somerset 
and  Devon.  The  deforciants  acknowledged  all  to  be  the  right  of  John 
Wydeslade  as  those  which  he  and  John  de  Brokhampton  have  by  gift 
from  the  deforciants,  and  they  remitted  and  quit  claimed  the  same  for 
themselves  and  the  heirs  of  Elizabeth  to  the  querents  and  the  heirs  of 
John  Wydeslade  for  ever.  Moreover  they  granted  for  themselves  and 
the  heirs  of  Eliazbeth  that  they  will  warrant  the  same  to  the  querents 
and  the  heirs  of  John  Wydeslade  against  all  men  for  ever.  For  this  the 
querents  granted  all  the- premises  to  Robert  and  Elizabeth  and  rendered 
the  same  to  them  at  the  Court.  To  have  and  to  hold  to  Robert  and 
Elizabeth  during  their  lives  without  impeachment  of  waste  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  premises  belong. 
After  their  deaths  the  manor  of  Pyllesdon  and  one  messuage,  ten  acres 
of  meadow,  one  hundred  acres  of  pasture  of  the  aforesaid  tenements  in 
the  vill  of  Atram  wholly  will  remain  to  William  Hody  son  of  the  atore- 
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said  Elizabeth  and  the  heirs  of  his  body.  To  hold  as  aforesaid  for  ever, 
with  remainder  in  default  of  such  heir  to  the  right  heirs  of  Elizabeth.  To 
hold  as  aforesaid  for  ever.  Also  after  the  deaths  of  Robert  and  Elizabeth 
the  premises  in  cos.  Somerset  and  Devon  will  wholly  remain  to  James 
Cappys  son  of  the  said  Robert  and  Elizabeth  and  the  heirs  of  his  body 
begotten.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his  death 
in  default  of  such  heir  to  the  aforesaid  William  Hody  and  the  heirs  of 
his  body.  To  hold  as  aforesaid  for  ever,  with  remainder  after  his  death 
in  default  of  such  heir  to  the  right  heirs  of  the  said  Elizabeth.  To  hold 
as  aforesaid  for  ever. 

49  Henry  VI.  (1470). 

(The  first  year  of  the  obtaining  again  of  his  roval  power.) 

DORSET. 

(12)  At  Westminster,  on  the  morrow  of  St.  Martin,  49  Henry  V7. 
(1470).  Between  Thomas  Bartelot,  Thomas  Hillyng,  John  Haroldr 
Ralph  Kyng  and  John  Courteys,  querents,  and  Henry  Burnell,  esquire, 
and  Isabella  his  wife,  deforciants,  of  two  messuages,  one  toft,  forty  acres 
of  land,  twelve  acres  of  meadow,  one  hundred  acres  of  pasture,  three 
acres  of  wood  in  Okeford  Fitzpayne.  Plea  of  covenant  was  summoned. 
Henry  and  Isabella  acknowledged  the  tenements  to  be  the  right  of 
Thomas  Hillyng  and  remitted  and  quitclaimed  the  same  for  themselves 
and  the  heirs  of  Henry  to  the  querents  and  the  heirs  of  Thomas  Hillyng 
for  ever.  For  this  the  querents  gave  to  Henry  and  Isabella  one  hundred 
marks  of  silver. 

15  Edward  IV.  (1475). 

DEVON,  CORNWALL,  SOMERSET,  DORSET,  SUSSEX, 
LEICESTER,  LINCOLN,  YORK,  CUMBERLAND. 

(101)  At  Westminster,  on  the  morrow  of  the  Ascension,  15  Edward 
IV.  (1475).  Between  Thomas  Stydolf,  "Gentleman,"  querent,  and 
Thomas  Grey,  son  of  Elizabeth,  Queen  of  England,  the  King's  Consort, 
Cecilia  Lady  Haryngton  and  Bonevyle  his  wife,  deforciants,  of  the 
manor  of  Berne,  Maperton,  Sturmynstre  Marchall,  Alryngton,  Morton, 
and  Membury  and  sixteen  messuages,  seven  carucates,  ninety  acres  of 
land,  forty  acres  of  meadow,  six  acres  of  wood,  fifty  shillings  of  rent, 
in  Whytechirche,  Lyme,  Shirbourne,  Ludeiynche,  Casemyll,  Yerdelond 
and  Tyderley  in  the  parish  of  Cherdestoke  in  the  county  of  Dorset, 
and  manors,  tenements  and  advowsons,  etc.,  in  the  counties  of  Devon, 
Cornwall,  Somerset,  Sussex,  Leicester,  Lincoln,  York  and  Cumberland. 
Plea  of  convenant  was  summoned.    Thomas  Grey  and  Cecilia  acknow- 
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ledged  all  to  be  the  right  of  Thomas  Stydolf,  as  by  their  gift,  and  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Cecilia  to  Thomas  Stydolf  and  his  heirs  for  ever.  Moreover  Thomas 
Grey  and  Cecilia  granted  for  themselves  and  the  heirs  of  Cecilia  that 
they  will  warrant  the  said  manors,  tenements,  advowsons,  etc.,  to 
Thomas  Stydolf  and  his  heirs  against  John  Abbot  of  St.  Peter,  West- 
minster, and  his  successors  for  ever.  For  this  Thomas  Stydolf  granted 
the  same  to  Thomas  Grey  and  rendered  them  to  him  at  the  Court.  To 
have  and  to  hold  to  Thomas  Grey  during  his  life  of  the  chief  lords  of 
that  fee  by  the  services  which  to  the  said  premises  belong,  with  re- 
mainder after  his  death  to  Cecilia  and  her  heirs.  To  hold  as  aforesaid 
for  ever. 

NORTHAMPTON,  HUNTINGTON,  NORFOLK,  CAMBRIDGE, 
SUFFOLK,  SUSSEX,  ESSEX,  HERTFORD,  SURREY, 
MIDDLESEX,  SOUTHAMPTON,  WILTS,  BERKS  AND 
DORSET. 

(102)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
15  Edward  IV.  (1475).  Between  the  King,  querent,  and  Richard 
Martyn,  clerk,  deforciant,  of  the  lordship  and  manor  of  Kyngeston  Lacy, 
the  manors  ofWymbourne,  Shapwyke,  Blanford  and  Guyssych,  forty 
messuages,  two  hundred  acres  of  land,  one  hundred  and  sixty  acres  of 
meadow,  two  hundred  acres  of  pasture,  one  hundred  acres  of  wood,  thirty 
pound  (Vibrates)  of  rent  in  Kyngeston  Lacy,  Wymbourne,  Shapwyke, 
Blanford  and  Guyssych  and  the  appointment  (constitucio)  and  grant 
(concessio)  of  the  office  of  Feodary  and  bailiff  of  the,  liberty  of  the 
Duchy  of  Lancaster,  in  the  county  of  Dorset  which  Elizabeth  Queen  of 
England  holds  for  term  of  her  life,  and  lordships,  manors,  tenements, 
rents  and  offices  in  the  counties  of  Northampton,  Huntington,  Norfolk, 
Cambridge,  Suffolk,  Sussex,  Essex,  Hertford,  Surrey,  Middlesex, 
Southampton,  Wilts  and  Berks.  Plea  of  covenant  was  summoned. 
Richard  Martyn  acknowledged  all  to  be  the  right  of  the  King.  For  this 
the  King  granted  for  himself  and  his  heirs  that  whereas  the  said  Queen 
holds  all  the  aforesaid  manors,  etc.,  and  for  term  of  her  life  of  the  in- 
heritancejof  the  King  on  the  day  this  concord  was  made,  which  after  her 
death  ought  to  revert  to  the  King  and  his  heirs,  they  shall  then  wholly 
remain  to  Richard  Martyn  for  the  term  of  one  month  then  next  following. 
To  hold  of  the  King  and  his  heirs  by  the  services  therefor  due  ana 
accustomed  during  the  term  aforesaid,  and  after  that  term  all  shall  re- 
main to  Thomas  by  Divine  mercy  Cardinal  Priest  of  the  most  holy 
Roman  Church,  by  the  title  of  St.  Ciriac  in  Thermis  (interims),  Arch- 
bishop of  Canterbury  and  Primate  [of  all  England,  William  Bishop  of 
Ely,  Richard  Bishop  of  Salisbury,  Robert  Bishop  of  Bath,  Thomas 
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Bishop  of  Lincoln,  John  Bishop  of  Rochester,  Henry  Earl  of  Essex, 
Anthony  Earl  Ryvers,  Sir  William  de  Hastynges  knight,  John  Russell, 
clerk,  William  Dudley,  clerk,  John  Gunthorp,  clerk,  Sir  Thomas  Burgh, 
knight,  Sir  Thomas  Mongomery,  knight,  Sir  Thomas  Vaughan,  knight, 
Richard  Fowler  and  William  Husee  and  their  heirs.  To  hold  of  the 
King  and  his  heirs  by  the  services  therefor  due  and  accustomed  for  ever. 
This  concord  was  made  by  precept  of  the  King. 

DORSET,  DEVON. 
(107)  At  Westminster,  on  the  morrow  of  the  Purification  of  the 
Blessed  Mary,  15  Edward  IV.  (1475).    Between  John  Fitz  James, 
junior,  and  William  Hody,  querents,  and  John  Crukern  and  John  Benyn, 
deforciants,  of  four  messuages,  four  tofts,  eighty  acres  of  land,  twenty- 
four  acres  of  meadow,  one  hundred  and  forty  acres  of  pasture,  four 
acres  of  wood  in  Fyffehed,  Lydlynche,  Stourmyster  Neutoncastell, 
Mapouder,  Haselbere,  Shyllyng  Okeford,  Childeokeford  and  Wynter- 
born  Whitchirch  in  co.  Dorset,  and  a  rent  of  twenty  marks  in  Clouely, 
co.  Devon.    Plea  of  covenant  was  summoned.    John  Crukern  and 
John  Benyn  acknowledged  the  tenements  and  rent  to  be  the  right  of 
William.    For  this  William  and  John  Fitz  James  granted  for  them- 
selves and  the  heirs  of  William  that  the  said  tenements  and  rent  which 
Margery  Crukern,  widow,  holds  for  term  of  life  of  the  inheritance  of  the 
said  William  in  the  said  vills  on  the  day  this  concord  was  made  and 
which  after  her  death  ought  to  revert  to  John  Fitz  James  and  William 
should  then  wholly  remain  to  John  Benyn  for  the  term  of  one  month 
then  next  following.    To  hold  of  the  chief  lords  of  that  fee  by  the 
services  which  to  the  said  tenements  and  rent  belong  during  that  term, 
and  after  that  term  the  tenements  and  rent  wholly  will  remain  to  the 
said  John  Crukern  and  Margaret  his  wife  and  the  heirs  of  their  bodies 
begotten.    To  hold  as  aforesaid  for  ever.    Should  John  Crukern  die 
without  heir  of  his  body  by  Margaret  then  after  the  deaths  of  both 
John  and  Margaret  the  tenements  wholly  will  remain  to  the  right  heirs 
of  John  Crukern.    To  hold  as  aforesaid  for  ever.    And  also  after  the 
term  aforesaid  the  said  rent  wholly  will  remain  to  John  Crukern  and 
Margaret  and  the  heirs  of  the  body  of  John  begotten.    To  hold  as  afore- 
said for  ever.    Should  John  die  without  heir  of  his  body  then  after  the 
deaths  of  both  John  and  Margaret  the  rent  wholly  will  remain  to  the 
right  heirs  of  John  Crukern.    To  hold  as  aforesaid  for  ever. 

20  Edward  IV.  (1480). 

BEDFORD,  CORNWALL,  DORSET,  BUCKS,  SUSSEX, 
SOUTHAMPTON,  HERTFORD. 
(133)  At   Westminster,    in    the    Octave  of  St.  John  Baptist,  20 
Edward  IV.  (1480).    Between  the  Dean  and  Canons  of  the  King's  free 
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chapel  of  St.  George  within  the  King's  Castle  of  Wyndesore,  querents, 
and  John  Duke  of  Suffolk  and  Elizabeth  his  wife,  sister  of  the  King, 
deforciants,  of  nineteen  messuages,  seven  tofts,  one  hundred  and  forty 
acres  of  land,  fourteen  acres  of  meadow,  one  hundred  and  forty  acres  of 
pasture,  one  hundred  acres  of  wood,  four  librates  of  rent  in  Neweford 
and  Blanford  in  co.  Dorset,  and  a  manor  in  co.  Bedford,  a  church  in  co. 
Cornwall  and  tenements  in  the  countries  of  Buckingham,  Sussex, 
Southampton  and  Hertford.  Plea  of  covenant  was  summoned.  The 
Duke  and  Elizabeth  acknowledged  all  to  be  the  right  of  the  Dean  and 
Canons  as  by  their  gift.  To  have  and  to  hold  to  the  said  Dean  and 
Canons  and  their  successors  in  frank  almoign  for  ever.  Moreover  the 
Duke  and  Elizabeth  granted  for  themselves  and  the  heirs  of  Elizabeth 
that  they  will  warrant  the  said  manor,  tenements  and  church  to  the 
Dean  and  Canons  and  their  successors  against  John,  Abbot  of  St.  Peter, 
Westminster,  and  his  successors  for  ever.  For  this  the  Dean  and 
Canons  received  the  Duke  and  Elizabeth  and  their  heirs  into  all  benefits 
and  orisons  which  henceforth  they  should  make  in  the  said  Chapel  for 
ever.    This  concord  was  made  by  precept  of  the  King. 

DORSET,  SOMERSET. 

(28)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  John 
Baptist,  20  Edward  IV.  (1480).  Between  Hugh  Pauy,  clerk,  Alexander 
Cheyne,  John  Fitz  James,  Michael  Skyllyng  and  John  Hampton, 
querents,  and  John  Cheyne,  esquire,  and  Margaret  his  wife  who  was  the 
wife  of  Sir  William  Stourton,  knight,  late  Lord  Stourton,  one  of  the 
daughters  and  heirs  of  Sir  John  Chydeok,  knight,  deforciants,  of  the 
manors  of  Caundelhaddon,  Ludelynche,  Burcombe,  Buckam,  Upcerne, 
Estchelbarugh  and  More  Kyrchell  and  the  advowsons  of  the  churches 
of  the  manors  of  Ludelynche  and  Upcerne,  and  ten  messuages,  one  mill, 
two  hundred  acres  of  land,  forty  acres  of  meadow,  one  hundred  acres  of 
pasture,  ten  acres  of  wood  in  Bridport,  and  a  moiety  of  the  manors  of 
Houton  Hudes  and  Fyfehyde  Nevyle  and  the  advowson  of  a  moiety  of 
the  church  of  Houton  and  also  one-third  part  of  the  manors  of  May- 
denneuton  and  Melbury  Osmond  in  the  county  of  Dorset,  and  the 
manor  of  Kyngston  and  eight  messuages,  one  hundred  acres  of  land, 
fifty  acres  of  meadow,  one  hundred  acres  of  pasture,  ten  acres  of  wood 
in  Kyngston  and  Welles  and  also  the  advowson  of  the  free  chapel  01 
the  said  manor  of  Kyngston  in  the  county  of  Somerset.  Plea  of  cove- 
nant was  summoned.  John  Cheyne  and  Margaret  acknowledged  the 
said  manors,  tenements,  moieties  and  third  part  and  advowsons  afore- 
said to  be  the  right  of  Hugh  as  those  which  he  and  the  other  querents 
have  by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Margaret  to  the  querents  and  the  heirs  of  Hugh 
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for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of 
Margaret  that  they  will  warrant  the  same  to  the  querents  and  the  heirs 
of  Hugh  against  all  men  for  ever.  For  this  the  querents  granted  to 
John  Cheyne  and  Margaret  the  manors  of  Caundelhaddon,  Burcombe, 
Buckam,  and  Kyngeston,  and  the  tenements  aforesaid  in  the  said  vills 
of  Bridport,  Kyngston  and  Welles  and  the  advowson  of  the  free  chapel 
of  the  aforesaid  manor  of  Kyngeston,  and  rendered  them  to  them  at  the 
Court.  To  have  and  to  hold  to  the  said  John  Cheyne  and  Margaret  and 
the  heirs  of  their  bodies  of  the  chief  lords  of  that  fee,  by  the  services 
which  to  those  manors,  tenements  and  advowson  belong  for  ever. 
Should  John  Cheyne  and  Margaret  die  without  heir  of  their  bodies  then 
the  same  will  wholly  remain  to  the  right  heirs  of  the  said  Margaret.  To 
hold  as  aforesaid  for  ever.  And  the  querents  also  granted  to  John 
Cheyne  and  Margaret  the  said  manors  of  Ludelynche,  Upcerne, 
Estchelbarugh  and  More  Kyrchell  and  the  said  moiety  of  the  said 
manors  of  Houton  Hudes  and  Fyfehyde  Nevile  and  the  said  third 
part  of  the  said  manors  of  Maydenneuton  and  Melbury  Osmond  and 
the  advowsons  of  the  churches  of  the  said  manors  of  Ludelynche  and 
Upcerne  and  also  the  advowson  of  the  moiety  of  the  church  of  the 
aforesaid  manor  of  Houton,  and  rendered  them  to  them  at  the  Court. 
To  have  and  to  hold  to  the  said  John  Cheyne  and  Margaret  and  the 
heirs  of  their  bodies  of  the  querents  and  the  heirs  of  Hugh  for  ever. 
Rendering  therefore  yearly  one  rose  at  the  feast  of  the  Nativity  of 
St.  John  Baptist,  for  all  service,  custom  and  exaction  to  the  said  querents 
and  the  heirs  of  Hugh  belonging,  and  doing  therefore  to  the  chief  lords 
of  that  fee  for  the  said  querents  and  the  heirs  of  Hugh  all  other 
services  which  to  those  manors,  moiety,  third  part  and  advowsons 
belong  for  ever.  Should  John  Cheyne  and  Margaret  die  without  heir 
of  their  bodies  then  the  same  manors,  moiety  and  third  part  and  ad- 
vowsons wholly  will  revert  to  the  querents  and  the  heirs  of  Hugh  quit 
of  the  other  heirs  of  the  aforesaid  John  Cheyne  and  Margaret.  To 
hold  of  the  chief  lords  of  that  fee  by  the  services  which  to  those  manors, 
moiety,  third  part  and  advowsons  belong  for  ever. 

21  Edward  IV.  (1481). 

SOMERSET,  GLOUCESTER,  DORSET. 

(137)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary, 
21  Edward  IV.  (14S1).  Between  Christopher  Twynyho,  clerk,  John, 
Twynyho  of  Cirencestre,  esquire,  William  Twynyho  of  Shipton  Solers, 
esquire,  John  Tame  of  Fayreford,  esquire,  Edmund  Langeley  of  Sudyng- 
ton  Langeley,  esquire,  Thomas  Delalynde  of  Clencheston,  esquire,  John 
Walshe  of  Olueston,  esquire,  William  Louell  of  Raffeston,  esquire,  and 
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Thomas  Warner  of  Cirencestre,  esquire,  querents,  and  Walter  Denys,  es- 
quire, and  Agnes  his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Lytton 
and  the  advowson  of  the  church  of  Lytton  in  co.  Dorset,  and  manors 
and  advowsons  in  the  counties  of  Somerset  and  Gloucester.  Plea  of 
covenant  was  summoned.  Walter  and  Agnes  acknowledged  all  to  be 
the  right  of  John  Twynyho  as  those  which  he  and  the  other  querents 
have  by  gift  from  Walter  and  Agnes,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Agnes  to  the  que- 
rents and  the  heirs  of  John  Twynyho  for  ever.  Moreover  they  granted 
for  themselves  and  the  heirs  of  Agnes  that  they  will  warrant  the  said 
manors,  moiety  and  advowsons  to  the  querents  and  the  heirs  of  John 
: Twynyho  against  Richard  Abbot  of  the  Monastery  of  St.  Mary  of 
Cirencestre  and  his  successors  for  ever.  For  this  the  querents  gave  to 
Walter  and  Agnes  six  hundred  pounds  sterling. 

DORSET  Only. 

•  2  Edward  IV.  (1462). 

(1)  At  Westminster,  in  one  month  from  Easter  day,  2  Edward  IV. 
.(1462).    Between  John  Neuburgh,  John  Fitz  James,  Thomas  Husee, 
Roger  Iuye  (Ivy  ?),  William  Clavyle,  and  William  Chyke,  querents,  and 
Walter  Draper,  and  Matilda  his  wife,  kinswoman  and  heir  of  John 
Yonge,  late  of  Byccombe,  deforciants,  of  five  messuages,  three  tofts, 
four  gardens,  two  hundred  acres  of  land,  four  acres  of  meadow,  forty 
acres  of  pasture,  three  acres  of  wood  in  Wymbourne  Mynstre,  Wodekes- 
worth,  Bothenwode,  Shapewyke,  Wynterborn  Maureward,  Hywyssh 
and  Horton  and  common  of  pasture  for  thirty  beasts  [animalia],  thirty 
pigs  and  one  hundred  sheep  in  Horton.    Plea  of  covenant  was  sum- 
moned.   Walter  and  Matilda  acknowledged  the  tenements  and  common 
to  be  the  right  of  John  Neuburgh,  of  which  the  said  John  and  the 
other  querent  have  forty  acres  of  land  and  two  acres  of  wood  of  the  said 
tenements  in  the  said  vills  of  WTodekesworth  and  Bothenwode  by  gift 
of  Walter  and  Matilda,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Matilda  to  the  said  querents  and  the 
heirs  of  John  Neuburgh  for  ever.    Moreover  they  granted  for  themselves 
and  the  heirs  of  Matilda  that  the  said  messuages,  tofts,  gardens  and 
one  hundred  and  sixty  acres  of  land  and  the  meadow,  pasture,  one  acre 
of  wood  and  common  of  the  aforesaid  tenements  in  the  said  vills  of 
Wymborn  Mynstre,  Shapewyke,  Wynterborn  Maureward,  Hywyssh 
and  Horton  which  Philip  Gaunt,  grandfather  of  the  said  Matilda,  holds 
for  term  of  his  life  of  the  inheritance  of  the  said  Matilda  on  the  day 
this  concord  was  made,  and  which  after  the  death  of  Philip  ought  to 
revert  to  Walter  and  Matilda  and  the  heirs  of  Matilda  should  then 
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wholly  remain  to  the  querents  and  the  heirs  of  John  Neuburgh.  To 
hold  together  with  the  tenements  which  remain  to  them  by  this  fine  of 
the  chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements 
and  common  belong  for  ever.  And  Walter  and  Matilda  and  the  heirs 
of  Matilda  will  warrant  the  said  tenements  and  common  as  is  aforesaid 
to  the  querents  and  the  heirs  of  John  Neuburgh  against  all  men  for 
ever.  For  this  the  querents  gave  to  Walter  and  Matilda  forty  pounds 
sterling. 

(2)  At  Westminster,  in  one  month  from  Easter  day,  2  Edward  IV. 
(1462).  Between  John  Neuburgh,  John  Fitz  James,  Thomas  Husee, 
Roger  Iuye  (Ivy  ?),  William  Clavyle  and  William  Chyke,  querents,  and 
William  Craford  and  Edith  his  wife,  deforciants,  of  one  messuage,  eight 
gnrdens,  six  shambles  ("  shamellis  ")  and  three  acres  of  meadow  in  War- 
ham.  Plea  of  covenant  was  summoned.  William  Craford  and  Edith  ac- 
knowledged the  tenements  to  be  the  right  of  John  Neuburgh  as  those 
which  he  and  the  other  querents  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Edith  to  the 
querents  and  the  heirs  of  John  Neuburgh  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Edith  that  they  will  warrant 
the  tenements  to  the  querents  and  the  heirs  of  John  Neuburgh  against 
all  men  for  ever.  For  this  the  querents  gave  to  William  Craford  and 
Edith  forty  pounds  sterling. 

(3)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
2  Edward  IV.  (1462).  Between  William  Port,  querent,  and  William 
Lifelong  and  Alice  his  wife,  deforciants,  of  three  messuages,  two  caru- 
cates,  two  hundred  and  forty-four  acres  of  land,  forty-one  acres  of 
meadow,  four  hundred  and  fifty-eight  acres  of  pasture  in  Combe 
Deverell,  otherwise  called  Deverell  Combe,  otherwise  called  Lytylpudyll, 
within  the  parish  of  Pudelhynton,  Weyhamondevyle,  otherwise  called 
Upwey,  otherwise  called  Waybayhouse  and  Westbroke  juxta  Brodeway. 
Plea  of  covenant  was  summoned.  William  Lifelong  and  Alice  acknow- 
ledged the  tenements  to  be  the  right  of  William  Port  as  by  their  gift, 
and  they  remitted  and  quit  claimed  the  same  for  themselves  and  the 
heirs  of  Alice  to  William  Port  and  his  heirs  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Alice  that  they  will  warrant  the 
tenements  to  William  Port  and  his  heirs  against  all  men  for  ever.  For 
this  William  Port  gave  to  William  Lifelong  and  Alice  two  hundred 
marks  of  silver. 

3  Edward  IV.  (1463). 

(4)  At  Westminster,  in  one  month  from  Easter  day,  3  Edward 
VI.  (1463).  Between  Richard  Hayne,  esquire,  querent,  and  William 
Lifelong  and  Alice  his  wife,  deforciants,  of  one  toft,  twenty-four  acres  ol 
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land,  one  acre  of  meadow  in  Milburn  St.  Andrew.  Plea  of  covenant  was 
summoned.  William  and  Alice  acknowledged  the  tenements  to  be  the 
right  of  Richard  as  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Alice  to  Richard  and  his  heirs  fur 
ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Alice  that 
they  will  warrant  the  tenements  to  Richard  and  his  heirs  against  all 
men  for  ever.  For  this  Richard  gave  to  William  and  Alice  twenty 
pounds  sterling. 

(5)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael,  3 
Edward  IV.  (1463).  Between  John  Neuburgh,  senior,  esquire,  John 
Fitz  James,  esquire,  Thomas  Husee,  esquire,  Roger  Iuye  (Ivy  ?)  esquire, 
William  Clavyle,  and  William  Chyke,  querents,  and  WTalter  Draper  and 
Matilda  his  wife,  kinswoman  and  heir  of  John  Yonge,  late  of  Byccombe, 
deforciants,  of  two  messuages,  four  gardens,  forty-seven  acres  of  land, 
five  acres  of  meadow,  three  acres  of  pasture,  three  acres  of  wood  in 
Byccombe  and  Kyngeston  Lacy  and  common  of  pasture  for  twelve  beasts 
[animalia]  four  plough  beasts  [affros]  and  eight  pigs  in  Kyngeston  Lacy. 
Plea  of  covenant  was  summoned.  Walter  and  Matilda  acknowledged 
the  tenements  and  common  to  be  the  right  of  John  Neuburgh  as  those 
which  he  and  the  other  querents  have  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Matilda  to  the 
querents  and  the  heirs  of  John  Neuburgh  for  ever.  Moreover  Walter 
and  Matilda  granted  for  themselves  and  the  heirs  of  Matilda  that  they 
will  warrant  the  tenements  and  common  to  the  querents  and  the  heirs  of 
John  Neuburgh  against  all  men  for  ever.  For  this  the  querents  gave  to 
Walter  and  Matilda  forty  pounds  sterling. 

(6)  At  Westminster,  in  three  weeks  from  the  day  of  St.  Michael,  3 
Edward  IV.  (1463).  Between  Walter  Grene,  querent,  and  Henry  Bole 
and  Agnes  his  wife,  daughter  and  heir  of  John  Lyne  late  of  Anstey, 
deforciants,  of  one  toft,  ten  acres  of  land,  five  acres  of  meadow,  six  acres 
of  pasture  and  a  moiety  of  one  acre  of  wood  in  Anstey,  and  common  of 
pasture  for  six  oxen  to  feed  anywhere  with  the  oxen  of  the  Abbot  of 
Abbotesbury  in  his  pasture  of  Anstey.  Plea  of  covenant  was  summoned. 
Henry  and  Agnes  acknowledged  the  tenements  and  common  to  be  the 
right  of  Walter  as  those  which  he  has  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Agnes  to 
Walter  and  his  heirs  for  ever.  Moreover  Henry  and  Agnes  granted  for 
themselves  and  the  heirs  of  Agnes  that  they  will  warrant  the  tenements 
and  common  to  Walter  and  his  heirs  against  all  men  for  ever.  For  this 
Walter  gave  to  Henry  and  Agnes  twenty  pounds  sterling. 

4  Edward  IV.  (1464). 

(7)  At  Westminster,  in  the  Octave  of  the  Purification  of  the  Blessed 
Mary,  4  Edward  IV.  (1464).    Between  John  Van,  Abbot  of  Cerne,  John 
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Neuburgh,  John  Hillary,  clerk,  and  Roger  Maundevyle,  querents,  and 
John  Staunton  and  Margery  His  wife  and  Philip  Lyende  and  Emma  his 
wife,  daughter  and  heir  of  Thomas  Crull,  otherwise  called  Thomas 
Parrok,  deforciants,  of  two  tofts,  seventy-six  acres  of  land,  eight  acres  of 
meadow,  four  acres  of  pasture,  six  acres  of  wood  in  Whitechurch  and 
Stoke  Walysshe  in  Mersshewodevale.  Plea  of  covenant  was  summoned. 
John  Staunton  and  Margery  and  Philip  and  Emma  acknowledged  the 
tenements  to  be  the  right  of  John  Neuburgh  as  those  which  he  and  the 
other  querents  have  by  their  gift,  and  they  remitted  and  quit  claimed 
the  same  for  themselves  and  the  heirs  of  Margery  and  Emma  to  the 
querents  and  the  heirs  of  John  Newburgh  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Margery  and  Emma  that  they 
will  warrant  the  tenements  to  the  querents  and  the  heirs  of  John  Neu- 
burgh against  all  men  for  ever.  For  this  the  querents  gave  to  John 
Staunton  and  Margery  and  Philip  and  Emma  twenty  pounds  sterling. 

5  Edward  IV.  (1465). 

(8)  At  Westminster,  in  one  month  from  the  day  of  St.  Michael,  5 
Edward  IV.  (1465).  Between  Thomas  Husee,  senior,  John  Neuburgh, 
esquire,  Thomas  Husee,  junior,  and  Elias  Husee,  clerk,  querents,  and 
William  Goolde  and  John  ClyrTe  and  Alice  his  wife,  deforciants,  of  one 
messuage,  fifty  acres  of  land,  fifty  acres  of  pasture,  one  acre  of  wood  and 
one  third  acre  of  meadow  in  Milbourne  St.  Andrew  and  pasture  for  two 
horses  and  six  oxen  in  the  manor  of  Deueliche.  Plea  of  covenant  was 
summoned.  William  and  John  ClyfFe  and  Alice  acknowledged  the  tene- 
ments and  pasture  to  be  the  right  of  Thomas  Husee,  senior,  as  those 
which  he  and  the  other  querents  have  by  their  gift,  and  they  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  William 
Goolde  to  the  querents  and  the  heirs  of  Thomas  Husee,  senior,  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  William  that  they 
will  warrant  the  tenements  and  pasture  to  the  querents  and  the  heirs  of 
Thomas  Husee,  senior,  against  all  men  for  ever.  For  this  the  querents 
gave  to  the  deforciants  forty  pounds  sterling. 

6  Edward  IV.  (1466). 

(9)  At  Westminster,  on  the  morrow  of  the  Ascension  of  our  Lord,  6 
Edward  IV.  (1466).  Between  Robert  Nicoll,  esquire,  and-William  Croft, 
querents,  and  Stephen  Preston  and  Matilda  his  wife,  deforciants,  of  the 
manor  of  Silton.  Plea  of  covenant  was  summoned.  Stephen  and 
Matilda  acknowledged  the  manor  to  be  the  right  of  Robert,  and  remitted 
and  quit  claimed  the  same  for  themselves  and  the  heirs  of  Matilda  to 
Robert  and  William  and  the  heirs  of  Robert  for  ever.  Moreover  they 
granted  for  themselves  and  the  heirs  of  Matilda  that  they  will  warrant 
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the  manor  to  Robert  and  William  and  the  heirs  of  Robert  against  all 
men  for  ever.  For  this  Robert  and  William  gave  to  Stephen  and 
Matilda  one  hundred  marks  of  silver. 

(10)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  6  Edward 
IV.  (1466).  Between  Robert  Nicoll  and  William  Croft,  querents,  and 
Humphrey  Pokeswell  and  Elizabeth  his  wife,  deforciants,  of  the  manor 
of  Silton.  Plea  of  covenant  was  summoned.  Humphrey  and  Elizabeth 
acknowledged  the  manor  to  be  the  right  of  Robert,  as  that  which  he 
and  William  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Elizabeth  to  Robert  and  William 
and  the  heirs  of  Robert  for  ever.  Moreover  they  granted  for  themselves 
and  the  heirs  of  Elizabeth  that  they  will  warrant  the  manor  to  Robert 
and  William  and  the  heirs  of  Robert  against  John  Prior  of  Brewton 
and  his  successors  for  ever.  For  this  Robert  and  William  gave  to 
Humphrey  and  Elizabeth  four  hundred  pounds  marks  of  silver. 

8  Edward  IV.  (1468). 

(11)  At  Westminster,  in  one  month  from  Easter  day,  8  Edward  IV 

(1468)  .  Between  John  Neuburgh,  senior,  esquire,  Thomas  Husee, 
senior,  John  Fitzjames,  senior,  John  Carent,  junior,  Roger  Iuye  (?  Ivy), 
John  Wyke,  William  Clavyle  and  William  Chike,  querents,  and  Thomas 
Stote,  of  Warham  and  Margaret  his  wife,  deforciants,  of  two  messuages, 
three  acres  of  meadow  in  Warham  and  Portmanmore.  Plea  of  covenant 
was  summoned.  Thomas  Stote  and  Margaret  acknowledged  the  tene- 
ments to  be  the  right  of  John  Neuburgh,  as  those  .which  he  and  the 
other  querents  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
the  same  for  themselves  and  the  heirs  of  Margaret  to  the  querents  and 
the  heirs  of  John  Neuburgh  forever.  Moreover  they  granted  for  them- 
selves and  the  heirs  of  Margaret  that  they  will  warrant  the  tenements 
to  the  querents  and  the  heirs  of  John  Neuburgh  against  all  men  lor 
ever.  For  this  the  querents  gave  to  Thomas  Stote  and  Margaret 
twenty  pounds  sterling. 

9  Edward  IV.  (1469). 

(12)  At  Westminster,  in  one  month  from  Easter  day,  9  Edward  IV. 

(1469)  .  Between  Richard  Vowel  1,  querent,  and  John  Hogges  and 
Juliana  his  wife,  daughter  and  heir  of  Augustin  Hyllary,  late  of 
Shirborn,  deforciants,  of  two  messuages,  and  one  garden  in  Shirborn. 
Plea  of  covenant  was  summoned.  John  and  Juliana  acknowledged 
the  tenements  to  be  the  right  of  Richard,  as  by  their  gift,  and 
they  remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs 
of  Juliana  to  Richard  and  his  heirs  for  ever.  Moreover  John  and 
Juliana  granted  for  themselves  and  the  heirs  of  Juliana  that  they  will 
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warrant  the  tenements  to  Richard  and  his  heirs  against  all  men  for 
ever.  For  this  Richard  gave  to  John  and  Juliana  twenty  marks  of 
silver, 

(13)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  9  Edward 
IV.  (1469).  Between  John  Crukern  and  Alice  his  wife,  daughter  and 
heir  of  John  Goolde,  late  of  Sandputte,  querents,  and  John  Porter  and  John 
Baker,  deforciants,  of  three  messuages,  one  hundred  and  seven  acres  of 
land,  twelve  acres  of  meadow,  one  hundred  and  sixty  acres  of  pasture,  ten 
acres  of  alder  in  Sandputte,  Drempton  and  Axe  in  the  parish  of  Brode 
Wyndesore.  Plea  of  convent  was  summoned.  John  Crukern  and  Alice 
acknowledged  the  tenements  to  be  the  right  of  John  Porter  as  those 
which  he  and  John  Barker  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  the  deforciants 
and  the  heirs  of  John  Porter  for  ever.  Moreover  they  granted  for  them- 
selves and  the  heirs  of  Alice  that  they  will  warrant  the  tenements  to 
John  Porter  and  John  Baker  and  the  heirs  of  John  Porter  against  all  men 
for  ever.  For  this  the  deforciants  granted  the  tenements  to  John  Crukern 
and  Alice  and  rendered  them  to  them  at  the  Court.  To  have  and  to 
hold  to  John  Crukern  and  Alice  and  the  heirs  of  their  bodies  of  the  chief 
lords  of  that  fee  by  the  services  which  to  the  said  tenements  belong  for 
ever.  Should  they  die  without  heir  of  their  bodies  then  the  tenements 
wholly  will  remain  to  the  heirs  of  the  body  of  Alice.  To  hold  as  afore- 
said for  ever.  With  remainder,  should  there  be  no  such  heir,  to 
the  heirs  of  the  body  of  John  Crukern.  To  hold  as  aforesaid  for  ever. 
With  remainder,  should  there  be  no  such  heir,  to  the  right  heirs  of  the 
said  Alice.    To  hold  as  aforesaid  for  ever. 

(14)  At  Westminster,  on  the  morrow  of  St.  John  Baptist,  9  Edward 
IV.  (1469).  Between  Thomas  Bertlatt,  clerk,  vicar  of  the  parish 
church  of  Yevell,  Thomas  Hyllyng,  Ralph  Kyng,  John  Harold  and  John 
Curteyse,  querents,  and  Tristram  Burnell  and  Agnes  his  wife,  deforci- 
ants, of  one  hundred  and  twenty-eight  acres  of  pasture  in  Okeford  Fitz 
Peyn.  Plea  of  covenant  was  summoned.  Tristram  and  Agnes  acknow- 
ledged the  pasture  to  be  the  right  of  Thomas  Hyllyng  as  that  which  he 
and  the  other  querents  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Agnes  to  the  querents 
and  the  heirs  of  Thomas  Hyllyng  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Agnes  that  they  will  warrant  the  pasture  to 
the  querents  and  the  heirs  of  Thomas  Hyllyng  against  all  men  for  ever. 
For  this  the  querents  gave  to  Tristram  and  Agnes  one  hundred  marks 
of  silver. 

14  Edward  IV.  (1474). 

(15)  At  Westminster  in  one  month  from  Easter  day,  14  Edward  IV. 
(1474).    Between  Richard  Raulyns,  querent,  and  Edward  Abthorp  and 
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Joan  his  wife,  deforciants,  of  one  messuage,  thirty  acres  of  land,  ten 
acres  of  meadow,  twenty  acres  of  pasture,  three  acres  of  wood  in 
Maupoder.  Plea  of  covenant  was  summoned.  Edward  and  Joan 
acknowledged  the  tenements  to  be  the  right  of  Richard  as  by  their  gift, 
and  they  remitted  and  quit  claimed  the  same  for  themselves  and  the 
heirs  of  Toan  to  Richard  and  his  heirs  for  ever.  Moreover  Edward  and 
Joan  granted  for  themselves  and  the  heirs  of  Joan  that  they  will  warrant 
the  tenements  to  Richard  and  his  heirs  against  all  men  for  ever.  For 
this  Richard  gave  to  Edward  and  Joan  forty  marks  of  silver. 

(16)  At  Westminster,  in  the  Octave  of  Holy  Trinity,  14  Edward  IV. 
(1474).  Between  John  Reynold,  esquire,  querents,  and  Richard 
Dagworth  and  Richarda  his  wife,  deforciants,  of  three  messuages,  one 
hundred  and  twenty  acres  of  land,  six  acres  of  meadow,  two  hundred 
acres  of  pasture,  five  shillings  of  rent  in  Blanford  St.  Mary.  Plea  of 
covenant  was  summoned.  Richard  and  Richarda  acknowledged  the 
tenements  to  be  the  right  of  John  as  by  their  gift.  For  this  John 
granted  to  them  the  said  tenements,  and  rendered  them  to  them  at  the 
Court..  To  have  and  to  hold  to  the  said  Richard  and  Richarda  without 
impeachment  of  waste  of  the  chief  lords  of  that  fee  by  the  services  which 
to  the  said  tenements  belong  during  their  lives.  After  the  deaths  of 
Richard  and  Richarda  the  tenements  will  wholly  remain  to  Sir  John 
Audeley,  knight,  Lord  Audeley  and  his  heirs.  To  hold  as  aforesaid 
for  ever. 

15  Edward  IV.  (1475). 

(17)  At  Westminster,  in  fifteen  days  from  the  day  of  Holy  Trinity, 
15  Edward  IV.  (1475).  Between  the  King,  querent,  and  Richard 
Martyn,  clerk,  deforciant,  of  twelve  messuages,  two  water  mills,  three 
hundred  acres  of  land,  forty  acres  of  meadow,  two  hundred  acres  of 
pasture,  one  hundred  shillings  of  rent  in  Kyngeston  Lacy,  and 
Wymbourne  Mynstre  which  Thomas  Dyxston,  esquire,  holds  for 
term  of  life.  Plea  of  covenant  was  summoned.  Richard  Martyn  ac- 
knowledged the  tenements  to  be  the  right  of  the  King.  For  this  the 
King  granted  for  himself  and  his  heirs  that,  whereas  the  said  Thomas 
Dyxston  holds  the  said  tenements  for  term  of  his  life,  of  the  inheritance 
of  the  King  in  the  said  vills  on  the  day  this  concord  was  made,  which 
after  his  death  ought  to  revert  to  the  King  and  his  heirs,  should  after 
the  said  Thomas'  death  remain  to  the  said  Richard  Martyn  for  the  term 
of  one  month  then  next  following.  To  hold  of  the  King  and  his  heirs 
by  the  services  therefor  due  and  accustomed  during  that  term,  with 
remainder  after  that  term  to  Elizabeth,  Queen  of  England,  Thomas  by 
Divine  mercy  Cardinal  Priest  of  the  most  Holy  Roman  Church  by  the 
title  of  St.  Ciriac  in  Thermis  («■  intermis"  )  Archbishop  of  Canterbury 
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and  Primate  of  all  England,  William  Bishop  of  Ely,  Richard  Bishop 
of  Salisbury,  Robert  Bishop  of  Bath,  Thomas  Bishop  of  Lincoln, 
John  Bishop  of  Rochester,  Henry  Earl  of  Essex,  Anthony  Earl  Ryvers, 
Sir  William  Hastynges  of  Hastynges,  knight,  John  Russell,  clerk, 
William  Dudley,  clerk,  John  Gunthorp,  clerk,  Sir  Thomas  Burgh,  knight, 
Sir  Thomas  Montgomery,  knight,  Sir  Thomas  Vaughan,  knight,  Richard 
Fowler  and  William  Husee  and  their  heirs:  To  hold  of  the  King  and 
his  heirs  by  the  services  therefor  due  and  accustomed  for  ever.  This 
concord  was  made  by  precept  of  the  King. 

(18)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Martin,  15 
Edward  IV.  (1475).  Between  John  Twynyho  and  William  Twynyho, 
querents,  and  John  Nanbye  and  Joan  his  wife,  deforciants,  of  two 
messuages,  four  carucates  of  land,  eighty  acres  of  meadow,  three 
hundred  acres  of  pasture,  twenty  acres  of  wood,  twenty-six  shillings 
rent  in  Ocle  in  the  parish  of  Canford  and  Esteshulffehampton.  Plea  of 
covenant  was  summoned.  John  Nanbye  and  Joan  acknowledged  the 
tenements  to  be  the  right  of  William,  as  those  which  he  and  John 
Twynyho  have  by  their  gift,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Joan  to  the  said  querents  and  the 
heirs  of  William  for  ever.  Moreover  they  granted  for  themselves  and 
the  heirs  of  Joan  that  they  will  warrant  the  tenements  to  the  querents 
and  the  heirs  of  William  against  John  Abbot  of  St.  Peter,  Westminster, 
and  his  successors  for  ever.  For  this  John  Twynyho  and  William  gave 
to  John  Nanbye  and  Joan  two  hundred  pounds  sterling. 

(19)  At  Westminster,  on  the  morrow  of  St.  Martin,  15  Edward  IV. 
(1475).  Between  Robert  Gaunte,  querent,  and  John  Dygon  and  Joan 
his  wife,  deforciants,  of  fourteen  acres  of  land,  three  acres  of  meadow, 
six  acres  of  moor  in  Wodelond  and  Harpereshayes  in  Mersshwodevale 
in  the  parish  of  Whitechurche.  Plea  of  covenant  was  summoned, 
John  and  Joan  acknowledged  the  tenements  to  be  the  right  of  Robert  as 
by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for  them- 
selves and  the  heirs  of  Joan  to  Robert  and  his  heirs  for  ever.  Moreover 
they  granted  for  themselves  and  the  heirs  of  Joan  that  they  will 
warrant  the  tenements  to  Robert  and  his  heirs  against  all  men  for  ever. 
For  this  Robert  gave  to  John  and  Joan,  twenty  pounds  sterling. 

(20)  At  Westminster,  on  the  morrow  of  St.  Martin,  15  Edward  IV. 
(1475).  Between  John  Byrde  and  Elizabeth  his  wife,  querents,  and 
Richard  Glover  and  Christina  his  wife,  one  of  the  daughters  of  Peter 
Lydlegh,  deforciants,  of  one  messuage,  one  and  a  half  acres  of  meadow, 
twenty  acres  of  pasture  and  a  moiety  of  five  acres  of  meadow,  and  a 
moiety  of  nine  acres  of  pasture  in  Whitchirche  in  Mersshwodevale. 
Plea  of  covenant  was  summoned.  Richard  and  Christina  acknowledged 
the  tenements  to  be  the  right  of  John,  of  which  John  and  Elizabeth  have 
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the  said  messuage,  and  one  and  a  half  acres  of  meadow,  and  twenty 
acres  of  pasture  of  the  aforesaid  tenements  by  their  gift,  and  they  re- 
mitted and  quit  claimed  the  same  for  themselves  and  the  heirs  of 
Christina  to  the  said  John  and  Elizabeth  and  the  heirs  of  John  for  ever. 
Moreover  Richard  and  Christina  granted  for  themselves  and  the  heirs 
•of  Christina  that  the  said  moiety  of  five  acres  of  meadow  and  the  moietv 
of  nine  acres  of  pasture  of  the  aforesaid  tenements  in  the  said  vill 
which  Robert  Coly  and  Alice  his  wife,  late  the  wife  of  Peter  Lydlegh, 
hold  for  term  of  Alice's  life  of  the  inheritance  of  the  said  Christina,  on 
the  day  this  concord  was  made,  and  which  after  Alice's  death  ought  to 
revert  to  Richard  and  Christina  and  the  heirs  of  Christina  should  then 
wholly  remain  to  John  and  Elizabeth  and  the  heirs  of  John.  To  hold 
together  with  the  aforesaid  tenements  which  remain  to  them  by  this 
fine  of  the  chief  lords  of  that  fee  by  the  services  which  to  those  tene- 
ments belong  for  ever.  And  Richard  and  Christina  and  the  heirs  of 
Christina  will  warrant  the  said  tenements  as  is  aforesaid  to  John  and 
Elizabeth  and  the  heirs  of  John  against  all  men  for  ever.  For  this 
John  and  Elizabeth  gave  to  Richard  and  Christina  forty  marks  of 
silver. 

16  Edward  IV.  (1476). 

(21)  At  Westminster,  on  the  morrow  of  Souls,  16  Edward  IV. 
(1476).  Between  John  Chyverell,  querent,  and  Robert  Hurre  and 
Alice  his  wife,  deforciants,  of  three  messuages,  forty  acres  of  land,  ten 
acres  of  meadow,  twenty  acres  of  pasture,  five  acres  of  moors  and 
pasture  for  two  hundred  sheep  in  Euershete.  Plea  of  covenant  was 
summoned.  Robert  and  Alice  acknowledged  the  tenements  and  pasture 
to  be  the  right  of  John  as  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Alice  to  John  and  his 
heirs  for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  ot 
Alice  that  they  will  warrant  the  tenements  and  pasture  to  John  and  his 
heirs  against  all  men  for  ever.  For  this  John  gave  to  Robert  and  Alice 
forty  pounds  sterling. 

17  Edward  IV.  (1477). 

(22)  At  Westminster,  in  the  Octave  of  St.  John  Baptist,  17  Edward 
IV.  (1477).  Between  John  Lynde,  William  Martyn,  Thomas  Husee, 
senior,  Thomas  Husee,  junior,  and  John  Sherley,  querents,  and  John 
Welle  and  Agnes  his  wife,  deforciants,  of  one  hundred  acres  of  land, 
one  hundred  acres  of  pasture,  twenty  acres  of  wood  in  Manston.  Plea 
of  covenant  was  summoned.  John  Welle  and  Agnes  acknowledged  the 
tenements  to  be  the  right  of  Thomas  Husee,  senior,  as  those  which  he 
and  the  other  querents  have  by  their  gift,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Agnes  to  the  querents 
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and  the  heirs  of  Thomas  Husee,  senior,  for  ever.  Moreover  they  granted 
for  themselves  and  the  heirs  of  Agnes  that  they  will  warrant  the  tene- 
ments to  the  querents  and  the  heirs  of  Thomas  Husee,  senior,  against 
all  men  for  ever.  For  this  the  querents  gave  to  John  Welle  and  Agnes 
three  hundred  marks  of  silver. 

(23)  At  Westminster,  on  the  morrow  of  Souls,  17  Edward  IV.  (1477). 
Between  William  Martyn,  querent,  and  William  Botefaunte  and  Joan 
his  wife,  deforciants,  of  one  messuage,  forty  acres  of  land,  one  half  acre 
of  meadow  and  common  of  pasture  for  two  hundred  sheep  in  West 
Borton  and  Wynford.  Plea  of  covenant  was  summoned.  William 
Botefaunte  and  Joan  acknowledged  the  tenements  and  common  to  be 
the  right  of  William  Martyn,  as  by  their  gift,  and  they  remitted  and 
quit  claimed  the  same  for  themselves  and  the  heirs  of  Joan  to  the  said 
William  Martyn  and  his  heirs  for  ever.  Moreover  they  granted  for 
themselves  and  the  heirs  of  Joan  that  they  will  warrant  the  same  to 
William  Martyn  and  his  heirs  against  all  men  for  ever.  For  this 
William  Martyn  gave  to  William  Botefaunte  and  Joan  forty  marks  of 
silver. 

18  Edward  IV.  (1478). 

(24)  At  Westminster,  in  three  weeks  from  Easter  day,  18  Edward  IV. 
(1478).  Between'  John  Morton,  clerk,  querent,  and  John  Colshull, 
knight,  and  Elizabeth  his  wife,  one  of  the  kinsfolk  and  heirs  of 
Humphrey  Stafford,  Sir  Robert  Willoughby,  knight,  another  of  the 
kinsfolk  and  heirs  of  the  said  Humphrey,  and  Thomas  Strangways, 
esquire,  and  Alianora  his  wife  [she  being]  the  third  of  the  kinsfolk  and 
heirs  of  the  said  Humphrey,  deforciants,  of  the  manor  of  Milborne 
Deverell  otherwise  called  the  manor  of  Milborne  Cary  and  six  messu- 
ages, one  water  mill,  eight  hundred  acres  of  land,  twenty-two  acres  of 
meadow,  two  hundred  acres  of  pasture  in  Milborne  St.  Andrew  and 
Rokemede  in  the  parish  of  Kyngesbere.  Plea  of  covenant  was  sum- 
moned. The  deforciants  acknowledged  the  manors  and  tenements  to 
be  the  right  of  John  Morton,  and  they  remitted  and  quit  claimed  the 
same  for  themselves  and  the  heirs  of  Elizabeth  and  Alianora  to  John 
Morton,  and  his  heirs  for  ever.  Moreover  they  granted  lor  themselves 
and  the  heirs  of  Elizabeth  and  Alianora  that  they  will  warrant  the 
manor  and  tenements  to  John  Morton  and  his  heirs  against  John  Abbot 
of  St.  Peter,  Westminster,  and  his  successors  for  ever.  For  this  John 
Morton  gave  to  the  deforciants  two  hundred  pounds  sterling. 

(25)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Michael, 
18  Edward  IV.  (1478).  Between  Sir  Richard  Chokke,  knight,  querent, 
and  Thomas  Bruyn,  esquire,  son  of  Sir  Maurice  Bruyn,  knight, 
and   Mercia   his  wife,   deforciants,  of  the  manor  of  Randolveston. 

27 


Dorset  Fines. 


Plea  of  covenant  was  summoned.  Thomas  and  Mercia  acknowledged 
the  manor  to  be  the  right  of  Richard,  and  they  remitted  and  quit 
claimed  the  same  for  themselves  and  the  heirs  of  Thomas  to  Richard 
and  his  heirs  for  ever.  Moreover  they  granted  for  themselves  and  the 
heirs  of  Mercia,  that  they  will  warrant  to  Richard  and  his  heirs  the 
said  manor  against  John  Abbot  of  St.  Peter,  Westminster,  and  his  suc- 
cessors for  ever.  For  this  Richard  gave  to  Thomas  and  Mercia  two 
hundred  marks  of  silver. 

(26)  At  Westminster,  on  the  morrow  of  Souls,  18  Edward  IV.  (1478). 
Between  John  Morton,  clerk,  Richard  Pygot,  the  King's  Serjeant  at 
Law,  William  Huddesfeld,  John  Neuburgh,  John  Byconyll,  John 
Hymmerford  and  Thomas  Goold,  querents,  and  Edward  Abthorp  and 
Joan  his  wife,  deforciants,  of  a  moiety  of  the  manor  of  Mapouder  and 
advowson  of  the  church  and  ten  messuages,  one  hundred  acres  of  land, 
forty  acres  of  meadow,  one  hundred  acres  of  pasture,  twenty  acres  cf 
wood,  in  Mapouder.  Plea  of  covenant  was  summoned.  Edward  and 
Joan  acknowledged  the  moiety  and  tenements  and  advowson  to  be  the 
right  of  John  Byconyll  as  those  which  he  and  the  other  querents  have 
by  their  gift,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Joan  to  the  querents  and  the  heirs  of  John  Byconyll 
for  ever.  Moreover  they  granted  for  themselves  and  the  heirs  of  Joan 
that  they  will  warrant  the  said  moiety,  tenements  and  advowson  to  the 
querents  and  the  heirs  of  John  Byconyll  against  all  men  for  ever.  For 
this  the  querents  gave  to  Edward  and  Joan  three  hundred  marks  of 
silver. 

(27)  At  Westminster,  in  the  Octave  of  the  Purification  of  the  Blessed 
Mary,  18  Edward  IV.  (147S).  Between  Thomas  Walrond,  querent,  and 
Sir  William  Fyndern,  knight,  and  Agnes  his  wife,  deforciants,  of  twenty 
messuages,  six  tofts,  three  hundred  acres  of  land,  two  hundred  acres  of 
meadow,  three  hundred  acres  of  pasture,  twenty  acres  of  wood,  and  fifty 
shillings  rent  in  Corff  Moleyns,  Corff  Hubert,  Lychet  Mynstre  and  Pole. 
Plea  of  covenant  was  summoned.  William  and  Agnes  acknowledged 
the  tenements  to  be  the  right  of  Thomas,  as  by  their  gift,  and  they 
remitted  and  quit  claimed  the  same  for  themselves  and  the  heirs  ot 
W'illiam  (sic)  to  Thomas  and  his  heirs  for  ever.  Moreover  William  and 
Agnes  granted  for  themselves  and  the  heirs  of  Agnes  (sic)  that  they  will 
warrant  the  tenements  to  Thomas  and  his  heirs  against  John  Abbot  of 
St.  Peter,  Westminster,  and  his  successors  for  ever.  For  this  Thomas 
gave  to  William  and  Agnes  four  hundred  marks  of  silver. 

21  Edward  IV.  (1481). 

(29)  At  Westminster,  on  the  morrow  of  Souls,  21  Edward  IV.  (148  0* 
Between  John  Morton  Bishop  of  Ely,  querent,  and  Thomas  Husee  and 
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Elizabeth  his  wife,  deforciants,  of  the  manor  of  Milbourne  Chircheston 
and  twelve  messuages,  three  hundred  acres  of  land,  twenty  acres  of 
meadow,  three  hundred  acres  of  pasture,  twenty  acres  of  wood,  ten  acres 
of  heath,  four  pounds  of  rent  and  a  rent  of  one  pound  of  pepper  in  Mil- 
bourne  Seynt  Andrewe,  Milbourne  Simondeston  and  Dewelisshe  and 
pasture  for  six  oxen  and  four  heifers  ("juvenca")  in  the  manor  of 
Dewelisshe.  Plea  of  covenant  was  summoned.  Thomas  and  Elizabeth 
acknowledged  the  manor,  tenements,  rent  and  pasture  to  be  the  right  of 
the  Bishop,  and  they  remitted  and  quit  claimed  the  same  for  themselves 
and  the  heirs  of  Elizabeth  to  the  Bishop  and  his  heirs  for  ever.  More- 
over they  granted  for  themselves  and  the  heirs  of  Elizabeth  that  they 
will  warrant  the  manor,  tenements,  rent  and  pasture  to  the  Bishop  and 
his  heirs  against  all  men  for  ever.  For  this  the  Bishop  gave  to  Thomas 
and  Elizabeth  sixty  pounds  sterling. 

22  Edward  IV.  (1482). 

(30)  At  Westminster,  on  the  morrow  of  St.  Martin,  22  Edward  IV. 
(1482).  Between  John  Compton,  senior,  querent,  and  Sir  Nicholas 
Latymer,  knight,  deforciant,  of  two  messuages,  two  gardens,  one  hundred 
acres  of  land,  twenty  acres  of  meadow,  four  hundred  acres  of  pasture 
and  four  shillings  of  rent  in  Wynterburnwhitchirche.  Plea  of  covenant 
was  summoned.  Nicholas  acknowledged  the  tenements  to  be  the  right 
of  John,  and  he  remitted  and  quit  claimed  the  same  for  himself  and  his 
heirs  to  John  and  his  heirs  for  ever.  Moreover  Nicholas  granted  for 
himself  and  his  heirs  that  they  will  warrant  the  said  tenements  to  John 
and  his  heirs  against  all  men  for  ever.  For  this  John  gave  to  Nicholas 
one  hundred  pounds  sterling. 

[Note. — No  Dorset  Fines  amongst  Divers  Counties  for  Richard  III.] 

DORSET  Only. 

I  Richard  III.  (1483). 

(31)  At  Westminster,  in  fifteen  days  from  the  day  of  St.  Hilary,  1 
Richard  III  (1483).  Between  Robert  Coorte,  querent,  and  John  Sevyer 
and  Alice  his  wife,  deforciants,  of  a  moiety,  of  one  messuage,  ninety 
acres  of  land,  twelve  acres  of  meadow,  eighty  acres  of  pasture,  four 
acres  of  wood,  in  Holwelle  and  Berkeley.  Plea  of  covenant  was 
summoned.  John  and  Alice  acknowledged  the  moiety  to  be  the  right 
of  Robert,  as  by  their  gift,  and  they  remitted  and  quit  claimed  the  same 
for  themselves  and  the  heirs  of  Alice  to  Robert  and  his  heirs  for  ever. 
Moreover  they  granted  for  themselves  and  the  heirs  of  Alice  that  they 
will  warrant  the  said  moiety  to  Robert  and  his  heirs  against  all  men  for 
ever.    For  this  Robert  gave  to  John  and  Alice;forty  marks  of  silver. 
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2  Richard  III.  (1484). 

(32)  At  Westminster,  in  the  Octave  of  St.  Martin  2  Richard  III. 
(1484).  Between  William  Twyneo,  querent,  and  James  Broune  and 
Joan  his  wife,  deforciants,  of  one  messuage  and  one  garden  in  Shaftes- 
bury. Plea  of  covenant  was  summoned.  James  and  Joan  acknowleged 
the  tenements  to  be  the  right  of  William,  as  by  their  gift.  For  this 
William  granted  to  James  and  Joan  the  said  tenements  and  rendered 
them  to  them  at  the  Court.  To  have  and  to  hold  to  the  said  James  and 
Joan  during  their  lives,  without  impeachment  of  waste,  of  the  chief  lords 
of  that  fee  by  the  services  which  belong  to  the  said  tenements.  After 
their  deaths  the  tenements  will  wholly  remain  to  Giles  South  and 
Elizabeth  his  wife  and  the  heirs  of  their  bodies.  To  hold  of  the 
chief  lords  of  that  fee  by  the  services  which  to  the  said  tenements 
belong  for  ever.  Should  Giles  and  Elizabeth  die  without  heir  of  their 
bodies  then  the  tenements  will  wholly  remain  to  the  heirs  of  the  body  of 
Elizabeth.  To  hold  as  aforesaid  for  ever.  Should  there  be  no  heir  of 
the  body  of  Elizabeth  then  the  tenements  will  wholly  remain  to  the  right 
heirs  of  Joan.    To  hold  as  aforesaid  for  ever. 


End  of  Richard  III. 
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Abbots  Stoke  (Abbodestok,  Abbotestoke), 

29,  226,  266. 
Abbdesbury,  vicar  of,  30. 
Ackford  Shilling.    See  Shilling  Okeford. 
Adesham  (Adysham),  manor,  139,  163. 
Aketon,  co.  Suff.,  manor,  322. 
Alewourdeslond,  50. 
Alveston  (Alfeston),  350. 
Alfreston,  176. 
Alfryngton,  199. 

Allington   (Athelington),  manor  and  ad- 

vowson,  143,  195,  231,  243,  336. 
Aimer,  East,  manor,  212. 
Aimer,  West,  manor,  262. 
Almiston,  52. 
Alneston,  manor,  135. 
Alryngton,  395. 
Alton  (Aulton),  40. 

Alton  Pancras  (Aulton  Pancras),  125,  126, 
185. 

Alwyneshey,  co.  Som.,  manor  300. 
Alyngford,  co.  Som.,  manor  and  advowson, 
298,  301. 

Amesbury,  co.  Wilts  (Ambresbury),  320. 
Andreweston,  16. 
Anstey,  402. 

Antioch  (Antyocheston,  Antiokes),  manor, 

257,  280,  309,  318. 
Arfleet  Mill  (Alrletemell),  199,  347. 
Arley,  co.  Staff.,  manor,  275. 
Arnewode  (Spton),  manor,  166. 
Ash  (Assh),  41,  69,  209. 

—  co.  Kent  (Asshe),  manor,  322. 
Ash  bosom,  3S1. 

Ash  channel  (Ayssh),  194. 
Ashill,  co.  Som.  (Asshull),  305. 
Ashilgate,  co.  Som.  (Aysshhilyate),  317. 
Ashington  (?  co.  Som.),  (Astyngton),  162. 
Ashley  (Asshelee),  241. 

—  South,    in    Tamerton-Foliott,  co. 
Devon,  166. 

Ashmore  (Asshemere),  manor  and  advow- 
son, 27,  80. 

Ashton  (Assheton),  344. 

Askerswell  (Askeryswille),  231,  244,  272, 
292. 

Aspley  Guise,  co.  Beds  (A.  Gyse),  115. 
Assington  parva,  co.  Suff.  (Asyngton),  322. 
Aston  Rowant,  co.  Oxf.  (A.  Rovant,  A. 

Rohout),  86.  90. 
Athelhampston  (Athelamston),  manor,  no. 
Atherston,  co.  Som.  (Athelardeston),  302, 

304- 
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I  Atram  (Atreham),  46,  226,  266,  336,  394. 

I     —    Brian,  72. 

j  Aust,  co.  Glouc,  manor,  310. 

I  Avenant,  co.  Som.,  manor,  298,  301. 

Avene,  co.  Hants,  242. 

Axe,  91,  405. 

Axenabre,  East,  juxta  Cheddington,  44. 

Badbury,  co.  Som.,  302,  304. 
Babeham  in  Tamerton-Foliott,  co.  Devon, 
166. 

Babersheyes,  318. 

Bagbere  (Bakebere),  ig,  206,  257,  307. 

—  East  (Bakebere  E.),  107,  354. 

—  West  (Bakebere  W.),  345,  346,  354. 
Bagbury,  West,  co.  Som.  (Baggeburgh, 

West),  manor  and  advowson,  317. 
Baglake  (Babelake,  Bakkelake),  160,  217, 

238,  240,  303. 
Baladeston,  co.  Berks,  manor,  303. 
Baltington,  336. 
Bampton,  co.  Oxon.,  302,  304. 
Bardeleston,  ig. 

Bardesleigh,  co.  Glouc,  manor,  275. 

Barnsley  (Bernardesle),  153. 

Barnston  (Berneston),  1,  70,  336. 

Barough,  South,  co.  Som.,  325. 

Barreys,  co.  Som.,  317. 

Barton,  68,  145. 

Basing,  co.  Hants,  167. 

Basingstoke,  co.  Hants,  167. 

Batcombe  (Baddecomb,  Batecombe),  manor 

and  advowson,  36,  117,  i2g,  182,  183,. 

197,  235,  236. 
Bath-Easton,  co.  Som.  (Batheneston),  322. 
Bawdrips,  co.  Som.  (Baudrippe),  310. 
Beauchamps  manor  in  Sturminster  Mar- 

chall,  manor,  194. 
Beaurepair     co.     Hants  (Beaurepeyr), 

manor,  167. 
Beckenhan,  co.  Kent,  man.  and  adv.,  176. 
Bedeshurst,  manor,  127,  129,  149. 
Beer  juxta  Aller,  co.  Som.  (Bere  juxte 

Aire),  manor,  168. 
Bellchalwell  (Belle),  manor,  160. 
Beminster  (Bemystre),  210,  222,  230,  376. 

—  chantry  of,  287. 

—  Hund,  137,  384. 
Beneger,  265. 

Berchall,  co.  Devon,  ^  manor,  312. 
Bere  Regis  (Bere,  Byre),  74,  336. 

—  man  (Byre),  184,  385  ;  and  see  also 
Kingsberc  Hundred. 
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Bere  juxta  Ockford  Fitzpayn,  manor.  272- 

Bereford,  220. 

Berehackett,  104. 

Berhall,  co.  Devon,  manor,  307. 

Berkeley,  411. 

Berne  (La  Berne),  manor,  161,  305. 
Berwick  (Berwyk),  manor,  286,  330.  341. 
Besshhey,  co.  Devon,  317. 
Biccombe,  400,  402. 
Bickenhall,  co.  Som.,  162. 
Bilshay  (Bilshegh),  9,  33. 
Bindon,  Abbot  of,  24. 
Bingham,  112,  245,  327. 
Birlings  Mill,  co.  Kent  (Burliagesmyfle), 
306. 

Bishops  Down,  394. 

—  Merick,  co.  Som.,  312. 

Biscott,  co.  Berks  (Byscote),  manor,  2S0. 
Bisley,  co.  Glouc.  (Byslegh),  manor,  275. 
Bittelake  (Bitelake),  131,  134. 
Blackmanston  (Blakmanston).  3S6. 
Blackmore  (Blakemore),  201,  365. 
Blakeleyg,  co.  Devon,  168. 
Blakeland,  manor,  2S0,  309,  31S. 
Blakerewe,  manor,  280,  309. 
Blandford  (B.  Cheeping,  B.  Forum).  9,  ff. 

113,  125,  203,  (2)  217,  224,  22>,  244. 

257,  (2),  258,  306,  323,  331,  345?  3% 

392,  396,  39«. 
.—    Long,  9,  (2),  203,  379,  392. 

—  Long,  Chantry,  213. 

—  St.  Mary  (B.'  Martel),  3?-  5;.  43. 

(2),  93,  101,  121.  133,  (2?,  202,  2x2, 

213-  33i.  392,  406. 
Bledlow,  co.  Bucks,  manor,  325. 
Bloxworth  (Blokkes worth,  BlockeswortM,, 
146,  291. 

Blundeleshay     (Blondeleshay.  Blosdel- 
shegh),  manor,  46.  131,  196.  225.  266. 
Blymundes  tenement  in  Didlington.  50. 
Bockhampton  (Bokamptonl,  201,  202. 
Bolet,  manor,  322. 

Bonvils    Bndy   (Bonevilesbrideu  raaaaar, 
380. 

Borley,  co.  Essex  (Borle),  manor.  322. 

Boterwyke,  1,  176,  350,  392. 

Bothenwood  (Bothenwode),  400. 

Bouerigg,  5,  352. 

Bourdelston,  8g. 

Bower  Chalk,  co.  Wilts,  58. 

Bowood  (Bowode),  22.  31S. 

—  North  (Bowode  N.),  131,  134. 

—  South  (Bowode  S.),  131,  134.  3*3. 
Bradford  (Bradeford),  153. 

—  Brian  (Bradeford  B.),  153. 

—  Peverell  (Bradeford  P.),  2cc. 
Bradley  (Bradele),  manor,  S4.  246. 

—  in  Tamerton  Folliot,  co.  Devoo,  e6d» 

—  co.  Hants,  manor,  167. 

Bradpole  (Bradepol),  manor,  137.  223,  $13. 

336,384- 
Bray,  co.  Berks,  167. 
Bremilham,  co.  Wilts,  in. 
Bremsheys-combe  (Isle  of  Purbeck),  i-i;.. 


Brend  Wenham,  co.  Suff.,  322. 
Brianston  (Bryaneston),  manor,  113,  348. 

—  advowson,  288. 
Briddokesland  in  Tamerton   Folliot,  co. 

Devon,  165. 
Bridgwater,  co.  Som.,  Lordship  and  Castle, 
275,  313. 

Bridport  (Birtport),  advowson,  137,  379, 
^98. 

Body  (Bridie),  33. 

— ■    Little  (Bridie),  24. 

—  Long  (Bridie,  Prede),  160,  217,  303. 
Brightyston,  Isle  of  Wight,  242. 
Biightwell,  co.  Oxon.,  manor,  280. 
Brimpsfield,   co.    Glouc.  (Brymmesfeld), 

manor,  275,  313. 
Bristol,  295,  379. 

Britecombe,  North,  co.  Wilts,  181. 
Brockhampton  (Brokhampton),  manor,  12, 

,291,339,366. 
Brokkesheved,  co.  Hants,  manor,  167. 
Brcadmain  Martel,  manor,  117. 
Broadway     (Brodewaye,  Brodevyeygh), 
manor,  32,  57,  112,  208,  245,  248,  293, 

299.  349- 

—  South,  manor,  112. 
Broadwinsor  (Brodwyndescre),  121,  1S6, 

405. 

—  manor  and  hundred,  16,  62. 
Bromhall,  13. 

Bromley  (Bromle,  Bromlegh),  manor,  100, 
167,  175. 

Bromsgrove,  co.  Wore.  (Brymmesgrove), 

manor,  275,  313, 
Brookiurlong  (Brokfurlang),  50. 
Brook-Ivelchester,    co.    Som.  (Brookyel- 

chestre),  manor,  317. 
Broughtongifford.  co.  Wilts,  150. 
Brounzate,  70. 

Brown  Candover,  co.  Hants,  176. 
Broxhead,  co.   Hants   (Broxhede),  man., 
175- 

Broxham,  co.  Kent,  manor,  167,  175. 

Brbbeknolle,  374,  378. 

Brrkham  (Buckam),  manor,  281,  398. 

Sucknoll  (Boocknoll),  293. 

Buckland  Rivers  (Bokland  Rypers),  manor 

and  advowson,  97,  230. 
E-rkhorn- Weston  (Boukeresweston),  man. 

and  adv.,   83,   162,   214,  225,  2^9, 

260. 

3'2rk>hawe,  co.  Som.,  392. 
B-jd':eigh,  co.  Devon  (Budley),  330. 
Bur  combe,  manor,  2S0,  309,  319,  398. 
Bares  Magna,  co.  Suff.,  322. 

—  St.  Mary,  co.  Sulf.,  322. 
B^-ghegge,  co.  Hants,  306,  323. 
B-zrnham  (?  co.)  109. 
Barton,  22,  41,  130,  376,  377. 

—  juxta  Dorchester  (Bourton),  55,  °4- 

85,  113,  203. 

—  Plecy,  co.  Northants,  manor,  30b. 

—  West  (Borton),  409. 
Buiteigate  juxta  Cranborne,  139*  204. 
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Byestwall,  manor,  271.    See  also  Stokes 

Byestewall. 
Bysouthbrook,  82. 

Cagelegh,  co.  Som.,  301. 
Cammel,  216. 

—  East,  co.  Som.,  189. 

Canford  (Caneford),  manor,  158,  320,  321, 
392,  407. 

—  Little  (C.  Parva),  31,  129,  171,  177, 

179,  192. 
Cann  (Canne),  123,  353. 
Cary,  (?  Som.),  (Carry),  265. 
Casemill  in  Chardstock,  395. 
Castell,  262. 

—  atte,  in  Hawkechurch,  329. 
Castellfeld,  220. 

Caundel,  91,  116. 

—  Haddon,  manor,  10,  12,  26,  27,  280, 

309,  318,  340,  398. 

—  Hulle,  manor,  36. 

—  Marsh  (C.  Mersshe),  27,  176,  196, 

350,  392. 

—  Purs,  340,  392. 

—  Pyle,  30. 

—  Wake,  manor,  114,  126,  195,  278, 

333- 
Causeway,  349. 
Chaddemede,  co.  Som.,  299. 
Chaldon  Hering  (Chalvedon  H.),  64. 
Chantmarle  (Chauntemerle),  21,  198. 
Chapels  Stretford,  co.  SurT.,  322. 
Charborough  (Cherbergh),  manor  and  ad- 

vovvson,  31,  32,  226. 
Chard,  co.  Som.  (Cherde),  317. 
Chardstock  (Cherdestoke),  384,  395. 
Charlton  (Cherleton,  Chorleton),  13,  61, 

224,  235,  236,  287,  291,  359,  367,  380, 

385. 

—  co.  Glouc.  (Chorlton),  manor,  275, 

313. 

—  juxta  Blandtord,  224. 

—  ■ —    Lytelton,  95. 

—  —    Spettisbury,  67,  128,  210,  348. 

—  Camville,  co.   Som.,   manor,  321, 

392. 

—  Marshall,  manor,  175,  176. 
Charminster  (Chermynstre),  12,  55,  115, 

204. 

Cheddington  (Chedyngton),  manor  and  ad- 
vowson,  34,  105,  119,  230,  268,  269. 

—  co.  Bucks,  manor,  167. 
Chelborough,    East   (Chelburgh),  manor, 

300,  343,  398. 

—  West,  manor  and  adv,,  48,  50,  239. 
Chelesbury,  49. 

Chelrey,  co.  Berks,  adv.  and  chantry,  302. 
Chelsfield,  co.  Kent  (Chellesfield),  manor 

and  advowson,  322. 
Chencheston,  co.  Glouc,  399. 
Cheriton,  North,  co.  Som.,  free  chapel,  310. 
Cheselborne,  41,  96,  126. 
Cheselborneford,  82. 
Cheseway,  co.  Devon,  manor,  328. 


Chesterford,  co.  Essex,  man.  and  adv.,  169. 

Chew,  co.  Som.,  307,  312. 

Chewton,  co.  Som.  (Chiweton,  Chuyton), 

manor  and  hundred,  174,  175. 
Chickerel,  201,  312,  326. 

—  East,  18. 

—  —    5  knts.  fees,  112. 

—  West,  manor  and  advowson,  29,  112, 

196,  218,  235,  236,  307. 
Chidiock,  manor,  28,  46,  336. 
Chilcombe  (Childecombe),  376,  377. 
Childhay,  manor,  233. 

Child  Ockford  (Childhacford),  manor  and 

advowson,  109,  136,  397. 
Chilfrome  (Childelrome),  manor,  120,  173, 

197,  203,  205,  249,  322. 
Chilham,  co.  Kent,  manor,  148. 
Chilton,  co.  Wilts,  163. 

Chilthorne    Domer,    co.    Som.  (Chiltern 

Dummer),  307,  312. 
Christchurch  Twynham,  co.  Hants,  24,  igo, 

191,  242,  308. 
Chubbeleigh,  co.  Som.,  manor,  278. 
Church  Knoll,  336. 
Cirencester,  co.  Glouc,  399. 
Cleeton,  co.  Salop,  manor,  275,  313.  * 
Cliffacre  in  Dorchester,  53. 
Clifton,  manor  and  advowson,  35,  38. 

—  co.  Devon,  manor,  173,  322. 

—  co.  Wore,  manor,  275,  327. 

—  Maubank,  manor,  71,  73,  331. 
Clive,  co.  Devon,  manor,  328,  329. 

1     —    co.  Som.,  317. 

Clotworth  in  Tamerton  Foliot,  co.  Devon, 
165. 

Cloune,  104,  128. 
Clovelly,  co.  Devon,  397. 
Clyfpart  (?)  in  Tamerton  Foliot,  co.  Devon, 
166. 

Codecombe,    co.     Som.    (?  Cutcombe), 

manor,  298,  301. 
Codenore,  149. 
Cokefield,  co.  SurT.,  322. 
Coker,  East,  co  Som.,  174. 

—  West,  co.  Som.,  170,  317. 
Cokerscourt,  392. 
Colifordestre  Hundred,  372,  (2). 
Colsterworth,  2. 
Colweyishome,  318. 
Colyford,  co.  Devon,  329. 
Combe,  137. 

Combe  Deverell,  401. 

Combe  Keynes  (C.  Caygnes),  manor,  11, 

36,  66,  171,  189,  359. 
Combe  Hymbury,  manor,  385. 
Comotoidour  Lordship,  co.  Heref.,  275,  313. 
Compton  Abbas,  227,  382. 

—  Hawey,  man.  and  adv.,  371,  372. 

—  Martin,  co.  Som.,  man.  and  adv.  278. 

—  Pauncefote,  co.  Som.,  307,  312. 

—  St.  John,  co.  Sussex,  306,  323. 
Conkesdiche  Hundred,  249,  263. 
Coperslond  in  Tamerton  Foliott,co.  Devon, 

166. 
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Corff,  199. 

—  Hubert,  410. 
Corfhull,  349. 

Corf  Moleyn,  268,  337,  410. 
Cor  ft  on,  manor  and  advowson,  61. 
Cornard,  co.  Suff.,  322. 
Corscombe,  44,  (2),  119. 

—  West,  89,  285. 

Cory  Malet,  co.  Som.,  22,  138,  139,  140; 

manor  and  advowson,  238,  240. 
Coryndon,  202,  362,  365. 
Coryryvell,  co.  Som.,  299. 
Cotteleigh,  manor,  317. 
Cowgrove  (Cougrove),  153. 
Cranborne,  139,  255. 

—  manor,  275,  313. 
Crawford,  362,  370,  388. 

—  5  knts.  fees,  112. 

—  Magna  (Craford,  Crauford),  10,  70, 

74,  224,  266,  348,  375. 

—  manor,  235,  236. 

—  Parva,  70,  224,  348. 

Creech  (Crich),  manor,  275,  293,  313. 

—  East  {Criche  Est),  336,  374,  378. 
Creketway  (Crykettsweye),  293. 
Critchel  (Curthil,  Kyrchel),  31,  192. 

—  Long  (Lang  Kirchell),  manor  and 

advowson,  147,  171,  177,  179,  218, 
221,  239,  335,  355. 

—  More    (More     Kurchell,  Magna 

Kyrchyll),  manor,  92,  291,  300, 
354.  398. 

—  Parva  (Kyrchyll  P.),  manor,  66,  291. 
Crockway  (Crokeweye),  81,  122. 
Crookstock     (Crokestone,  Croukeston), 

manor,  30,  33,  82,  99,  103,  117,  269, 
380. 

Crokern  Stoke  (Crokkerestokke,  Crokers- 
stok,  Crokkernstokke),  47,  (2),  101, 
122,  201,  205. 

Croppesbradene,  co.  Som.,  302,  304. 

Crowell,  co.  Oxon.,  manor  and  advowson, 
157,  158,  235,  236. 

Croxton  juxta  Frome  Vauchirch,  4. 

Crewkerne,  co.  Som.  (Crukern),  222. 

Crykettesweye,  co.  Som.,  293. 

Culbere,  co.  Devon,  manor,  328. 

Cuttleigh,  co.  Devon,  manor,  328. 

Dalwood  (Dalewood),  manor,  121,  168. 
Dartmouth,  co.  Devon  (Dertemouth),  173, 
322. 

Dene  (La  Dene),  257,  370. 
Denham  (?  co.),  53. 

Derham,  co.  Glouc. ,  manor  and  adv.,  310. 

Deverell  Combe,  401. 

Dewlish  (Deuelish),  26,  28,  82,  403,  411. 

Didlington  (Dudelington),  49,  60. 

Doddingbere  (Doddyngbyre),  146,  291. 

Donne  in  Hawkchurch,  363. 

Dorchester  (Dorcestre,  Dorchestre),  7,  53, 
60,  8g,  106,  116,  130,  210,  214,  225, 
247,  252,  257,  260,  267,  307,  312,  326, 
34o.  354,  376,  377- 


Douylesheghes,  co.  Devon,  168. 

Dowlish,   East,   co.    Som.  (Dovelysshe), 

manor  and  advowson,  278. 
—    West,  co.  Som.,  man.  and  adv.  278. 
Downhead,  co.  Som.  (Dounheved),  manor, 

322. 

Drayton,  95,  110. 
Drempton,  405. 

Ducklington,  co.  Oxon.  (Dokelyngton), 
manor,  275. 

Duddesbury,  manor,  219. 

Dunster,  co.  Som.,  148. 

Dunstrowe.  131,  226,  266. 

Duntish,  manor,  19,  44. 

Durborough,  co.  Som.,  317. 

Durweston  (Dure  Wyneston,  Durewenston, 
Dyrweneston),  manor  and  advowson, 
37,  38,  85,  94,  151,  155,  244,  267,  272. 

Dychesyate,  107. 

Eastvvalls  in  Dorchester  (Les  Estwalles), 
53- 

Ebbeford,  East,  co.  Hants,  168,  169,  241. 
Ebbesbourn    Wake,  co.   Wilts  (Ebeles- 

bourne  W.),  303. 
Ebrington  (?  Glouc),  manor  and  advowson, 

143- 

Eddlesborough,  co.  Bucks  (Edelesburgh),. 
306,  323. 

Edmondsham,  manor,  220,  228,  308. 

Eggerdon,  North  (Ekerdon  North),  73. 

Ekerdon,  150,  151. 

Eldestoke,  co.  Hants,  167. 

Elworth,  East,  juxta  Portesham  (Estelle- 

worth),  123. 
Elworthy  (?  Som.),  301. 
Elyston,  196. 
Endeston,  co.  Som.,  392. 
Erith,  co.  Kent  (Erhithe),  manor,  275,  313. 
Erneley  (Ernele),  13. 
Esthall,  co.  Kent,  manor,  322. 
Estoket,  co.  Som.,  243. 
Evershot  (Evershete),  408. 
Ewelme,  co.  Oxon.,  325. 
Ewerne  Lazerton  juxta  Stepleton,  man.,  69. 
Ewerne  Minster  (Iwerne  Mynstre),  62,  67, 

223. 

1  —    Stepleton   (Iwerne  Stupelton),  98, 
348. 

Exeter,  co.  Devon,  278,  329. 
Exylond,  co.  Devon,  329. 

Fairwood  (Fayrwod),  5,  352. 
Fambridge,  North,  co.  Essex  (Fambrigge 
N.),  327. 

Fareham,  North,  co.  Hants  (Farham  N.;, 

manor,  167,  175. 
Farlow,  co.  Salop,  manor,  275,  313. 
Farnham  (Fernham),  145,  171,  I77>  *79» 

192,  208,  239. 
Farringdon,  co.  Som.  (Farenton,  Foding- 

ton),  manor,  160,  238,  240. 
Fawkham,  co.  Kent  (Faukeham),  manor 

and  advowson,  322. 
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Feme  juxta  Upwimborn,  96,  255,  347. 
Fiddington,  co.  Som.  (Fydyngton),  manor, 
309,  319- 

Fifehead  (Fifhide,  Fyffehead),  287,  397. 
Fit'ehide  Neville  (Fifhead,  Fyfehyde  N.), 
manor,  63,  2S0,  308,  319,  398. 

—  St.  Quentin  (Fifhide  St.  Q.),  manor, 

100. 

Fissherton,  co.  Wilts,  manor,  153,  154. 
Fittleford  (Fitelford),  63. 
Fivehead,  co.  Som.  (Fyfhyde),  manor,  305. 
Fodington  co.  Som.    See  Farringdon. 
Folham  (?  co.)  (?  Fulham,  Middx.),  216. 
Folke,  manor  and  adv.,  150.  155,  315,  383. 
Fontmell  (Fountemel),  62,  67. 

—  parva  (Fountemel  p.),  9g. 
Fordingbridge,     co.     Hants  (Forthyng- 

brigge),  176. 
Fordington,  manor.  182,  351,  361,  376,  377. 
Forstershey,  215.  233. 

Forston     (Forfardeston,  Fossardeston), 

manor,  54,  60,  69. 
Foxearth,  co.   Essex  (Foxherde),  manor, 

322. 

Frampton  juxta  Maiden  Newton,  341. 

—  on  Severn,  co.  Glouc,  manor,  300. 
Frankham  juxta  Ryme,  manor,  166,  174. 
Freston  or  Friston,  co.  Suff.,  322. 
Frogmere,  380. 

Frome,  40.  81. 

—  River,  bailiwick,  86,  142,  322. 

—  River,  fishery,  173. 

—  Little,  84,  85,  113. 

—  Belet,  manor,  2,  53,  130. 

—  Bonvileston,  manor,  108. 

—  Cranchen, 53,  130. 

—  St.  Quintin,  manor.  160. 

—  Vauchurch  (F.  Foghechirch,  F.  Fou- 

church,  F.  Foughchurch,  F.  Vou- 
church),  manor  and  advowson,  34, 
75,  76,  82,  235,  236,  254,  380. 

—  Whitfield  (F.  Whitefeld,  F.  Whittes- 

feld),  manor  and  advowson,  3,  89, 

150,  151,  157,  327, 
Froyle,  co.  Hants,  167. 
Fyfield,  co.  Berks  (Fyfyde),  238. 
Fynmere,  co.  Oxon.,  manor,  275,  327. 

Galton,  East  (Gaulton  E.),  57. 

—  West  (Gaulton  W.),  57. 
Gerneshulle      (Gerynsatte,  Gerynsatte- 

hulle),  226,  266. 
Gillingham,  5,  124,  214,  315,  373. 
Glen  magna,  co.  Leic,  manor,  243. 
Godlingston  in   Purbeck  (Godelyngston), 

manor,  66,  114,  187,  280,  296,  337, 

360,  363,  370. 
Godmanston,  manor  and  adv.,  103,  376. 
Gorwell  (Gorewell),  manor,  36,  114,  190, 

235.  236. 
Goseford,  co.  Som.,  317. 
Grendon.  co.  Warw.,  manor,  174. 
Grovebury,  co.  Beds  (?  Grenebury),  mnnor, 

306,  323,  324. 


Guildford,  co.  Surrey  (Gildeford),  115. 
Guldenswyke,  co.  Som.,  392. 
Gummersheye,  1. 
Gussage,  manor,  56,  396. 

—  All  Saints,  339. 

—  Boun,  manor,  275. 

—  Minchington  (G.  Monck  Hampton, 

G.  Monechynton),  20,  46,  209. 

—  Regis,  197. 

—  St.  Andrew,  48,  ig6. 

—  St.  Michael  (Mighelys  G.),  manor, 

20,  81,  216,  220. 

Hadleigh,  co.  Suff.,  322. 
Haggestore  in  Tamerton  Foliott,  co.  Devon, 
166. 

Hakeridge  (Hakeri^ge),  manor,  28,  336. 
j  rialfhide  (Helfehide),  60,  1S7,  331. 
I  Halgewest,  28. 

i  Halstock   (Halgestok,    Halwestoke),  170, 

202,  249,  362,  365. 
!  Hambridge,  co.  Som.,  302,  304. 
Hamme,  321,  336,  385. 

—  East,  192. 

—  Dammarell,  co.  Hants,  307. 
Hammoon  (H  imrne  Mowne),  238,  240,  285. 
Hampreston  (Hamme  Preston),  manor  and 

advowson,  129,  142,  147,  153, 171,  177, 
179,  192,  209,  245,  280,  309.  327. 
Handleigh   (Hanley,  Hanlegh),  52,  209, 
216,  392. 

Hannington,  co.  Hants,  manor, 167. 
Hardington  Maundeville,  co.  Som.,  170. 
Hardness,  co.  Devon,  manor,  173,  322. 
Harmeshay,  31S. 
Harpershayes,  407. 
Harptree,  co.  Som.,  manor,  238,  240. 
Hasilbury  Brian  (Haselbere),  manor  and 
advowson,  47,  (^),  101,  122,  201,  205, 

344,  397- 
Hatch  Beauchamp,  co.  Som.,  132. 
Hawkchurch,  363. 
I  Haybrook,  co.  Som.,  235,  236. 
Haydon,  160,  200,  287. 
Hayeslond  in  Tamerton  Folyot,  co.  Devon, 

166. 

Hegh  juxta  Nitherhegh,  91. 
Helwell,  327. 

Hemsworth  (Hemblesworth  Giffard,  Heme- 

lisworth),  141,  146. 
Henedon,  ig*>. 

Henstridge,  co.  Som.,  214,  392. 

Henton,  344. 

Hercham,  co.  Som.,  317. 

Hermenshey,  215,  233. 

Hersteneshegh,  204. 

Herston,  199,  370. 

Hestercombe,  co.  Som.,  36,  141. 

Hethele,  co.  Surrey,  manor,  308. 

Heuedon,  21. 

Heuedstok,  East,  281. 

Heyesende,  50. 
I  Heyfurlang,  50. 
I  Higham,  co.  Suff.,  322. 
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High  Ham,  co.  Som.,  168. 
Hillfield  (Hulfeld),  60,  82. 
Hilnehide,  95. 

Hilton  (Helton),  6,  125,  260. 
Himbury  (Hymbury),  337. 
Hinton  (Hynton),  manor,  59. 

—  Crafte,  co.  Som.  (Henton  C.J,  392. 

—  Marteil  (Hyneton  M.),  6,  50. 

—  Parva,  manor  and  advowson,  344. 

—  St.  George,  co.  Som.,  392. 
Hoke,  La,  advowson,  13. 
Hokebere,  336. 

Hokewell,  co.  Herts,  manor,  303. 
Holbroke,  2S7. 

Holcumbe  juxta  Crediton,  co.  Devon,  329. 
Holditch,  co.  Devon,  manor,  317. 
Holewalerewe,  co.  Som.,  301,  305. 
Holne,  146. 

—  East,  336. 

—  West,  290,  296. 
Holoughton,  co.  SufF.,  322. 
Holton,  265,  293,  374,  378. 

Holwell,  co.  Som.  now  Dorset,  176,  220, 
411.  See  also  Helwell  and  Ole- 
well. 

Hoo,  co.  Hants,  manor,  167. 

—  co.  Kent,  138. 

Hooke  {Houkej,  manor,  235,  236,  335. 

Horethorn,  co.  Som.,  392. 

Hornesbowe,  co.  Som.,  317. 

Horsington,  co.  Som.,  manor  and  advow- 
son, 310,  392. 

Horsyck  (Horsyth,  Horshythe),  17,  137, 
179,  299. 

Horton,  52,  61,  91,  291,  41  o. 

—  co.  Bucks,  manor,  167. 

Houton  Hudes  (?  Winterborne  Houghton), 

manor  and  advowson,  398. 
Hoyford,  112. 
Huish  (Hywyssh),  400. 
Hull,  manor,  14,  144,  195,  26G,  278. 

—  parish  of  Comptcn,  284. 

—  juxta  Ewerne  Minster,  manor,  31. 
Hullethropp  juxta  Ramsbury,  co.  Wilts, 

178,  180. 
Hundesham,  co.  Devon,  333. 
Hundreds    Barrow    Hundred  (Hundres- 

burgh),  50,  97,  132,  175,  243. 
Huskarlus,  co.  Oxon.,  manor,  280. 
Hussebourne,  co.  Hants,  167. 
Hyde,  113,  228. 
Hyde  Abbey,  co.  Hants,  60. 
Hymbury,  manor,  166. 
Hymerford,  375. 

Hyneford,  co.  Som.,  manor,  157. 

Ibsley,  co.  Hants  (Ibbesley),  manor,  276. 
Ilebrewers,  co.  Som.  (llbruwere),  manor, 

280,  309,  318. 
Illegh  Monachorum,  co.  Suff.,  322. 
Usington,  14. 

Immer,  co.  Wilts,  manor  and  adv.  315. 
Inglishcombe,  co.  Som.,  manor,  238,  240. 
Insula  Vecta  (Isle  of  Wight),  66. 
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Kencott,  co.   Oxoh.   (Kennecote),  302, 
304. 

Kenlles  Castle,  co.  Hereford,  274,  313. 
Kentcombe,  manor,  137,  278. 

—  Nether,  manor,  120,  173,  202,  205, 

235,  236,  249,  322. 

—  Over,  manor,  29,  235,  236. 
Kentisworth  ( Kentelebworth),  manor,  23, 

228,  282,  308,  363. 
Kimeridge,  East  (Kymeryshe),  290,  296. 
Kingsbere   (Kingsbyre),  manor,    88,  241, 

291,  301,  305,  385,  391,  409.    See  also 

Bere  Regis. 
Kingsbury,  co.  Som.,  182,  307,  312. 
Kingslane,  co.  Heref.,  manor,  275,  313. 
Kingston,  co.  Som.  (Kingesdon),  manor 

and  advowson,  173,  235,  236,  278,  322, 

392,  39S. 

—  (Kingesdon),  16,  26,  43,  44,  69,  97, 
.  I32»  143.  203. 

—  Bagpuize,  co.  Berks,  238. 

—  Lacy,  58,  153,  254,  257,358,  362,  (2), 

370,  3S8,  396,  402,  406. 

—  Maureward,  manor,  8,  106,  119,  248, 

287. 

—  Russell,  manor  and  advowson,  310. 
Kington,  103,  341. 

—  Magna,  manor  and  advowson,  5,  232, 

238,  240,  284,  290. 

—  Parva,  73,  84,  284,  290. 

—  West,  co.  Wilts,  manor,  174,  175. 
Kinstenston,  manor,  104. 

Kinston  (?  Knitson),  30S. 
Knighteston  in  Purbeck,  114,  1S7. 
Knighton,  Lordship,  co.  Heref.,  275,  313. 

—  co.  Wilts,  manor,  172. 

—  manor  and  advowson,  37,  38,  85,  94, 

104,  151,  155,  244,  272,  360. 

—  juxta  Durweston,  267. 

—  juxta  Mayne  Marteil,  214. 
Knights  Leigh,  co.  Som.,  302,  304. 
Knightsheies,  co.  Devon  302,  305. 
Knightsmulle,  co.  Devon,  302,  305. 

—  Street  manor,  188,  228,  282,  366. 
Knoclas  Castle,  co.  Heref.,  274,  313. 
Knolle,  manor,  12,  366. 

Knolton,  manor,  12,  19,  61,  291,  339,  366. 
Knook,  co.  Wilts  (Knouke),  manor,  172, 
245,  274. 

Knoyle  Episcopi,  co.   Wilts  (Cnoel  E.), 
244. 

Kyrmercherde,  co.  Som.,  302,  304. 
Lake,  co.  Wilts,  241. 

Lancaster  Duchy  of,  Feodary  and  Bailiff  of 

the  Liberty  of,  396. 
Langbrook,  East,  co.  Som.  (Langebrok), 

305. 

Langford,  co.  Som.,  305. 

Langham,  co.  Som.   (Langenham),  301, 

3°2,  304.  . 
Langley-Marish,  co.  Bucks  (L.  Marreys), 

manor,  325. 
Langmore  (Langemore),  262. 
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Langton  (Langeton,  Longton),  manor,  18, 
24,  112,  142,  150,  327. 

—  in  Purbeck,  manor,  150,  151,  157. 

—  Botiler,  manor  and  advowson,  392. 

—  Heryng,  197,  238,  240. 

—  Latyle,  manor  and  advowson,  392. 

—  Mautravers,  293. 

—  Walsh,  manor,  231. 

—  Worth  281. 
Lavenham,  co.  Som.,  manor,  240. 
Laverton,  co.  Som.,  manor,  238. 
Layham,  co.  Stiff.  (Leyham),  322. 
Lechlade,  co.  Glouc.  (Lycheslade),  manor, 

275- 

Leftisford  (Lestisford),  5,  352. 
Leigh,  105,  118,  132,  192,  358. 

—  juxta  Wimborne,  153. 

—  North,  co.  Devon,  168. 

—  West,  134. 

Leighton  Buzzard,  co.  Bed.,  manor,  323. 
Leston,  186. 
Lewestfyld,  370. 

Lidlinch  (Lidelynch,  Lydelynche,  Lude- 
lynch),  manor  and  advowson,  35,  gi, 
220,  280,  287,  309,  318,  340,  395,  397, 
398. 

—  Baret,  manor,  280,  309. 

—  Caundel — 

Lillington,  manor  and  advowson,  366,  383. 

—  Nether,  g2. 

—  over,  92. 
Linton  (or  Lucton),  120. 
Limington,  co.  Som.,  84,  85,  16S. 
Littlecote,  co.  Wilts  (Lytylcote),  advow- 
son and  chantry,  303. 

Littleton  (Litelton,  Luttelton),  manor  and 
advowson,  43,  186,  187,  392. 
■ —   juxta  Blandford  St.  Mary  392. 
Litton,  manor  and  advowson,  310,  400. 

—  Cheney  (Linton),  120. 
Loderlucton,  330. 

Loders  (Lodre,  L.  prions),  manor,  9,  33, 
157,231,330. 

—  Mautravers,  manor,  150,  151. 
Lodery,  manor,  327. 

Lofepitte,  245. 
Logge,  La,  193. 
London,  92,  108. 

Longford  juxta  Dorchester,  190, 191,  (2),  195. 
Loosebarrow  Hundred  (Louseburgh,  Lus- 

burgh),  132,  175,  243. 
Lordes  (?  Loders),  manor,  327. 
Loscombe,  29,  235,  236,  318. 
Loveford  (Lofferd,  Loueford),  manor,  17, 

30,  107,  156,  166,  286. 

—  Wodton,  manor,  327. 
Loveford,  North,  174,  204. 
Lovehill,  co.  Som.,  317. 

Loveton  or  Loueton.    See  Luton  in  Tarrant 

Monckton. 
Loweston,  202. 
Loxhill,  co.  Som.,  310,  388. 
Lucton  (Loketon),  54,  137. 

—  co.  Som.,  manor  and  advowson,  317. 


Ludlow,  co.  Salop,  castle  and  manor,  275,, 

3i3. 
Lullebrok,  196. 

Lullworth,  East,  24,  86,  87,  116,  217,  267, 

296,  299,  392. 
Lundy,  Isle  of,  co.  Devon  (Londy),  173, 

322. 

Luton  in  Tarrant  Monckton  (Loueton),  132, 

167,  16S,  241,  263,  348. 
Lutton,  39,  272. 
Lychett,  151,  152,  156. 

—  Mautravers,  manor  and  advowson, 

143,  150,  151,  157,  220,  268,  327, 
367. 

—  Minster,  73,  88,  146,  262,  264,  336, 

385,410. 
Lyle,  La,  365. 
Lylle,  co.  Devon,  302,  305. 
Lyme,  161,  395. 

—  Nether,  286. 

—  Regis,  318. 
Lymington,  co.  Hants,  241. 
Lyndecombe,  336. 

Mageston,  124. 

Magor,  co.  Glouc,  manor,  238,  240. 

Maidencote,  co.  Berks,  manor,  238,  240. 

Maiden  Newton  (Mayden  Nyweton,  M. 
Newynton),  manor  and  advowson,  75, 
235,  236,  274,  335,  376,  391,  398. 

Malmeshull  Lacy,  co.  Heref.,  manor,  275, 
3i3- 

Mangerton  (Maugerton,  Mangreton,  Man- 
gerston),  manor,  22,  99,  131,  136,  178, 
180,  199,  200,  317. 

Mannington,  132. 

Manston  (Maneston),  manor  and  advowson, 
13,  43,  86,  90,  102,  104,  293,  374,  378, 
408. 

Manton,  East,  293. 

Maperton,  manor,  173,  174,  175,  231,  243, 

322,395- 

—  North,  manor,  29. 

Mapouder  (Mapoudre,  Maupoder),  manor 
and  advowson,  76,  125,  126,  140,  178, 
180,  189,  241,  259,  288,  289,  318,  349, 
357,  397,  4°°\  410. 

Marcle  Magna,  co.  Herf.,  manor,  275,  313. 

Marnhull,  41,  63,  171,  207,  228,  252,  272, 
360,  361, 

Marsh  in  Hawkechurch  (Merssh),  363. 
Marshton   juxta   Chichester,   co.  Sussex 

(Mersshton),  manor,  174. 
Marshwood  (Merchwode,  Mersschwode), 

manor  and  advowson,  3,  20,  46,  226, 

266,  328. 

—  Vale  (Mershwode  Vale),  259,  318, 

403,  407  (2). 
Martock,  co.  Som.  (Mertock),  307. 
Mawardyn,  co.  Heref.,  manor,  275,  313. 
Mayne,  manor,  59. 

—  Little,  man.   and  adv.,  350,  376, 

377- 

Melbury,  353. 
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Melbury  Bubbe  (Melebury  B.),  advowson, 
io2,  104,  142. 

—  East,  79,  276. 

—  Osmond  (M.   Oxmound,   M.  Es- 

mond), manor  and  advowson,  38, 
102,  210,  280,  293,  309,  319,  368, 
398. 

—  Sampford   (M.   Saunford),  manor 

and  advowson,  38,  102,  128,  210, 
385. 

Melcombe  (Melecombe),  manor  and  ad- 
vowson, 57,  83,  97,  244. 

—  Nether,  14,  no. 

—  Regis,  215,  252,  270. 
Melding,  co.  Suff.,  322. 
Melksham,  co.  Wilts,  108. 
Mellennyth  lordship,  co.  Hereford,  275, 

313. 
Melneford,  8. 
Melplash,  East,  140,  318. 
Membury,  395. 

—  East,  co.  Devon,  168. 
Mere,  co.  Wilts,  315. 

Merriott,  co.  Som.  (Meryet),  317,  392. 
Merston,  co.  Sussex  (Merssheton),  manor 

and  advowson,  243. 
Middlebere,  231. 

Middle  Street,  manor,  235,  236,  375. 
Midgham,  co.  Berks  (Miegeham),  manor, 
163. 

Midhurst,  co.  Sussex,  97. 
Milborne  (Muleburne),  28. 
Milborne  Cary  als   M.  Deverell,  manor, 
409. 

—  Churchstone      (M.  Churcheton), 

manor,  288,  289,  350,  352,  411. 

—  Deverell,  manor,  409. 

—  Michaelston,  manor,  2,  288,  289. 

—  Port,  co.  Som.,  182,  200,  392. 

—  St.  Andrew,  manor,  213,  402,  403, 

409,  411. 

—  Simondeston,  411. 
Milton,  co.  Som.,  310,  388. 

—  juxta  Gillingham,  285. 

—  upon  Stoure,  342. 

—  Abbey  (Middleton),   21,  117,  288, 

289. 

—  Fauconberg,  co.  Som.,  manor,  238, 

240. 

Milverton,  co.  Som.,  manor,  275,  313. 
Mintern,  246. 

—  parva,  343. 

Modbury   (Modbergh,  M.  juxta  Swyre), 

manor,  258,  286,  339,  341. 
Monke  egh,  co.  Devon,  244. 
Monkwood  (Munkewood),  226,  266. 
Monkynmede,  376. 

Montacute,  co.  Som.  (Mountagu),  302,  304, 
317- 

Moorlmch,  co.  Som.  (Merlynche),  manor, 
3io. 

Morden  (Mourdon),  manor,  146,  159. 

—  East,  manor,  88,  156,  327. 

—  West,  88.  . 


More  (La  M.)  150,  151,  272,  360,  361. 
Morebath,  131,  226,  266,  336. 
Morepathlond  in  Gillingham,  373. 
Mortesthorn,  106,  in. 
Morton  (Mourton),  manor  and  advowson, 
86,  142,  148,  199,  230,  395. 

—  co.  Som.,  manor,  299. 
Mosterton  (Musterton),  16. 
Mountory,  co.  Devon,  302,  305. 
Mulleford,  191. 

Mussarder,  co.  Glouc,  manor,  275. 
Natton,  81. 

Netherbury  (Nitherbery,  jNytherbury),  4, 
231,  336. 

Netherhall  in  Bures  St.  Mary,  co.  SufT., 
322. 

Netherhey  (Nitherhegh),  90. 
Netherstoke,  365. 

Nethewode,  co.  Heref.,  manor,  275,  313. 
Nettlecombe,  co.  Som.  (Netelcombe),  manor 

and  advowson,  29S,  301. 
Newford,  306,  323,  3g8. 
Newnham  (Nywenham),  1,  91,  242. 

—  co.  Oxf".  (Newenham),  manor,  280. 
Newtimbre  (Neutymbre),  341. 

Newton  (Nyweton),  114,  187. 
Nore,  co.  Devon,  168. 
Normanton,  co.  Wilts,  manor,  241. 
Northalle,  208,  238. 

—  co.  Bucks,  306,  323. 
Northam,  co.  Devon,  manor,  173,  322. 
Northcote  juxta  Hatherley,   co.  Devon, 

329- 

Northere  Kerdon,  89. 
Northolt,  240. 

Norton,  lordship,  co.  Heref.,  275,  313. 

—  co.  Som.,  manor,  240. 

—  co.  Wore,  manor,  275,  313. 
Nottington,  208,  230,  349. 
Nutford  (Notford),  113,  228. 

—  Blake  juxta  Blandford  (Notford  B.}, 

56  (2). 

—  Lokky  (Notford  L.),  188. 

Oake,  co.  Som.  (Oke),  301. 
Oborne.    See  Woburn. 
Ockford  Fitzpayn  (Okeford  F.)  108,  395* 
405. 

—  Shilling  (Okford  Skylling),  manor 

and  advowson,  15  (<?),  169,  361  (2). 
Ocle,  407. 

—  Graunson,  co.  Glouc,  manor,  322. 
Odcombe,  co.  Som.,  manor,  275,  3i3>  3*7- 
Odemere,  50. 

Okeburn,  45. 

Okenhead,  co.  Som.,  317. 

Olewell  in  Purbeck,  363,  370.    See  also 

Helwell  and  Hohvell. 
Olveston,  co.  Glouc,  399. 
Orchard,  301,  305,  391. 

—  juxta  Taunton,  co.  Som.,  manor  and 

advowson,  162. 

—  East,  360. 
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Orchard  West,  336. 
Orchardelond,  co.  Som.,  302,  304. 
Ore,  manor  and  advowson,  9,  15,  32,  42, 
265. 

Orleton,  co.  Heref.,  manor,  275,  313. 
Otterton,  co.  Devon,  330. 
Oubele,  co.  Som.,  manor,  175. 
Overhalle  in  Bures  St.  Mary,  co.  SufT., 

manor,  322. 
Owelcombe,  150,  151. 
Owlknolle,  co.  Som.,  manor,  298,  301. 
Oxenhale  co.  Glouc,  manor,  322. 

Panyettes,  co.  Som.,  manor  166. 

Palington,  41. 

Pegges,  manor,  211,  261. 

Pembrigge,  co.  Heref.,  manor,  275,  313. 

Penlegh,  155. 

Penyton   juxta   Lymington,   co.  Hants, 

manor,  167,  168,  169,  241. 
Pepperharrow,  co.  Surrey,  manor  (Piper- 

harwe),  167. 
Perhamme,  281. 

Perle,  Eastr  co.  Hants,  manor  and  advow- 
son, 175. 

Perlee,  West,  manor  and  advowson,  308. 
Perrot,  Little,  318. 

—  West,  co.  Som.,  bailiwick,  166. 

—  South,  manor   and  advowson,  34, 

35.  376. 

Petersham  (Pyterichesham),  6,  116,  132, 

153,  224. 
Peterworthy,  co.  Wilts,  244. 
Petherton  (Pederton),  44. 

—  South  (Pederton  S.),  283. 
Peyntours,  co.  Devon,  168. 

Philipston  (Phelpeston),  manor  and  advow- 
son, 150,  151,  157,  327,  366. 

Pikeash,  co.  Som.,  manor,  310. 

Pillesdon  (Pylesdon),  manor  and  advow- 
son, 22,  116,  184  (2),  307,  312,  326, 
394. 

Pimperne  (Pymperne),  113,  199,  228,  247, 

253,275,313,359,387. 
Pirihill  in  Sherborne  (Pyryhill),  392. 
Piriton,  co.  Wilts  (Pyryton),  170. 
Pitte,  318. 

Pitney,  co.  Som.  (Pytteney  Werne),  manor, 

309,  318. 
Plumber,  287. 
Plymouth,  co.  Devon,  329. 
Podington    (Podition,    Podyngton),  112, 

196,  218. 
Pointington,  co.  Som.,  182. 
Polaynston,  manor,  109. 
Poltimore  in  Farway,  co.  Devon,  329. 
Polyngfold,  co.  Surrey,  manor,  167. 
Poole  (Pole),  264,  336,  410. 
Poorstock  (Porestock,    Purstock),  manor 

and  Hund,  54,  114,  T59,  178. 
Portesham  \  in    Tamerton    Folyot,   co.  j 
Porteshunt  /  Devon,  166. 

Portland,  Isle  of,  manor,  40,  275,  313,  328.  j 
Portlemouth,  West,  co.  Devon,  manor,  390.  I 


Portmanmore,  404. 
Portsmouth,  co.  Hants,  306,  323. 
Porton,  North,  235,  236. 

—  South,  235,  236. 
Poterychesbery,  co.  Herts,  manor,  303. 
Pourton,  advowson,  54,  131,  134,  280,  309, 

318,  319. 
Pourton,  North,  123. 

—  South,  29. 
Powerston,  25. 

Presthema,  lordship,  co.  Heref.,  275,  313. 
Presthut,  217. 
Preston,  co.  Suff.,  322. 

—  juxta  Iwerne  Courtney,  149. 

—  —    Shaftesbury,  man.,  62,  127, 129. 

—  —    Shereneton,  manor,  207,  331. 

—  Vavasour,  co.  Hants,  manor,  242. 
Puddle  (Pudele),  184. 

—  Little,  manor,  130. 

—  Burdolf,  73. 

—  Hinton,  401. 

—  Musters  (Pudele  M.),  42. 

—  Trenthide  (P.  Trenthyde),  60,  126. 

—  Turberville,  230,  241. 
Puddleton  (Pudeleton),  24,  73,  igo,  195. 
Puddlehyde  (Pudelhyde),  190,  195. 
Pulham,  278. 

—  East,  manor,  125,  259,  260. 

—  West,  365. 

Pullith,  lordship,  co.  Heref.,  275,  313. 
Puncknoll  (Poncknoll  Pompknoll),  manor 

and  advowson,  17,  30,  107,  155,  190, 

278,  322. 
Purbeck  (Purbik),  66. 
Putton  manor,  307,  312,  326. 
Pykeasshe,  co.  Som.,  38s. 
Pymore  juxta  Bridport,  338. 
Pyrcombe,  131,  226,  266. 

Quantock,  East,  co.  Som.  (Iscantok),  317. 

Radnor,  co  Heref.,  castle  and  vill.,  274, 

313. 
Radeslo,  16,  42. 
Radyhuyssh,  co.  Som.,  301. 
Rappeston,  co.  Glouc,  399. 
Rampisham  (Rammesham),  man.  and  adv., 

68  (2),  80  (2),  145,  173,  226,  266,  322. 
Ranston     (Randolveston,  Randelston), 

manor,  176,  373,  381,  409. 
Ravensthorp,  co.  Northants,  manor,  280, 

309. 

Rayader  Castle,  (Rhayadr),  co.  Heref.,  274. 

313- 
Redeclyve,  187. 

Redelyng  juxta  Corfe  Castle,  369. 
Redehove  Hundred,  137,  384. 
Redemede,  co.  Som.,  317. 
Redlane  Hundred,  373. 
Remmesbury,  manor,  280,  309,  319,  327. 
Reydon,  co.  SufT.,  manor  and  adv.,  322. 
Kingsted  (Ryngstede),  man.  and  adv.,  148. 
Rode,  La,  215,  233. 
Rodenache,  co.  Bucks,  306,  323. 
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Dorset  Fines. 


Rodeweygh,  112. 
Rokelegh,  co.  Wilts,  manor,  182. 
Rokemede,  409. 

Rollington  juxta  Corfcastle,  347. 
Rouburgh,  co.  Hants,  manor,  30. 
Rowaldesweye,  349. 
Rowdon,  co.  Som.,  manor,  298,  301. 
Rovvner,  co.  Hants,  advowson,  17&. 
Rundale,  co.  Kent,  306. 
Rushton  (Ruyshton,  Ryshton),  46,  83,  265, 
287. 

Ruthin,  co.  Denbigh,  238. 
Ryme,  manor  and  advowson,  191,  197,  238, 
240,  293. 

Saint  Andrew  West  Church  juxta  East 
Lulworth,  manor,  86,  87. 

—  Andrews  church  juxta  Broungate, 

16,  70. 

—  Colombe  Minor,  co.  Cornw.,  390. 

—  Georges  Hinton,  co.  Som.,  392. 
Salisbury,  co.  Wilts  (Nova-Sarum),  212, 

394- 

Saltharp,  co.  Wilts.,  manor,  163. 
Samford,  co.  Som.,  235,  236. 
Sandeham,  South,  co.  Isle  of  Wight,  242. 
Sandput,  2S5,  405. 
Seaton,  co.  Devon  (Seton),  329. 
Sellings,  co.  Kent,  manor,  238,  240. 
Semley,  co.  Wilts,  244. 
Seneburg,  90. 
Seppele,  16. 
Seveburgh,  91. 

Shaftesbury  (Shaston,  Shafton),  41,  45,  78, 
79.  83,  91,  92,  100,  108,  124,  206,  20S, 
211,  214  (2),  215,  216,  264  (2),  272, 
276,  284,  286,  325,  342  (2),  364  {2), 
374,  381,  412. 

—  St.  Lawrence,  264. 
Shapton,  manor,  321. 

Shapwick  (Shapwyke),  manor,  23,  71,  128, 
146,  210,  247,  257,  266,  382,  396,  400. 

Sharnton,  co.  Wilts.,  manor,  156. 

Shepperton,  co.  Middx.,  manor  and  advow- 
son, 238,  240. 

Shepton  Beauchamp,  co.  Som.,  283. 

—  Mallet,  co.  Som.,  manor  and  advow- 

son, 238,  240. 
Sherborne  (Shirborne),  1,  35,  39,  70,  80,  85, 
98  (2),  99,  116,  127,  134,  176,  189,  196, 
200,  205,  206,  212,  216,  251,  255,  258, 
280,  285,  292,  295,  309,  31S,  338,  341, 

379.  39-',  394.  395.  4<M- 

—  Wayte,  134. 
Sherston,  co.  Wilts,  163. 
Shilfhampton,  East  (Shufilhamptcn,  Shyls- 

hampton),  9,  10,  407. 

—  West  (Shulhampton),  201. 
Shilling  Okeford  (Acklbrd  Shilling),  52,  55, 

93,  112,  122,  397. 
Shipton,  manor,  163,  164,  376,  377. 

—  Maureward,  352,  375. 

—  Solers,  co.  Glouc,  399. 
Shitterton  (Shyterton),  293. 


Shokerwyke,  co.  Som.,  manor,.  322. 
Shortland,  50. 

Shute,  co.  Devon  (Shete),  manor,  16S. 
Silferton,  co.  Devon,  manor,  238,  240. 
Silton  (Seiton),  manor  and  advowson,  17, 

127,  128,  153,  154,  403,  404. 
Slapton,  co.  Devon,  manor  and  chantry, 

173,  322. 
Smallmouth  passage,  215. 
Smedmore,  336. 
Snelling,  386. 

Sodington,  co.  Glouc,  manor,  275. 
Sokke,  co.  Som.,  317. 
Somerford,  co.  Wilts,  152,  163. 
Somerton,  co.  Som.,  19,  168. 

—  Erleigh,  co.  Som.,  manor,  173,  278, 
322. 

—  Randolf,  co.  Som.,  manor,  173,  27S, 
322. 

I  Sonning,  co.  Kent  (Sonyng),  manor,  243. 
Southam,  manor,  308. 
Southampton,  241. 
Southavene,  co.  Hants,  manor,  276. 
Southbrook,  291. 
Scuthwyk,  co.  Hants,  167. 
Spelcombe,  co.  Devon,  manor,  328. 
Sperehey,  co.  Devon,  317. 
Spettisbury  (Speghtesbury),  manor,  70,  235, 
236. 

Stafford,  14,  112. 

—  West,  245. 
Stalbridge  (Stapelbrigg,  Stalbrygge),  i,  27, 

318. 
Stancombe,  39. 
Staple,  co.  Som.,  162. 
Stapleford,  manor,  60,  235,  236,  327. 

—  co.  Wilts,  manor,  156. 
Staunton,  manor,  26. 

—  Gabriel,  manor,  310,  388. 

—  Lucy  (Salop),  manor,  275,  313. 
Steeple  (Stuple),  manor,  275,  313. 
Steepleashton,  146. 

Steepleclydon,  co.  Bucks,  manor,  275,  313- 
Stifford,  176. 

Stinsford  (Stintsford),  manor,  108. 
Stirthill,  Nether  (Sturtel  N.,  Stertehull  N.), 
7.  29,  33,  77,  231,  286,  371,  376,  377. 
380. 

—  Upper  (Sturtel  U.,  Sturtehill  U.),  77. 
286,  352,  371. 

Stockland  (Stokland),  96. 
Stodeham,  co.  Herts,  323. 
Stoke  (Stokes),  16,  113,  228. 

—  East  juxta  Bindon,  70. 
Stoke  under  Hamdon,  co.  Som.,  manor 

and  advowson,  238,  240. 

—  Abbots,  manor,  131,  206. 

—  Coillard  (Stoke  C),  18,  30,  63,  9». 
124. 

—  Turberville,  122. 

—  Wake,  manor,  36,  41  (?),  126,  195. 

278,  333.  369- 

—  Waleys,  46.  226,  266,  403. 
Stokewood,  man.  and  adv.,  179,  i82-  299- 
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Stokkes  in  Southele,  co.  Devon,  329. 
Stokwood  of  St.  Edwold,  manor,  117. 
Stondlegh,  22- 

Stotinway  (Stottyngweyt),  manor,  67. 
Stour,  River,  bailiwick,  86,  142,  322. 

—  —    fishery,  173. 

—  Estover  (S.  Estoure),  124. 

—  Payne,  manor,  188,  224,  261. 

—  Provost  (S.  Prewes),  272. 

—  Wake  (?  Stoke  Wake),  41. 
Stourton,  co.  Wilts,  manor,  154. 
Stowborough  (Stoburgh),  manor,  271,  356. 
Stratfield  Mortimer,  Hants,  and  Berks,  167, 

275,  313. 
Stratton,  260. 

—  Nether,  2S3. 

—  juxta  Charminster,  248. 

—  on   Fosse,   co.    Som.,  manor  and 

advowson,  238,  240. 
Strode,  131,  134. 

Studland  (Stodeland),  advowson,  115,  224, 

284,  290,  356,  370. 
Stukeley,  co.  Bucks,  306,  323. 
Sturminster  (Sturmystre),  advowson,  19, 

°3<  137,  238,  240. 

—  Abbots,  2S3. 

—  Marshall  (Stourminster  Mareschall), 

manor,  97,  128,  132,  148,  174, 
175,  194,  210,  235,  236,  243,  252, 
263,  266,  334,  336,  337,  345,  367, 
3^5,  395- 

—  New. on  Castle,  283,  353,  354,  363, 

397- 

Styneleygh,  co.  Som.,  manor,  163. 
Suddon,  220. 

Sudington  Langley,  co.  Glouc,  399. 
Sutton,  manor  and  advowson,  172. 

—  East,  co.  Kent,  manor,  303. 

—  Isle  of  Wight,  242. 

—  Poyntz,  manor,   76,  82,  100,  102, 

112,  138,  358,  372. 

—  Scoteney,  co.  Hants,  manor,  239. 

—  Walrond,    manor   and  advowson, 

245,  274. 

Swanescombe,  co.  Kent,  manor,  275,  313. 
Swanwich  (Swanewyche),  11,  94,  132,  199, 

201,  262,  267,  281,  370. 
Swyne  Toller.    See  Toller  porcorum. 
Swyre  (Swere'i,  manor  and  adv.,  225,  286. 

—  Berewyk,  2,  58. 
Sydling,  Broad,  117. 

—  Parva,  115. 
Sylveyns,  co.  Som.,  302,  304. 
Symondsborough  (Symondesbergh),  6,  33, 

46,  72,  118,  192,  222,  226,  243,  266. 

Talcarn,  co.  Cormv.,  390. 
Tamerton  Foliott,  co.  Devon,  manor,  163, 
164,  321. 

Tarrant    Antioch    (T.  Anntyocheston), 
manor  and  advowson,  246. 

—  Gunville  (T.   Goundevill),  manor, 

115,  107,  16S,  177,  179,  233,  239, 
241.  275,  313- 


Tarrant  Hinton  (T.  Hyneton),  69,  94,  347. 

—  Keynston  (T.  Kaynes),  manor,  25, 

56,  109,  110,  131,  167,  168,  i8gr 
224,  247,  257,  348. 

—  Launston  (T.  Lowynston),  289. 

—  Loveton  in  T.  Monkton,  348.  See 

also  Lu  on  (Loveton). 

—  Preston,  98,  115,  167,  168,  241. 

—  Rushton  (T.  Risheton,  T.  Ruyshton, 

T.  Rousshton,  T.  Russeauxton), 
manor  of,  56  (2),  98,  115,  148, 
167,  168,  241,  263. 

—  Vilers,  manor,  106,  115,  167,  16S, 

241,  248,  249. 
Tatton,  North,  47. 

—  South,  47,  230. 

Telsford,  co.  Som.  (Telisford),  manor  and 
advowson,  238,  240. 

Thaxted,  co.  Essex,  manor,  275,  313. 

Thorndon,  co.  Som.,  299. 

Thornford,  35,  51,  134,  318. 

Thornhill  juxta  Caundle  Haddon  (Thorn- 
hull),  manor,  135,  222. 

Thornton,  manor  and  advowson,  73,  284, 
290,  360,  361. 

Thorp  (Throupe,  Throp,  Le  Throp),  75, 
81,  122. 

—  Morieux,  co.  Suff.  (T.  Moreux),  322. 
Tincleton,  East  (Tincledon),  14. 

—  West,  14. 

Tintagel,  co.  Cornw.  (Tyntagel),  323. 
Titherleigh  in  Chardstock  (Tyderley),  395. 
Todbere  (Todebere,  Toteberet,  manor  41, 

63,  207,  228,  272,  282,  366. 
Tollard,  co.  Dorset,  332. 

—  co.  Wilts,  manor  and  advowson, 

171.  177,  179,  239. 
Toller  Porcorum  (Swenentolre,  Swynen- 
tolre,  Swyntoller),  manor  and  advow- 
son, 4  (2),  34,  4S,  99,  120,  173,  202, 
205,  213,  250,  278,  322,  335,  380. 

—  Welme,  29. 
Tolleshayes,  co.  Wilts,  244. 
Tomer,  340. 

Tonge,  co.  Kent,  manor,  275. 
Torbryan,  co.  Devon,  manor  and  advow- 
son, 173,  322. 
Trille,  19S,  392. 

Turbervillestoke  47  (2),  ior,  201. 

Turners  pudell,  manor  and  advowson,  386. 

Turneyate,  co.  Som.,  392. 

Twychyn    juxta    Bideford,    co.  Devon, 

manor,  298. 
Tychemersh,  22,  139,  140. 
Tyle,  manor,  44. 
Tyneham,  East,  manor,  290. 

—  West,  290,  336. 

Ubeton,  co.  Wilts,  manor  and  advowson, 

172,  245,  274. 
Ufton  Roberd,  co.  Berks,  167. 
Ugford  St.  James,  co.  Wilts  (Uggeford), 

181. 

Uley,  co.  Glouc,  310. 
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Underdonne,  153. 

Up  Cerne,  manor  and  advowson,  11,  12, 

280,  309,  357,  398. 
Upledecon,  co.  Berks,  advowson,  303. 
Up  Melcombe,  manor,  95,  no,  343. 
—    —    Cerne,  355. 
Up  Sidling,  115,  187,  196. 
Upwey,  manor,  9,  130,  401. 
Up  Wimborne,  manor,  104,  132,  150,  151, 

157,  220,  239,  250,  327. 

—  —    Abbatis,  254. 

—  —    Plecy,  255,  308. 

Veres  Watton  juxta  Symondsbury,  124. 

Waghefeld,  co.  Berks,  manor,  275,  313. 
Waldingfield    Magna,  co.   Suff.,  manor, 
322. 

Walditch,  29,  65,  72,  223,  336,  352,  376, 
377. 

Waltereston,  manor,  109,  256. 
Wambrook,   manor   and   advowson,  88, 

193,  302,  304. 
Wardour,  co.  Wilts,  manor,  172,  245,  274. 
Wareham,  n,  109,  171,  177,   179,  193, 

224,  233,  239,  252,  275,  28S,  290,  296 

(2),  313,  336,  337,  347,  356,  363,  364, 

386,  390,  401,  404. 
AVarlegh,  co.  Devon,  manor,  321. 
Warmwell  (Wermewell),  manor,  42,  45, 

35i,  376,377- 
Warthreignon  lordship,   co.   Heref,  275, 

313- 

Water  juxta  Charminster,  60. 

Watercombe,  45,  129,  376. 

Wathe,  co.  Hants,  manor  and  adv.,  313. 

Waybayhouse,  401. 

Wekyndon,  South,  176. 

Weldon    parva,   co.    Northants,  manor, 

167. 
Welle,  376. 

Wells,  co.  Som.,  335,  398. 
Welweton,  co.  Som.,  238,  240. 
Wenham  parva,  co.  Suff.,  322. 
Werde,  manor,  142. 
Werdesford.   See  Woodsford. 
Werne,  co.  Som.,  manor,  280,  318. 
Weryngeston,  co.  Devon,  278. 
Westchurch  St.  Andrew  juxta  East  Lul- 

worth,  manor,  86,  87. 
Weseford  in  Folke,  46/150. 
Westbrooke  juxta  Broadway,  401. 
Westerfield,  co.  Suff.,  322. 
Westhalle,  83. 

Westhambury,  co.  Wilts,  241. 
Westmynton,  46,  83. 
Weston,  214,  290. 

—  Abbots,  27,  318. 
Westport,  254,  373. 
Weyhamondevyle,  245,  401. 
Weymouth,  manor,  215,  252,  275,  313. 
Whaddon,  co.  Bucks,  manor,  275,  313. 
Whetene,  116. 

"Whiston,  co.  Suff.,  322. 


Fines. 


Whitchurch  (Witchurch,  Whytchurch),  z  >, 
46,  78,  120,  131,  161,  184  (2),  226, 
227,  253,  259,  266,  343,  395,  403,  407 
(2). 

Whitecliff,  356. 

Whitefield,  East,  co.  Som.,  manor,  307, 
312. 

—  West,  co.  Som.,  manor,  307,  312. 
White  Lackington,  co.  Som.,  manor,  301, 

304,  305. 
Whitington,  91. 

Wichampton  (Wychampton),  manor  and 

advowson,  38,  142,  156. 
Wicheford  (Wycheford),  163. 
Wilcheswood,    chantry  (Wylcheswood), 

231. 

Wilkesworth.    See  Wodekesworth. 

Wilton,  co.  Wilts,  321,  394. 

Wimborne  Minster,  9,  51,  58,  91,  105,  118, 
129,  132,  144,  171,  177,  179,  192,  241, 
242,  258,  307,  308,  339,  358,  362  (2), 
370,  388,  396,  400,  406. 

Winkeleigh  Hundred,  co.  Devon,  278. 

—  Keynes,  co.  Devon,  manor,  278. 
Winford,  409. 

—  Eagle  (Wynfred  E.),  manor,  3,  4, 

152,  255. 

—  Newburgh    (Wynfred  Neuburgh), 

manor,  32. 
Winterborne,  112,  376,  377. 

—  Asshe,  32,  45. 

—  Assheton,  365. 

—  Cane,  351. 

—  Clenston  (W.  Clencheston),  85,  122, 

235,  236,  272. 

—  Erlys,  co.  Wilts,  manor,  320,  321. 

—  Fiveash  (W.  Vyfassh),  manor  and 

advowson,  16,  74. 

—  Gaugy,  8,  40. 

—  Germain,  manor  and  adv.,  S,  40. 

—  Homington,  co.  Wilts,  manor,  315. 

—  Houghton  (W.  Houton,  W.  Howe- 

ton),  manor  and  advowson,  54, 
280,  309,  357. 
■ —    Houndington,  65. 

—  Hywyssh,  81. 

—  Kingston,  manor,  128, 141,  146,  219, 

281,334. 

—  Martin,  manor  and  advowson,  79, 

187,  230,  235,  236. 

—  Maureward,  23,  69,  87  (2),  146,  239, 

400. 

—  Monkton,  123. 

—  Mustereston,  manor,  87  (2). 

—  Nicolston,  123. 

—  Pygaz,  8,  40. 

—  Quarelleston,  manor,  355. 

—  Stepleton  (W.    Stupelton),  manor, 

125,  270,  295,  338,  339,  342,  346- 

—  Sticklane,  37. 

—  Thomaston,  manor  and  advowson, 

128,  334,  381. 

—  Wast,  manor  and  advowson,  120, 

201,  262. 
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Winterborne  Waterless,  no. 

—  Whatcombe,  123,  379. 

—  Whitchurch,  21,  125,  146,  174,  260, 

397,  4"- 

—  Zelston  (W.  Selyston),  81,  334. 
Winton,  48. 

Wirgrede  (Wiresrede,  Wyrgrede,  WTyrde- 
grede),  1,  112,  250,  254,  293,  296,  374, 
378,  386. 

Wirdesford.    See  Woodsford. 

Wiscombe  (Whyscombe),  co.  Devon,  168. 

Witelegb,  co.  Devon,  329. 

Woborn,  2S0,  309,  318. 

Wodekes worth  (=  Wilkesworth  near  Wim- 
borne  Minster),  9,  51,  58,  116,  224,  254, 
348,  362,  368,  370,  376,  377,  388 
400. 

Wokefeld,  co.  Berks,  manor,  303. 
Wokelescote,  co.  Wilts,  manor,  163. 
Wolferlowe,  co  Heref.,  manor,  275,  313. 
Wolshill,  co.  Devon,  330. 
Wolveton,  260,  354,  365. 

—  juxta  Dorchester,  13,  44. 
Wombyssheyes,  manor,  29S,  301. 
Wonestre,  63. 

Wood  juxta  Chyxston,  co.  Devon,  manor, 
298. 

—  co.  Som.,  manor,  298,  301. 
Woodchester,  co.  Glouc,  152,  15S. 
Woodcotes  (Wodecotys),  332. 

—  East,  209. 
Woodhouse  (La  Wodehous),  257. 
Woodland  (La  Wodeland),  61,  291,  339, 

366,  407. 

Woodsford  (Wyrdesford,  Werdesford), 
manor,  263,  322. 

—  Belet  (Wyrdesford  B.,  Werdesford 

B.),  manor,  86,  140,  173. 
Woolcombe  (Wollecomb),  manor,  142,  156, 
327. 

—  Mautravers,  manor,  327. 
Woolgarston  (Wolgarston),  390. 

—  East  (Wolgarston  E.),  363. 
Woolmington  (Wolmington),  manor,  209. 
Wootton  in   Marshwoodvale  (Wodeton), 

manor  and  adv.,  3,  149,  150,  151,  157. 


Wootton  Episcopi  (Wootton  E.),  181,  197, 
35o. 

—  Fitzpayn  (Wotton  F.),  manor,  327. 

—  Glanville  (Wotton  Glaunvyle,  Glam- 

viles  Wotton),  manor,  advowson 
and  chantry,  31,  103,  228,  345, 
365. 

Worcester,  All  Saints,  co.  Wore,  238. 
Worsted,  co.  Suff.,  manor  and  adv.,  322. 
Worth  (Wourth,  Wroth),  manor  and  ad- 
vowson, 3,  24,  327. 

—  in  Purbeck,  manor,  156. 

—  channel,  194. 

Worth iale  in  Wambrook,  302. 
Worthy  Mortimer,  co.  Hants,  manor,  275,. 
313. 

Wraxhall  (Wrockeshale,  Wroxhale),  manor 
and  advowson,  149,  154,  173,  322. 

Wycroft,  co.  Devon,  manor,  317. 

Wydehook  (Widyhouk),  manor,  200,  235, 
236. 

Wyghtoneton,  46,  82,  83. 

Wyke,  manor,  107,  215,  249,  275,  285,  313. 

—  co.  Som.,  182,  305. 

—  passage,  215. 
Wyldenham,  25. 
Wylyshstoke,  131. 

Wynston,  co.  Glouc,  manor,  275,  313. 
Wyston  in  Tamerton  Foliott,  co.  Devon,, 
166. 

Wythele,  co.  Som.,  278. 


Yalcombe  juxta  Farway,  co.  Devon,  329- 
Yard  (Yerd),  manor,  226,  235,  236,  260. 
Yardland  in  Chardestock  (Yerdeslond),  395. 
Yarticomb,  co.  Devon  (Yeartecombe),  302, 
305. 

Yaverland,  co.  Hants,  manor  and  advow- 
son, 313. 
Yeo,  West,  co.  Som.,  348. 
Yeovill,  co.  Som.  (Yevell),  79,  405. 
Yepe,  manor,  258. 

— •    East,  manor,  160,  217,  303. 
Yetminster,  12,  101,  102,  104,  116,  293,, 
392. 
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^  .  .  aires,  Roger,  185. 

.  .  .  untere,  Richard,  239. 

.  .  .  Alice,  239 ;  Walter,  239. 

Abbot,  William,  349. 

Abbotsbury,  Abbot  of,  402. 

Abbotisbury,  John,  118. 

Abthorp,  Edward,  405,  410 ;  Joan,  406,  410. 

Achard,  John,  107  ;  Agnes,  107. 

Acton,  John  de,  23;  Richard  de,  47*,  ioi, 

117,  122. 
Adam,  Thomas,  303. 
AfTeton,  Thomas,  332. 
Aillesbury,  Hugh  de,  86,  90. 
Akerman,  John,  250. 
Alban,  John,  clerk,  58. 
Alderlegh,  Nicholas,  310. 
Alet,  John,  220. 

Alewy,  Matthew,  11  ;  Richard,  11  (2). 
Aleyn,  John,  chap.,  218. 
Alford,  William,  350,  353. 
Algare,  Christina,  381  ;  John,  381. 
Alisaundre,  Edith,  2S4;  Isabella,  360,  361 ; 

Ralph,  2S4  ;  William,  255,  284,  360, 

361. 

Alneto,  John  de,  63. 

Alneton,  John  de,  86,  90,  97  ;  Margaret,  86, 
90,  g7. 

Alnewyk,  William,  Bishop  of  Lincoln,  327, 
328,  368 ;  William,  Bishop  of  Nor- 
wich, 312. 

Alveton.    See  Alneton. 

Alvynton,  John  de,  26,  50,  52. 

Alwyn,  Edith,  374;  John,  374. 

Amberlee,  John,  209  ;  Margaret,  209. 

Amondevil,  Richard  de,  95. 

Andrew  (Andrewe),  Agnes,  34S  ;  Catherine, 
156;  John,  348;  Robert,  280,  306; 
Thomas,  156. 

Anestye,  Agnes,  6 ;  John  de,  6. 

Anger,  William,  235. 

Anketell  (Anketyll,  Anketill),  Elizabeth, 
212,219,  262;  Joan,  384;  John,  262, 
384;  William,  212  (2),  219  (2),  262  (2). 

Anstyll,  John,  355. 

Antioche  (Auntyoche),  Agnes,  246,  253  ; 
George,  360;  John,  56,  246,  253,  254, 
257,  266,  289,  360 ;  Margery,  257,  266 ; 
Matilda,  289  ;  Thomas,  359. 

Ap  Rees,  Rese,  148. 

Archer  (Archour),  John  le,  parson,  38 ; 

Lucy,  259;  Robert,  259. 
Ark,  John,  7. 
Am,  John  de,  132. 


Artur,  William,  206. 

Arundell,  Alianora,  157,  158  ;  Alice,  S3 ; 
Edmund  de,  117;  Marjery,  14S  ; 
Richard,  157,  158;  Sibil,  117; 
Thomas,  132,  148,  218,  221 ;  William 
de,  83. 

—    Earl  of,  John,  157,  158;  Thomas, 
274 ;  William,  327. 
Assheford,  Elizabeth,  25S  ;  John,  258. 
Asshelond,  William  de,  141. 
Assheton,  Alianora,  160  ;  Elizabeth,  159  ; 

Robert  de,  114,  120,  159. 
Asshewell,  Alice,  10  ;  Anastacia,  10;  Ralph 

de,  10. 
Asshwy,  John,  4. 

Aston,  Richard  de,  56  ;  Thos.  de,  14,  56  (2). 
Atfyger,  William,  370. 
Athelyngton,  William  de,  118,  121. 
Atkyns,  William,  365. 
Atte  Barwe,  Stephen,  181. 
Atte  Bere,  William,  22. 
Atte  Burn,  Peter,  152,  158. 
Atte  Chaumbre,  Hugh,  62. 
Atte  Ford,  John,  133,  212,  220,  228. 
Atte  Forde,  Simon,  225. 
Atte  Gate,  Nicholas,  241, 
Atte  Hill,  Robert,  164. 
Atte  Hole,  Hawisia,  127,  128;  John,  127, 
128. 

Atte  Hulle,  Christina,  115  ;  John,  57,  115; 

Marjery,  57. 
Atte  Lode,  Amicia,  130  ;  John,  130. 
Atte  More,  Adam,  52,  55*,  65,  81,  84,  85, 

87,   93,    112,    113,    122;  Anastacia, 

52, 55*,  65,  81, 84, 85,  87, 93, 112, 113 ; 

Edith,  122  ;  Joan,  261,  271 ;  Margaret, 
iq^I9|,  222;  Robert,  64,  83,  179,  261, 
'"^'271;  Walter,  93,  106,  111,  122,  194, 

222. 

Atte  Orchard,  Joan,  125  ;  Nicholas,  125. 

Atte  Parke,  Walter,  156. 

Atte  Pile,  Hugh,  214  ;  Matilda,  214. 

Atte  See,  John,  82. 

Atte  Stone,  John,  224. 

Atte  Watere,  Agnes,  204 ;  Philip,  204. 

Atte  Welle,  Walter,  85. 

Atte  Wode,  Alice,  70 ;  Thomas,  70. 

Atte  Wythe,  William,  54. 

Auchefton,  Alice,  242  ;  John,  242* 

Audeley,  Sir  John,  406. 

Aulton,   Albreda,   40,    6g  ;    Alice,    185  ; 

Robert  de,  40,  69  ;  William  de,  185 
Aumarle,  James,  213. 
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Aumfray,  William,  4. 
Auncell,  John,  172. 
Aunger,  John,  147. 
Aversham,  William,  292. 
Ayete,  Lawrence  de,  170. 
Aylesworth,  Adam  de,  chap.,  5. 

Babbe,  Robert,  116. 

Babeton,  Margaret,  52,  65  ;  William  de, 

52,  65. 
Babur,  John,  120. 

Bachelor,  Walter,  Vicar  of  Mulleford,  igi. 

Bacon  (Bacoun),  Bartholomew,  195;  Beat- 
rice, 109 ;  Stephen,  109. 

Bagge,  Andrew,  89;  Thomas,  ,285  ;  Wal- 
ter, 348,  375. 

Baillyf,  Thomas,  200. 

Bakebere,  Robert,  359  ;  Roger  de,  107. 

Baker  (Bakere),  Adam  de,  17,  137  ;  An- 
drew le,  27 ;  Henry,  191 ;  Joan,  17, 
137  ;  John,  405  ;  Margery,  232  ;  Wil- 
liam le,  55,  232. 

Bakham,  William  de,  156. 

Bakke,  William,  113. 

Balch,  Thomas,  in,  112  ;  Alice,  in,  112. 
Bannebury,  Robert  de,  14,  136. 
Bardok,  Drugo,  120. 

Bardolf,  Alianor,  114;  Alice,  60;  Amicia, 
73,  74  ;  Drugo,  60,  73,  74,  89  ;  Eva, 
89  ;  William,  114. 

Bares,  Benedict,  60  ;  Elizabeth,  33,  34,  72, 
75,  76;  Geoffrey,  33,  34,  60,  72,  75, 
70*,  82,  95,  100,  103,  112;  Joan,  60; 
John,  34  ;  Margaret,  82,  95  ;  Ralph, 
34,  76  ;  William,  60,  75,  76. 

Barets,  Henry,  359,  383;  Joan,  351,  352, 
359  (2),  383,  384  I  John,  2S9,  344,  345, 
35i.  352,  359  (2),  365,  384  ;  Margaret, 
359,  383  ;  Margery,  359  ;  Robert,  359, 
38V,  Thomas,  67,  68,  327;  William, 
359,  383. 

Barfote  (Barefot),  John,  379  ;  William,  316. 
Barnabe,  Edmond,  gg  ;  Simon,  127. 
Barndhurste,  Alice,  181  ;  William,  181. 
Barre,  Avice,  208  ;  Hildebrand,  163,  172, 

199,  200  ;  John,  163,  208. 
Bartelot,  John,  151  ;  Thomas,  395. 
Barton,  John  de,  145. 
Barry,  John  de,  54;  Richard,  54. 
Barwe,  John,  295. 
Basing,  Joan,  48  ;  John  de,  48*. 
Basket,  Cristina,  10 ;  John,  70 ;  Thomas, 

10 ;  William,  252. 
Basset,  Juliana,  58;  Peter,  58;  Ralph,  95 

(2),  no;  William,  59,  160. 
Bataille,  Alianora,  169  ;  John,  169. 
Batecokes,  Robert,  93. 
Batecombe,  William,  196. 
Bath  and  Wells,  Bishop  of,  John,  342, 

346,  356,  361 ;  Robert,  396,  407. 
Batte,  Hugh,  299  ;  Thomas,  299. 
Battescombe,   John,  308,  317,  318,  319, 
„  357- 

Bavent,  John,  310. 


Baydok,  Peter,  70. 

Bayngton,  Robert,  392. 

Beauboys,  John,  220  ;  Elizabeth,  220. 

Beauchamp   (Bechaump),    Alianora,  301, 

302,304,  305;  Alice,  57;  Cecilia,  132; 

John,  132,  310;  Margaret,  191,  197; 

Ralph,  57 ;   Thomas,  191,  197,  279, 

301,302,304,305,357. 
Beauchamp  (Bechaump),  of  Bergavenny, 

Joan,  274  ;  William,  274. 
Beauchamp  (Bechaump),  Earl  of  Warwick, 

Richard,  306.    See  also  Bello  Campo. 
Beaufyne,  Margaret,  251  ;  Thomas,  251. 
Beaumond,  Sir  John,  312. 
Beaumont,  Viscount  of,  John,  327,  328, 

368. 

Beaupyne,  Margaret,  194  ;  Thomas,  194. 

Beausheyn,  Joan,  383  ;  William,  383. 

Bechampton,  John,  332. 

Bedel,  Alice,  13  ;  John  le,  13. 

Bedeman,  William,  213. 

Bedenale,  Christina,  355  ;  John,  355. 

Bedul,  William,  238. 

Beef,  John,  278,  299. 

Bekynton,  John  de,  46,  48,  81. 

Bele,  Richard,  363,  364. 

Beleage,  Thomas,  262. 

Belet,  Eva,  89  ,  Richard,  89 ;  Walter,  14, 

39  ;  William,  57. 
Belevale  (Belyvale),  John,  214,  225,  229; 

Katherine,  214,  225,  229,  260. 
Belleworthy,  William,  165. 
Bello  Bosco,  Gilbert,  4  ;  Isabella,  4  ;  John 

de,  4. 

Bello  Campo,  Giles  de,  156  ;  Katherine, 
156;  Roger  de,  So;  Sibilla,  80; 
William  de,  27  (3),  80.  See  also 
Beauchamp. 

Belton,  Ralph,  344. 

Benet,  Elizabeth,  341 ;  John,  341 ;  Thomas, 
350. 

Bengervyle,  John,  116  (2). 
Benne,  Isabella,  244  ;  John,  244. 
Benyn,  John,  168,  397  ;  Richard,  60,  63. 
Beof,  William,  322. 
Berde,  Thomas,  71. 

Bere  (Biere),  Isabella,  107  ;  John  de  la, 
232,  333;  Richard  de  la,  4,  121,  136, 
159  ;  Robert,  194  ;  Thomas  de  la,  84, 
107 ;  Walter,  284. 

Berewyk,  Dionisia,  78  ;  John  de,  12,  78. 

Berford,  Baldwin,  280  ;  Elizabeth,  280. 

Berkeley  (Berkele),  Edward  de,  190,  igi, 
195  ;  Elizabeth,  276  ;  John,  160,  276  ; 
Sir  Maurice,  310;  Thomas  de,  160, 
274. 

Berle,  Reginald  de,  150  ;  Roger  de,  156. 
Bernard,  Michael,  105. 
Berne,  Geoffrey  de,  78. 
Bertelot  (Bertlatt),  Robert,  83  ;  Thomas, 
4°5- 

Bertelmewe    als.   Diegher  (Bertilmewc), 

Joan,  284  ;  John,  284,  342. 
Beryl,  Joan,  47  ;  Walter,  47*. 
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Besevile,  Guy,  134;  Margaret,  134. 

Besyles,  Peter  de,  130. 

Bettesthorne,  Roger,  248. 

Beuereston,  Ivo  de,  6. 

Bevyn,  John,  129. 

Bideforde,  Thomas,  169. 

Bile,  Richard,  271. 

Bilseigh,  Roger,  232. 

Bincre,  Jordan  de,  chaplain,  3. 

Binedon,  Abbot  of,  24,  354,  357. 

Bisshop,  John,  308,  375 ;  Juliana,  375 ; 

Peter,  243. 
Bittesgate,  Thomas,  168. 
Bladyngton,  William,  238. 
Blake,  Agnes,  152,  158  ;  Robert,  152. 
Blakemore  Henry,  300 ;  Joan,  383  ;  Thomas, 

365.  383,  384- 

Blanford,  John,  364. 

Blaunchard,  Peter,  223  ;  Margery,  223. 

Blockesworth  (Blokkesworth),  Alice,  219  ; 
Amicia,  87,  88, 146  ;  Emma,  23  ;  Goda, 
219  ;  Henry,  23,  87,  146  ;  John,  87, 
88 ;  Robert,  146,  219 ;  William,  146, 
219. 

Blount,  Joan,  94;   Juliana,  120;  Peter, 

120,  201 ;  Thomas,  94. 
Bochard,  Joan,  89  ;  Thomas,  89. 
Bochell,  William,  344,  374. 
Bodon,  Margery,  242. 
Boghe,  Emma,  72,  73 ;  John,  72,  73. 
Boghere,  Emma,  71 ;  Robert  le,  71. 
Bohun,  Edmund  de,  20,  56  ;  Edward  de, 

97;    Elizabeth,   81;    John    de,  97; 

Philippa,  97 ;    William  de,   Earl  of 

Northampton,  56,  81. 
Bokland  \  (Bokelond,   Bouklond),  Agnes, 

114;  John  de,  157,   158;  Thomas, 

114 ;  William,  331. 
Bole,  Agnes,  402  ;  Henry,  402 ;  John,  371. 
Bolle,  Juliana,  170  ;  Thomas,  170. 
Bolour,  Agnes,  192  ;  Joan,  269 ;  John,  301, 

302, 304,  305  ;  Nicholas,  192  ;  Thomas, 

238,  268,  269. 
Bolt,  John,  118  (2) ;  Matilda,  118. 
Bonde,  Joan,  361,  365  ;  William,  361,  365. 
Bonel,  Joan,  3  ;  John,  3. 
Bonham,  Thomas,  266,  314. 
Bonvil  (Bonevil)  Cecilia,  395 ;  Edith,  40, 

44;  Elizabeth,  174,  175;  Eustachia, 

265  ;  Henry  de,  3,  4,  7,  8,  33,  34,  40  ; 

John,  3,  122,  174,  175,  351,  375,  377; 

Lena,  321  ;  Margaret,  199  ;  Robert,  7, 

33,  34;  Thomas,  81,  200,  321,  375, 

380;  William,  161,  168,  182,  igg,  265, 

341  (Sir),  343,  347,  361,  366,  384. 
Bore  (Bor),  Agnes,  177, 189  ;  John,  177,  189. 
Borysdych,  Edward  de,  12. 
Bosevyle,  Thomas,  174. 
Botefaunte,  Joan,  409;  William,  409. 
Botiler    (Boteler,    Botiller),   Elena,   162 ; 

Isabella,  12 ;  John,  12,  162,  240,  258, 

270;  Margaret,  12;  Thomas  lc,  12; 

Sir  Ralph,  312,  327,  328,  368. 
Botreaux,  Margaret,  391 ;  Sir  William,  391. 


Bottokessyde,  Nicholas  de,  164  (2). 
Botz,  Ralph,  28. 

Boucher,  Reginald,  105 ;  Albreda,  105. 
Boudelston,  William,  parson  of,  89. 
Boure,  John,  244. 

Bourne,  Joan,  214;  John,  214,  246,  253. 

Bourte,  Joan,  181  ;  Robert,  181. 

Bourton,  Joan,  55*,  65  ;  John  de,  55*,  64,. 

65*  ;  Robert  de,  176. 
Bover,  Christina,  358,  362 ;  John,  242,  35S,. 

362. 

Boville,  John,  324. 

Bowode  (Bouwode).  Eva,  82;  John  de.  4, 
82. 

Boxhull,  Alan  de,  113. 
Boys,  Elizabeth,  145;    William  de,  139, 
145. 

Boyton,  John,  209. 
Boyville,  John,  306. 
Bradegate,  Gilbert  de,  143. 
Bradelegh,  John,  165,  166  ;  Henry,  166. 
Bradenstoke,  John  de,  152. 
Brankescombe,  Richard  de,  62. 
Brantyngham,  William  de,  131. 
Bray,  Joan,  123  ;  John,  123,  197. 
Breggeham,  William  de,  19. 
Brekenat,  Margaret,  17,  137  ;  William,  17, 
137- 

Bremmore,  Prior  of,  156. 

Brent,  John,  238. 

Brentyngham,  William  de,  170. 

Breton,  Thomas  le,  81. 

Brewosa,  John  de,  19  ;  Sarra,  ig. 

Brie  (Brikke),  John  de,  2g ;  Thomas,  2g ; 

William,  141. 
Briddesyerd,  William  de,  91  ;  Nicholas, 

91. 

Bridemere,  John  de,  102,  104. 

Brideport  (Brudeport,  Brydeport),  Cecilia, 

31,  66;  Edith,  97;  John  de,  31,  46, 

48,  66;  Margaret,  gg ;  Matilda,  48; 

Peter,  gg  ;  Robert  de,  gg,  152  ;  Thomas 

de,  g7. 
Brigge,  Matthew,  375. 
Briggewater,  John  de,  clericus,  38,  48. 
Briot,  John,  68,  145. 

Brocas,  Arnald,  167,  igs;  Bernard,  100, 
167,  175,  181,  ig5,  ig7  ;  Katheriner 
175,  181,  igs,  ig7  ;  Mary,  100. 

Brode,  Joan,  248  ;  John,  248. 

Brodeston,  Elizabeth,  27  ;  Thomas  de,  27. 

Brokhampton,  John,  3g4. 

Brome,  William,  203. 

Bromhull,  Isabella,  r;  John  de,  1. 

Bronsop,  William,  355. 

Bronyng,  William,  331. 

Brook  (Brokke,  Broke),  Joan,  180,  226, 
262,  266,  308,  317;  John,  336; 
Thomas,  180,  2og,  226,  262,  266;  Sir 
Thomas,  308,  317,  318,  357. 

Brosya,  Walter,  166. 

Broun  (Broune),  Alice,  ill,  112;  Cristinar 
7g ;  Henry,  7g ;  James,  412;  Joan, 
412;  Richard,  2g5 ;  Robert,  in,  112; 
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Sampson,  364,  371,  386;  Stephen, 
224. 

Brounyng  (Brownyng),  Isabelle,  385  ;  John, 

300;  William,  368,  385. 
Brudemere,  Alice,  257;   Elizabeth,  116; 

John  de,  116,  125,  203;  Robert,  116, 

132 ;  William,  257. 
Bruer,  John,  278 
Brun,  Maurice,  143. 
Brunsop,  Anastasia,  37  ;  William,  37. 
Brunyng,  Clemencia,  295,  338,  339,  346; 

John,  21,  45,  49,  82,  no,  113,  147, 

270;  Robert,  295,  338,  339,  346,  365. 
Brut,  Alianora,  287  ;  John,  239,  287  {2). 
Brutford,  Alice,  113  ;  Thomas  de,  113. 
Bruton,  Alice,  45  ;  John  de,  45  ;  Prior  of, 

John,  404. 
Bruwere,  Alice,  115;  William,  115. 
Bruyn,    Elizabeth,    373;    Henry,  373; 

Ingelram  de,  175;  Mercia,  409;  Sir 

Maurice,  409  ;  Thomas,  409. 
Bryce,  Richard,  173. 

Bryene  (Brian),  Alice  de,  201;  Elizabeth, 
201 ;  Guy  de,  68,  100,  ior,  102,  112, 
121,  173,  201,  202,  205,  206;  Philip 
de,  173,  201,  206 ;  Philippa,  201 ; 
William,  173,  201,  202,  206. 

Brys,  Adam,  231. 

Bryt,  John,  231 ;  Walter  le,  54. 

Budde,  Thomas,  293. 

Bulestrode,  Adam,  53  ;  Agnes,  53  ;  Geoffrey 
de,  53  ;  Joan,  53  ;  John,  53  ;  Thomas, 
53  ;  William,  53. 

Bulkeley,  Charles,  333 

Bulman,  William,  332. 

Bunter,  Robert,  385. 

Burdet,  Nicholas,  342. 

Burdeux,  John,  362. 

Burdeyn,  Henry,  205. 

Burell,  Walter,  224. 

Burgeys,  John,  57. 

Burgh,  Margaret,  391 
397,  407- 

Burley,  William,  327,  328,  353,  36S. 
Burnell,  Agnes,  405  ;  Henry,  395  ;  Isabella, 

395 1  John,  355 ;  Tristram,  376,  383, 

405- 

Burton,  Richard  de,  54  ;  Thomas,  280. 

Burwode,  Richard  de,  141. 

Buselegh,  Thomas  de,  107 

Busmere,  WTilliam,  147. 

Bussh,  Alianora,  280,  300,  305,  308,  336 ; 
Joan,  309;  Ralph,  208,  280,  300  (2), 
302,  304,  305,  308,  318,  319,  336,  357 ; 
William,  309. 

Busshell,  John,  253. 

Butelgate,  Claricia,  139 ;  Joan,  139 ; 
Mary,  139;  Matilda,  139;  Margery, 
139;  Peter,  139;  William  de,  139  (2). 

Butte,  Agnes,  259;  William,  259. 

Buxhale  (Buxhull),  Sir  Alan,  288  ;  Thomas, 
327. 

Byconyll,  Joan,  376;  John,  376,  383,384. 
410. 


Elizabeth,  333. 


Sir  Thomas,  391. 


Bydyk,  John  de,  17,  127,  128 ;  Margaret, 
17. 

Byele,  Walter,  239. 

Byfield,  Margaret  67;  Thomas  de,  67. 

Bygeley,  William,  316. 

Bygge,  Thomas,  316. 

Byhull,  Richard,  176,  190,  191,  195. 

Bykefold,  Thomas  de,  141. 

Byle,  Richard,  290,  296,  336,  370. 

Byngham,   Joan,    194 ;    John    de,    194 ; 

Katherine  de,  14,  no;  Margery,  92; 

Robert  de,  14,  112,  244,  259  ;  Thomas 

de,  79 ;   William  de,   92,  152,  158, 

194. 

Byrde,  Elizabeth,  407  ;  John,  407. 

Byset,  John,  83. 

Bytelesgate,  Thomas,  302,  305. 

Calais,  Treasurer  of,  Robert  Whittingham, 
320. 

Calch,  Avicia,  254  (2) ;  Robert,  254  (2). 
Caldecote,  John  de,  16,  21  ;  Robert,  57  ; 

Thomas,  57. 
Calowe,  John,  385,  392. 
Calston,  Thomas,  172. 
Calwe,  John,  172. 
Camara,  John  de,  142. 
Cammel  (Cammell,  Camel!),  Joan,  277; 

John,  308 ;   Margaret,  365  ;  Robert, 

365  ;  Thomas,  126,  186,  210,  277. 
Caneford,  Alan  de,  83  ;  Alice,  31  ;  George 

de,  31. 
Canne,  John,  222. 

Canon,  John,  211  ;  Margaret,  194  ;  Wil- 
liam, 194. 

Canterbury,  Archbishop    of,  John,   327 ; 

Thomas,  396,  406. 
Canynges,  Agnes,  187  ;  William,  187, 
Capon,  John,  91,  118. 

Cappes  (Cappys),  Elizabeth,  325,  394; 
James,  395  :  Robert,  325,  394. 

Cardinal  of  England,  Henry,  320,  321. 

Carent  (Carente),  Alice,  267,  3C6;  Joan, 
4X>  357;  John  de,  41,  42>  3l8>  3*9, 
345,  357,  366,  378,  386,  4°4  ;  Matthew, 
42  ;  Richard,  42  ;  Walter,  42 ;  Wil- 
liam, 41,  64,  267,  280,  290,  307,  312, 
317,  340,  341,  344,  345,  349,  355,  36°, 
361,  365  (2),  376,  378,  381,  384. 

Carle,  John,  parson  of  Chaluedon  Heryng, 
64. 

Carpenter,  John  le,  g,  72. 
Carreu,  John,  14S  ;  Nicholas  de,  184  (2). 
Carse,  Agnes,  212  ;  John,  167,  168,  212. 
Carter  (Cartere),  Amicia,  343  ;  John,  343  ; 

Margery,  219;  Nicholas,  219;  Peter, 

221. 

Carvile,  Simon,  321. 

Cary,  Alice,  46,  48,  131;  Joan,  131,  196, 
213,  226,  257  ;  John,  48,  130,  196,  2i3> 
226,  257  ;  Thomas  de,  46,  48,  131,  145, 
152 ;  William,  181. 

Castelton,  Geoffrey  de,  15. 

Casterton,  Geoffrey  de,  57. 
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Dorset  Fines. 


Cassy,  William,  241. 
Caule,  John,  29. 

Caumbray,  Letitia,  80  ;  William,  80. 
Carlisle,  Bishop  of,  Marmaduke,  327. 
Cayleway,  Edmund,  152,  156,  158  ;  John, 

333.    {See  also  Kaylway.) 
Caynesham,  Abbot  of,  156. 
Cerle,  John,  214,  225. 

Cerne,  Abbot  of,  6,  no,  222,  320:  John, 

360 ;  John    Van,  402  ;   Robert,  246 ; 

Thomas,  192. 
Cerne,  Edward  de,  83,  no,  343  ;  Isabelle, 

343.355  '»  John  de,  45  ;  Margaret,  45  ; 

Philippa,  83. 
Cervyngton,    David,    221  ;     John,    221 ; 

Oliver,  220  ;  William,  parson  of  Ed- 

mondsham,  220. 
Chaldecote,  Richard,  374  ;  William,  2S0. 
Chaumberlayn  (Chamberleyn),  John,  160  ; 

William,  291. 
Champernon,  Hugh,  333,  369  ;  Joan,  333, 

369 ;  Roger,  321. 
Chapelyn,  Richard  le,  57. 
Charenchous,  Alice,  123,  124  ;  John,  123, 

124 ;  Robert,  317. 
Charleton,  Edward,  274. 
Charterey,  John,  206. 
Chaucer,  Thomas,  274,  306,  324. 
Chaumpayne,  Agnes,  71  ;  Roger,  71. 
Chaundos  (Chaundoos),  John,  173  ;  Ma- 
tilda,   138 ;    Philippa,    173 ;  Robert, 

265  ;  Roger  de,  13S. 
Chauntemerle,   Alice,  21  ;  John  de,  21  ; 

Walter,  19S,  271  ;  William,  22. 
Chebeseye,  William  de,  62,  144. 
Cheddre,  William,  109. 
Chelrey,  Edmund  de,  148. 
Chestan,  John  de,  248. 
Chesterton,  Robert  de,  118. 
Chetyll,  William,  350,  353. 
Cheverell,  Joan,  271  ;  John,  258,  271,  278, 

286,  300,  354. 
Chewe,  Christina,  230  ;  William,  230. 
Cheyne,  Alexander,  39S  ;    Isabella,  361  ; 

John,  361,  39S  ;  Margaret,  398. 
Cheyny  (Chene,  Cheyngne),  Alan,  102, 

no,  12S;  Joan,  102,  no,  25S ;  Roger, 

258  ;  William,  258. 
Chichely,  Alice,  281  ;  John,  281. 
Chichester,  Bishop  of,  Adam,  327. 
Chidiok    (Chydyok),    Isabella,    28,  46; 

James,  290;  Joan,  222,  231 ;  John,  28 

(2),  46,  66,  78,  79,  106,  119,  131,  184, 

200,  253,  300,  318,  319,  336,  354,  357, 

361,  39S  ;  Katherine,  354,  357  ;  Lucia, 

28  ;  Margaret,  39S  ;  Nicholas  de,  28  ; 

Ralph,  131  ;   Richard,  28,  200,  222, 

231. 

Chike,  William,  373. 
Chiltecombe,  Ivo  de,  77 ;  Joan,  77. 
Chipman,  Amicia,  73,  74  ;  Andrew,  200  ; 

John,  73,  74;  Lucas,  14,  39,  73,74; 

Lucia,  200. 
Chippenham,  Edith,  78  ;  John  de,  78. 


Chirche,  John,  317. 

Chisbrok,  Joan,  295  ;  John,  295. 

Chiseldene,  Joan,  18 ;  Nicholas  de,  18 ; 

Richard  de,  iS. 
Chitterne,  John  de,  167,  175,  264,  265. 
Chokke,  Richard,  315,  373  ;  Sir  Richard, 

409. 

Christchurch  (Cristeschurch),  (Twynham), 
Prior  of,  24,  igo  ;  William  de,  14. 

Churchedene,  Joan,  39  ;  Philip  de,  39. 

Churchille,  John,  168;  William,  329. 

Chuse,  Alice,  257;  William,  257. 

Chyke,  Joan,  296 ;  Robert,  296 ;  William, 
297,  386,  400,  401,  402,  404. 

Chynne,  Agnes,  129;  Geoffrey.  129. 

Chyverell,  Christina,  387  ;  John,  386,  408  ; 
Walter,  371,  387. 

Chywe,  Richard,  232  ;  Thomasia,  232. 

Cilrewast,  Robert,  2.    See  Sifrewast. 

Cirencester,  Abbot  of,  Richard,  400. 

Clanaxio,  Cristina,  64  ;  James  de,  64. 

Clap,  John,  130. 

Clavyle,  Edith,  94, 96,  153  ;  Joan,  159,  336 ; 

John,  336,  347;  William,  94  (2),  96, 

153.  159,  182,  186,  199,  347,  356,  358, 

374,  386,  400,  401,  402,  404. 
Clek,  Nicholas,  72,  76. 
Clement,  John,  345,  346;  Lucia,  199,  345, 

346 ;  William,  199. 
Clerebek,  Robert  de,  14. 
Clerk,   Elizabeth,     204;     Robert,  204; 

William  le,  129. 
Clifford,  Roger,  106;  Thomas,  106. 
Clonne,  Elizabeth,  207;  Roger,  207. 
Clopton,    Christina,   233;    Richard,  232;. 

Walter  de,  128,  203. 
Cloune,  Roger  de,  101. 
Clyffe,  Alice,  403  ;  John,  403. 
Clynton,  John,  Lord  of  Clynton  and  Say, 

355- 

Clyve,  Abbot  of,  David,  388. 

Clyvedon,  Al  ce,  252;  John,  252. 

Cobelyngton,  Henry  de,  19. 

Coby,  William,  214. 

Code,  Edith,  294  ;  Henry,  294. 

Codryngton,  John,  310. 

Cofton,  John  de,  151,  156,  157. 

Coke  (Cok),  John,  35,  133,  221;  Richard, 
148,  221  ;  Thomas,  329. 

Coker  (Cokere),  Alianora,  349  ;  Alice,  293, 
349;  Joan,  170;  John  de,  2,  71,  72, 
73,176,349;  Katherine,  176  ;  Margery, 
2,  198;  Mathew,  238;  Nicholas,  293, 
349;  Ralph,  198;  Robert,  170. 

Cokesden,  John,  384. 

Cokessh,  Constance,  232  ;  William,  232. 

Cokking  (Cokkyng),  Agnes,  228;  Geoffrey, 
228;  Joan,  225,  229,  260;  Ralph,  225, 
229,  260. 

Cokwill,  Roger  de,  78. 

Cole,  Cristina,  9;  John,  9,  10,  140; 
Nicholas,  260;  Thomas,  252;  Wil- 
lelma,  252  ;  William,  342,  359. 

Colles,  John,  294  (2). 
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Colmore,  Richard,  120. 
Colne,  Alice,  196;  William,  196. 
Colshull,  Elizabeth,  409;  John,  409. 
Colt,  Alice,  65;  Thomas,  393 ;  William, 
65. 

Coly,  Alice,  408  ;  Robert,  408. 
Colyford,  John  de,  22  (2),  334. 
Colyn,  John,  176,  291 ;  Richard,  168. 
Colyngbourn  (Colyngborn),  Margery,  156; 

Robert,  228,  282 ;  Thomas  de,  156. 
Combe,  Alice,  121 ;  Edward  de,  99,  103  ; 

John,  121 ;  Richard,  171 ;  Robert  de, 

99  (2);  William,  318,  339,  341,  372 

(2),  376. 
Compton,  John,  411. 
Conde,  Joan,  105. 

Conyng,  Katherine,  206  ;  W'illiam,  206. 

Coorte,  Robert,  411. 

Corbet,  Robert,  274. 

Corbrigge,  John,  317. 

Corbyn,  Cecilia,  114;  Tohn,  114. 

Corf  (Corffe),   John  de,  114,  125,  186; 

Robert,  342,  346,  351,  356. 
Cormailles,    Goda,    146 ;    Isabella,    146 ; 

John  de,  141,  146. 
Cornyssh  (Cornysshe),  Elena,  299;  John, 

316  ;  William,  299. 
Coroner,  Joan,  270;  Richard,  270. 
Correwyn,  William,  331. 
Corscombe,  Agnes,  285  ;  John,  2S5. 
Cor  ton,  Henry  de,  51. 

Cosyn,  Cristina,  78;  John,  7S ;  Walter, 
329- 

Coterigg,  Edith,  250;  Richard,  250. 

Coteryth,  Avicia,  335  ;  Richard,  335. 

Cotiller,  Matilda,  243;  Nicholas,  243; 
Ricarda,  243. 

Cottesmore,  John,  313. 

Coudray,  Avicia,  392;  William,  392. 

Courteney  (Courtney,  Courteneye),  Ed- 
ward, 61 ;  Elizabeth,  143  ;  Hugh  de, 
Earl  of  Devon,  16,  31,  61,  62,  96,  143, 
144,  156;  Margaret,  61,  62,  96,  144; 
Thomas,  Earl  of  Devon,  333,  369 ; 
William,  61. 

Coutre,  Thomas,  71. 

Coventre,  William,  263. 

Coweley,  Robert,  376,  377. 

Craford,  Agnes,  290;  Edith,  401;  Joan, 
241  ;  Robert,  241,  271,  290;  William, 
401. 

Cray,  Thomas,  156. 

Cressebien,  Elizabeth,  316  ;  John,  315,  317  ; 

Richard,  115;  Robert,  316. 
Cressy,  Constance,  358  ;  Edmund,  189  (2)  ; 

Matilda,  189  (2)  ;  Sir  John,  358. 
Criket,  Michel,  112. 
Cristwot,  Richard,  63. 

Croft  (Crofte),  John,  301  ;  William,  403, 
404. 

Crokkere,  Joan,  257  ;  Robert,  257. 
Croksale,  Alice.  206;  Hugh,  206. 
Cromwell,  Sir  Ralph,  327,  32S. 
Croumpe,  Roger,  187. 


Crubbe,  Clemencia  8,  106,  119 ;  Gilbert, 
106 ;  John,  8  (2),  ng. 

Crukern  (Crukerne),  Alice,  405  ;  Cristina, 
186,  204;  John  de,  34,  55,  105,  186, 
204  (2),  268  (2),  397,  405  ;  Margery, 
397;  Matilda,  34,  90,  91,  105  ;  Robert, 
de,  204  ;  Thomas  de,  90  (2),  91. 

Crull  (Crulle),  Emma,  403  ;  Joan,  227 ; 
John,  227  ;  Thomas,  403. 

Crundall,  William,  105. 

Cryelford,  Geoffrey,  de,  186. 

Culpek,  Henry,  229. 

Cunduyt,  Thomas,  141. 

Curteys,  John,  395,  405  ;  Robert,  278,  286. 

Curzoun,  John  de,  1. 

Cussington,  Constance,  86 ;  Stephen  de,  86. 
Cutel,  William,  74. 

Cutting,  Joan,  255  ;  Thomas,  255  ;  Robert, 
255- 

Dabernoun,  John,  244. 
Daccombe,  Agnes,  259  ;  Thomas,  259. 
Dagworth,  Richard,  406  ;  Richarda,  406. 
Dalewode,  Elizabeth,  96  ;  John,  96  (2). 
Damerle,  Joan,  262  ;  William,  262. 
Danyell,  John,  328,  330. 
Dany,  Alice,  172  ;  John,  172. 
Darcy,  Robert,  384. 

Darell,    Elizabeth,    303 ;     John,    303 ; 

William,  303, 
Daubenay,  Sir  Giles,  301,  302,  304,  305. 
Davy,  Joan,  376  ;  John,  375,  376. 
Deghere,  John  le,  109  ;  Matilda,  109. 
De  la  Lynde  (Delalynde),  Christina,  215  ; 

Geoffrey,  32;  John,  343,  354,  408; 

Richard,  215 ;  Thomas,  399. 
Den,  Alice,  170;  Hugh,  170. 
Dene,  Joan,  172  ;  John,  379 ;  Jordan,  172. 
Denys,  Agnes,  400  ;  Gilbert,  10 ;  Walter, 

400. 

Derby,  Alice,  281,  282  ;  Amicia,  186,  187  ; 

Avicia,  212,  213,  228,  282  ;  John,  152  ; 

Stephen,  186,  187,  202,  203,  212,  213, 

217,  228,  282  ;  Walter,  229,  281,  282. 
Derham,  Thomas,  306,  324. 
Derneford,  Clement  de,  16,  23,  24,  26 ; 

John,  24  ;  Margaret,  24  ;  Richard  de, 

24 ;  Walter,  281. 
Derteford,  Prioress  of,  10S. 
Devenyssh,  Agnes,  50;  Edith,  50;  John, 

222;  Matilda,  51;  Nicholas,  48,  50; 

Thomas,  51. 
Deverell  (Deverel),  Edith,  269,  339,  341  ; 

Elias,  147;  Hugh,  259,  269,  270,  339, 

341;  John,  284;  Sara,  147;  William, 

147. 

Deverous  (Devereus,  Deveros,  Deueroys), 
Clemencia,  270,  295  ;  Joan,  270  (2), 
John,  59,  270  ;  Richard,  270  ;  Robert, 
295;  Thomasia,  91,  99;  Walter,  91, 
99. 

Devon,  Earl  of,  Hugh  de  Courtney,  61,  96, 
143,  144,  156;  Margaret,  96  ;  Thomas 
Courtenay,  333,  369. 
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Deye,  John,  209 ;  Robert,  299. 
Diegher,  Bertelmewe  als.  Joan,  284;  John, 
284. 

Dixon,  Nicholas,  303. 

Dixton  (Dyxston),  Richard,  312  ;  Thomas, 
406. 

Dobre,  John,  69. 

Dodesham,  Richard,  292;  William,  335, 
388. 

Dodewyth,  Robert,  clerk,  190. 
Doget,  Thomas,  379. 
Dolfyn,  John,  289. 

Dollyng  (Doling,  Dolyng),  Alice,  75,  330, 
344  5  John,  75  (2),  33°  5  Walter,  344  ; 
William,  344. 

Dorchestre,  Richard,  122,  125. 

Dornaye,  Christina,  124 ;  John,  124. 

Dorset,  William,  338. 

Doughy,  John,  123  ;  Margery,  123. 

Doune,  Robert,  134. 

Dounechirche,  Geoffrey  de,  11,  25. 

Dounton,  Bartholomew  de,  92  ;  Robert,  92. 

Douryssh,  Thomas,  junior,  331. 

Draper,  Matilda,  216,  400,  402  ;  Thomas, 
216  ;  Walter,  400.  402. 

Drayton,  Richard,  313. 

Dreu,  Joan,  245  ;  Richard,  245. 

Drewer,  John,  286,  351. 

Druet,  Thomas,  203,  217. 

Duddell,  John,  208. 

Dudley  (Duddeley),  Sir  John,  327;  Wil- 
liam, 397,  407. 
Dunere,  Margaret,  95  ;  Ralph  de,  95. 
Dunkeswell,  Abbot  of,  John,  331. 
Dunpayn,  Walter,  295. 
Dunsterre,  Richard,  243. 
Duyn,  Alice,  69  ;  Nicholas  le,  69. 
Dybon,  John,  191,  247 
Dygon,  Joan,  407  ;  John,  407. 
Dylyngton,  Matilda,  303,  304 ;  Richard, 

3°3»  304- 
Dymmock,  William,  119. 
Dynham,  John,  236  ;  Matilda,  236. 

Edlof,  Emma,  105  ;  Roger,  105. 
Edward  III.,  108. 
Edward  IV.,  396,  406. 

Edward,  Agnes,  85  ;  Andrew,  363  ;  Chris- 
tina, 356;  Isabella,  363;  John,  356; 
Matthew,  85,  316. 

Edyngdon  (Edyngton),  Agnes,  50;  John 
de,  50,  153  (2),  154  (2),  156  ;  Thom- 
asine,  156;  William  de,  Bishop  of 
Winchester,  92,  99. 

Ekerdon,  John  de,  63  ;  William,  203,  213, 
233,  236,  248,  252,  261. 

Elizabeth,  Queen  of  England,  395,  396, 
406. 

Ellewell  (Elewell),  John,  231 ;  Margaret, 

231;  Thomas,  316. 
Elmenden,  William  de,  90,  91. 
Elmyngham,  Elena,  107  ;  John  de,  107. 
Ely,  Bishop  of.  John  Morton,  410;  Bishop 

of,  William,  396,  407. 


Fines. 


Elyot,  Edmund,  261,  263,  278. 
Elys,  Roger,  12. 

Erchebaud,  Nicholas,  156  ;  Thomas,  156. 
Erissh,  Philip,  133;  William,  133.  See 

also  Iryssh. 
ErI,  Walter  le,  83. 
Ernele,  William,  327. 
Escudenor,  Walter,  156. 
Essex,  Earl  of,  Henry,  397,  407. 
Est,  Thomas,  317. 

Estcourt,  Agnes,  351,  352,  384;  John,  351, 

352  {2),  3S4  ;  Juliana,  352. 
Estewell,  Alice,  364  ;  John,  364. 
Estinton,  Thomas,  314. 
Estmunde,  John,  41. 

Estokes,  Alice,  1,  70,  336  ;  Elizabeth,  70, 
71;  Emma,  70;  John,  336;  Thomas, 
70,  71 ;  William,  1,  70  (2). 

Eton,  College  of,  Provost  of,  323. 

Eustas,  Richard,  clerk,  191. 

Everard,  Alice,  16;  Beatrice,  2;  Edmund, 
2,  22,  139,  140,  152,  163 ;  Elizabeth, 
22,139,  140;  Felicia,  163;  John,  16; 
Margery,  23  ;  William,  2,  22,  23,  139, 
140. 

Everdon,  Henry,  109;  Richard  de,  109. 
Everyngham,  Thomas,  384. 
Exeter,  Bishop  of,  Thomas,  168. 
Eylys,  William,  207. 

Fagon,  Thomas,  288. 

Fairfax,  Joan,  52  ;  John,  52  ;  Thomas,  52. 

Fanlore,  Peter,  56,  81. 

Farendon  ^Farndon  Farendone  Faryndon 
Faryngdon),  Amicia,  14,  39;  Cristina, 
H  ;  Isabella,  8,  40;  John  de,  6,  8,  14, 
3*»  33>  39>  4°;  Ralph,  40;  Robert, 
8,  14,  40;  Thomas,  14,  241. 

Farnebergh,  Elizabeth,  88;  John  de,  88. 

Farnham,  Ralph  de,  parson,  44*. 

Fastolf,  Sir  John,  327,  328,  368. 

Fauntleroy,  Alice,  181,  351;  Fulk,  351: 
Joan,  231,  350,  351  ;  John,  181  (2), 
230,  231,  239,  251,  257,  259,  263.  278, 
299,  307,  334.  338,  340,  343.  345.  35° 
(2),  352,  383  ;  Richard,  351  (2),  352. 

Fayrsang,  Joan,  246  ;  Richard,  246. 

Fereby,  Robert,  376,  377. 

Feret,  John,  350,  353. 

Fermer,    Isabella,    226 ;    Lambert,   226 ; 

Thomas,  315. 
Filiol  (Fyloll,  Fillol,  Fillole),  Hugh,  38, 

69,  86,  87  (2),  88  ;  Joan  231  ;  John. 

218,  231,384;  Maria,  44,  87,  88,  113  ; 

Margery,  218;  William,  38,  44,  86,  87 

(2),  88  (2),  94,  96,  113,  147,  152  (2), 

158,  231,  286. 
Filongley,  Henry,  322,  33I«374>  378>  3S4- 
Filton,  Elias  de,  156. 

Fishere  (Fysshere),  John,  198 ;  Matilde, 

57  ;  William  le,  57. 
Fissh,  Isabella,  132 ;  John,  132. 
Fitelton,  Joan,  1S3  ;  John,  133,  183. 
Fitz  Elys,  Henry,  132;  Matilda,  132. 
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Fitz  Herberd,  Edmund,  117;  Joan,  117; 

Reginald  le,  59. 
Fitzjames,  John,  345,  358,  386,  397,  398  ; 

John,  400,  401,  402,  404. 
Fitz  Payn,  Ela,  3,  89,  149,  154  ;  Elizabeth 

(?),  154;  Matilda,  3;  Robert,  3,  79, 

89,  108,  133,  149,  154;  Robert  le  fitz, 

3- 

Fitz  Reginald,  Reginald,  John,  13. 

Fitz  Roger,  Elizabeth,  59  ;  Henry  le,  59. 

Fitz  Waryn,  Amicia,  36, 54  (2) ;  Constance, 

155 ;   Hugh,    155 ;    Ivo,    124,    182  ; 

Margaret,  54 ;   Philip,  155  ;  Robert, 

155  ;  William,  54  (2),  36,  54  (2),  91, 

152,  155- 

Flemmyng  (Flemyng),  Agnes,  291 ;  Emma, 
10;  Henry,  97,  156  ;  Joan,  156  ;  John, 
291  ;  Robert,  148;  William,  10. 

Florak,  Thomas,  120. 

Fode,  Richard,  172,  199,  200,  217. 

Folde,  Walter,  292. 

Folk,  Richard,  146. 

Folvyll,  Elizabeth,  128  ;  Roger,  104,  128. 
Forde,  Abbot  of,  3ig. 
—    John,  293,  338  (2) ;  John  de,  89 ; 
Lucy,  89. 

Formage,   Agnes,   253;    Christina,  224; 

Edward,  253  ;  John,  224.  253. 
Forneaux,  Henry  de,  142. 
Forsey,  Andrew,  243  ;  Florence,  243. 
Forster,  Alice,  288;  Henry,  301;  Ralph, 

288. 

Forstereshey,  Andrew,  215,  232 ;  Robert, 
215. 

Fortescu,  John,  314,  355. 

Forward,  Agnes,  124 ;  Thomas,  124. 

Fouke,  Joan,  29 ;   Matilda,  105  ;  Robert, 

105 ;  Walter,  29. 
Fowey,  William,  387. 
Fowler,  Richard,  397,  407. 
Fox,   Isabella,    221;    John,    221,  344; 

William,  287. 
Frampton,  Prior  of,  152,  158. 

—  (Frompton),  John  de,  89,  197,  205, 
230,  249;  Margaret,  122,  230; 
Robert,  380;  Walter  de,  97,  122, 
124,  130. 

Frank,  John,  294  ;  Katherine,  294. 

Frankham,  John,  293. 

Fraunceys,  Thomas,  3S4  ;  William,  47. 

Frelond,  John,  112. 

Frere,  William  le,  15. 

Fremantel,  Alianore,  147 ;   John,  8,  147 ; 

Thomas,  8,  9,  15,  45,  66,  147. 
Frenssh,  William,  156. 
Frome,   Elizabeth,   65,  66;  John  de,  99, 

182 ;  Margaret,  254,   2gi ;  Thomas, 

249,  254,  291 ;  William  de,  65,  66, 112. 
Froxmere,  Thomas,  384. 
Frye,  Agnes,  93,  296  ;  Edith,  156  ;  John, 

93,  348;  Robert,  264  (2),  286  ;  Thomas, 

296  ;  William,  277. 
Fryday,  Alice,  29  ;   Henry,  21,  28  ;  Joan, 

28  ;  Katherine,  29 ;  Thomas,  135. 


I  Fyfhyde  (Fyfhide),  John  de,  63  (2) ;  Juliana, 
63  ;  Nicholas,  63  ;  Thomas,  63  ;  William 
de,  50,  63,  152,  158. 

Fyndern,  Agnes,  410;  Elizabeth,  304; 
Thomas,  304  ;  William,  304,  410. 

Fyton,  Richard,  293,  294,  295. 

Gacelyn    (Gasselyn),  Alianora,   6;  Ed- 
mund, 6  ;  Geoffrey,  6  ;  John,  6,  59. 
Gardiner,  William,  163. 
Garston,  Elizabeth,  340;  John,  340. 
Garton,  Richard,  24S. 

Gascoigne,  Christina,  3S8 ;  Richard,  248; 

William,  320,  388. 
Gascrik,  Elizabeth,  145  ;  Richard  de,  68, 

69,  145. 

Gatton,  Alice,  247  ;  Robert,  247. 
Gaudy,  Thomas,  334. 

Gaunt  (Gaunte),  Matilda,  400 ;  Philip,  400 ; 

Robert,  407  ;  William,  107. 
Gefferay,  Robert,  305. 

Gele  (Geele),  Cristina,  188  ;  Nicholas,  187  ; 

Thomas,  188. 
Gerard,  Adam,  75  ;  Agnes,  121 ;  Joan,  121 ; 

Margery,    121;    Richard,   121,  177; 

William,  345,  355,  35S.     See  also 

Jerrard. 
Gerenter,  Adam  de,  6. 
Germayn,    Henry,    45 ;     Margery,    45  ; 

Walter,  45. 
i  Gernessey,  Alice,  294  ;  John,  294. 
j  Gerneys,  Thomas,  16S. 
Gerveys,  Cristina,  21;  John,  21  (2),  354; 

Walter,  21. 
Giffard  (Gilford),  John,  146,  156;  Stephen, 

333- 

Gildene,  Thomas,  369. 
Gildon,  Thomas,  366. 

Gille,  Anne,  383;  Christina,  119;  John, 

147,  218;  Richard,  119;  Thomas,  383. 
Glanville  (Glanwille,  Glanwill,  Glaunvile), 

Christina,  103,  228;    Henry  de,  54; 

John,  24,  103  (2),  210,  228  ;  Sibilla,  54. 
Glastonbury,  Abbot  of,  Nicholas,  365. 
Gloucestre,  Edmund,  391. 
Glover,  Christina,  407  ;  John,  210 ;  Margery, 

210 ;  Richard,  407. 
Gnat,  William,  152,  158. 
Goce,  Elizabeth,  5  ;  John,  5. 
Godefray,  John,  206;  Roger,  156. 
Godhyve  (?),  John,  138. 
Godmanstone  (Godmanston),  Cecilia,  83, 

100;  John  le,  60,  83,  100;  Parson  of, 

Hugh  Prior,  376  ;  Walter  de,  103. 
Godwyne,  Stephen,  10. 
Godysworle,  Christina,  180;  John,  180. 
Gogayn,  Thomas,  229. 
Gogh,  John,  68*,  69,  80*,  85,  94,  97,  151  ; 

Margaret,  286 ;  Morgan,  202,  203,  286. 
Golde,  Edward,  n  ;  John,  258,  285  ;  Peter, 

167;  Robert,  11.    See  also  Goolde. 
Goldsmith   (Goldsmvth),    Edith,   98  (2); 

Peter  le,  98  (2);'  Philip,  212. 
Golley,  Agnes,  370;  Nicholas,  370. 
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Golofre,    John,    238 ;     Nicholas,     238 ; 

William,  152,  158. 
Gomaide,  Alice,  in;  William,  in. 
Gonavre,  Alice,  345  ;  Robert,  345. 
Gonde,  Peter,  202,  206. 
Gonne,  John,  350. 

Goolde  (Goulde,  Goold),  Alice,  405;  John, 
405  ;  Richard,  75  ;  Thomas,  410 ; 
William,  403.    See  also  Gold. 

Goore,  Alice,  251 ;  Robert,  251. 

Gore,  Alice,  256  ;  Robert,  256. 

Gorges,  Elizabeth,  13S;  John,  163,  164; 
Ralph  de,  137  ;  Sir  Theobald,  310. 

Gosham,  Stephen,  283. 

Gough,  Margaret,  341 ;  Morgan,  341. 

Goumpe,  Edith,  100;  Nicholas,  100. 

Gournay,  John,  156,  294  (2) ;  Matthew, 

191,  197,  232,  238;  Philippa,  232, 
238. 

Gouyz  (Gouytz,  Gouiz),  Agnes,  33 ;  Brian 
de,  38;  Brian,  151,  155;  Edith,  256, 
281 ;  John,  33,  129,  155,  192,  256,  281 ; 
.  Margaret,  38;  Matilda,  85,  g±,  151; 
Nicholas  de,  85,  94;  Richard,  129, 

192,  218,  221,  239,  245,  246;  Robert 
de,  32. 

Graunge,  William  atte,  9. 
Grede,  Alice,  122;  Lucy,  122;  Thomas, 
122. 

Gredele,  Joan,  igo,  191  ;  Roger,  igo,  191, 

Gredeleye,  Joan,  155  ;  Roger,  155. 

Grendon,  Hugh  de,  174;  Joan,  174. 

Grene,  Cristina,  iSg ;  Philippa,  37g ; 
Thomas,  189  ;  Walter,  379  (2),  402. 

Grey  (Gray),  Alianora,  161 ;  Alice,  343, 
367;  Cecilia,  395;  Elizabeth,  149; 
Geoffrey,  161;  Joan,  11,  66,  161,  281, 
287,  292;  John,  292,  367;  Ralph  de, 
66  ;  Reginald,  238  ;  Richard  de,  149, 
161  ;  Robert,  149,  222,  248,  249,  261, 

281,  2S7  (2),  292,  353,  373  ;  Roger,  11, 
161,  343  ;  Thomas,  268  (2),  395. 

Greyndour,  John,  274. 

Grofhurst  (Grothurst),  Margery,  62,  67, 

150;  Thomas  de,  62,  67,  150. 
Gromyng,  John,  316. 
Grondeswell,  Robert,  133. 
Guldene  (Goulden),  Alice,  185,  186  ;  Avicia, 

282,  3g2 ;  Clarice,  116;  Edmund  de, 
1,  73  ;  Elizabeth,  43  ;  Henry  le,  43  ; 
Isolda,  73  ;  Oliver,  43  ;  Philippa,  207  ; 
Roger,  2,  116  (2),  176  ;  Sir  Alan,  282  ; 
Thomas,  3g2  ;  William,  185,  186,  188, 
207. 

Gunthorp,  John,  3g7,  407. 

Gussich,  Henry,  20,  igi  ;  Laurencia,  20. 

Gust,  Agnes,  24g ;  Christina,  ng;  Peter 

le,  119  ;  William,  230,  249. 
Gyan,  Emma,  141;  John,  141;  Thomas, 

206. 

Gylot,  John,  107,  370. 
[Gylson],  Reginald,  245. 
Gys,  Basilia,  76  ;  John,  76  ;  Margery,  73, 
74;  Roger,  3g;  Thomas,  39,  73,  74. 


Fines. 


H  .  .  ton,  Richard  de,  15. 

Hacche,  Agnes,  43,  133 ;  John  de,  13,  43  ; 

Richard,  43,  133. 
Haddon  (Haddone),  Alianora,  12,  26,  30; 

Henry  de,  12,  26,  30,  35;  Joan,  12; 

John  de,  12,  26,  30,  35,  54. 
Haitrield,  Isabella,  310,  313  ;  Stephen,  310, 

313. 

Hak,  Henry,  118;  Margery,  118. 
Hake,  John,  350,  353. 
Hakeluyt,  Thomas,  118. 
Haket,  John,  363. 

Hale,  Elena,  115,  167,  i6g;  John  de  la,  gS, 

106,  115,  132,  167,  168  (2). 
Halewelle,  John,  124,  132,  202,  222,  211. 
Halknyght,  John,  223. 
Hall,  Nicholas,  388. 
Halleyn,  John,  207. 
Hallum,  Thomas,  2g3,  2g4,  2g5. 
Halswyll,  Robert,  385. 
Hasshford.  Walter,  301. 
Hambngge,  Philip  de,  77. 
Hamely,  Elizabeth,  220  ;  Joan,  104  ;  John, 

104,  220. 
Hamelyn,  John,  33. 
Hamme,  Hugh  de,  g,  15. 
Hamond,  Agnes,  205  ;  John,  125,  205. 
Hampton,  John,  3g8. 

Hankeford,  John,  244 ;  William,  172,  248, 

24g,  260,  263. 
Hanleigh,   John   de,  4g,  52 ;  Margaret, 

4g  ;  Walter,  2og. 
Hardyng,  John,  336. 
Hare,  Margery,  2gg  ;  Walter  le,  41. 
Haregrove,  Elizabeth,  276  ;  John,  276. 
Haretre,  Richard,  308. 
Harewell,  Thomas,  251. 
Hargrave  John,  188. 
Harleston,  Giles,  240. 
Harold,  John,  395,  405  ;  Thomas,  59. 
Harryes,  John,  271  ;  Sibilla,  271. 
Harsrigge,  David,  132. 
Haryngton  and  Bonevyle,  Cecilia,  Lady, 

395- 

Haselden,  Elizabeth,  169  ;  Richard,  169  ; 

Thomas,  senior,  169. 
Hastynges,  Margaret,  g8;  Sir  William  de, 

g8,  3g7,  407. 
Hauckechurch,  John,  116. 
Haueresham,  Geoffrey  de,  34. 
Hauerynges,  Agnes,  23  ;  Richard  de,  23. 
Haukeford,  on  172,244,  248,  24g,  should  be 

Hankford. 
Haweles,  Elizabeth,  255  ;  Henry,  255. 
Hawy,  John,  308. 
Haydook,  Thomas,  367. 
Haym,  John,  17  ;  William,  17. 
Hayne,  Richard,  401. 
Haynowe,  Guy,  247  ;  John,  247. 
Hayward,  Joan,  g6,  258  ;  John,  221  (2) ; 

Robert,    68,    145  ;     Thomas,    38S  < 

William  le,  g6,  258. 
Hedersete,  Nicholas  de,  141. 
Hele,  John,  332. 
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Helyer  (Helyere),  Alice,  354 ;    Thomas,  I 

354  ;  William  le,  121. 
Hemme,  John,  141. 
Henedon,  William  de,  45. 
Henry,  parson  of  Chickeral,  201. 
Henton,  William  de,  120. 
Herdell,  Alice,  332  ;  Robert,  332. 
Herdewyk,  Robert,  parson  oi  Wonestre, 

63,  64. 
Hereward,  Walter,  166. 
Hermyte,  William,  167. 
Herny  (Hervy),  Nicholas,  388. 
Herreys,  Edith,  1S3  ;  John,  183. 
Hert,  Edith,  9  ;  Thomas  le,  9. 
Herteshorne,  Alice,  333  ;  Elizabeth,  333  ; 

William,  333. 
Hervy,  John,  238. 

Heryng,  John,  2S0,  33S,  342  ;  Margaret, 
336  ;  Matilda,  250,  254  (2),  258  ;  Peter, 
250,  254  (2),  258  ;  Raymond,  112 ; 
Robert,  250,  336,  337. 

Hescombe,  Alice,  11S  ;  Roger  de,  11S. 

Hickys,  Joan,  364  ;  Henry,  364. 

Hide,  Abbot  of  (nr.  Winchester),  60. 

Hill,  Claricia,  31;  John,  165;  Robert,  31, 
279. 

Hillary,  Augustin,  404  ;  John,  403  ;  Juliana, 
404. 

Hillyng,  Thomas,  395. 

Hinton,  Bartholomew,  parson  of,  59  ;  Peter 
de,  59  ;  Roland,  337. 

Hody,  Alexander,  312,  331,345  ;  Elizabeth, 
307,  312,  325,  395  ;  John,  307,  308, 
310,  312,  314,  317  (2),  318,  319,  325, 
340,  342,  345,  346,  355,  356,  357,  361 ; 
Thomas,  307,  312;  William,  394,  397. 

Hoese,  James,  23  ;  Joan,  23. 

Hogges,  John,  404 ;  Juliana,  404 ;  Mar- 
garet, 197  ;  Walter,  197. 

Holand,  Thomas,  336. 

Holewale,  John,  364. 

Holeweye,  John,  334. 

Holgote,  Thomas,  274. 

Holman,  Philip,  266. 

Holme  (Holm),  Agnes,  337;  Robert,  337; 

Roger  de,  102,  104. 
Holmestede,  Nicholas,  parson  of  Poure- 

stock,  178. 
Holne,  Nicholas,  356. 
Holte  (Holt),  Henry,  167  ;  Richard,  27S. 
Homere,  Thomas  de,  142,  143. 
Homers,  Thomas  de,  38. 
Hont,  John,  120;  Margery,  120. 
Hoo,  Philip  de,  100. 
Hopkyns,  William,  380. 
Hordere,  John,  211,  215,  221. 
Horncastel,  John,  144. 

Hornesbowe  (Hornesbogh),  Joan,  250,  268, 
269,  285  ;  Walter,  250,  268,  269,  285, 
292. 

Horsiche,  Richard  de,  137. 
Horsy,    Henry,    331,   376;    Joan,  331; 

Thomas,  376. 
Horthurne,  John  de,  19.  | 


i  Houchyns,  John,  370. 
Houpere  (?),  Emma,  72,  73  ;  John  Boghe, 

72,  73  ;  William,  127. 
Houtorp  (Houtnorpe),  William  de,  148. 
Houton,  Joan,  117  ;  Thomas,  117. 
Howys,  Elizabeth,  233  ;  John,  233. 
Huddesfeld,  William,  410. 
Huddofield,  Claricia,  223  ;  William,  223. 
Hudeyn,  Geoffrey,  lot ;  Joan,  101. 
Huggeford,  Thomas,  306,  324. 
Hughys,  Stephen,  220. 
Hulle  (Hull),  Alice,  391 ;  Claricia,  14,  144  ; 
Christina,   342 ;    Henry,  391 ;  John, 
168;  Ralph,  291;  Richard,  284  (2); 
Robert   de,    14,  136,  14 1 ;  Thomas, 
342. 

Hungerford,  Alianora,  122,  152 ;  Thomas 
de,  122,  152,  163  ;  Sir  Walter,  312, 
314,  327,  32S,  368. 
Hunte  (Hunt),  John  le,  92;  Letitia,  92; 

Roger,  240. 
Huntley,  Thomas,  2S0. 
Hurlegh,  John,  293,  294,  295. 
Hurlestyk,  John,  157,  264. 
Hurne,  Cristina,  1S5;  Robert,  185. 
Hurre,  Alice,  408  ;  Robert,  408. 
Husee    (Huse,    Husey),    Cristina,    203 ; 
Elias,  403;    Elizabeth,  411;  James, 
69  (2),  146  ;  Joan,  69,  146;  John,  149  ; 
Margery,     148 ;     Mary,    349,    352 ; 
Nicholas,     55,     203  ;     Roger,     148 ; 
Thomas,  133,  345,  348,  349  (2),  352, 
367,  374,  375>  381  (2).  382,  386,  400, 
401,  402,  403  (2),  404,  40S  (2),  410  (2) ; 
William,  397,  407. 
Hyllyng  Thomas,  405. 
Hymerford,  Alianora,  374;  John,  383,  410; 

Robert,  360,  361,  365,  374. 
Hyne,  William,  270. 
Hynebest,  Dionisia,  215  ;  John,  215. 
Hynenden,  John  de,  60. 

Ilbkrd,  John,  216, -227, 292,  3S3  ;  Margery, 

227,  292,  383. 
Insula,  Warin  de,  148. 

Iryssh  (Irysshe),  Philip  le,  188,  212,  228; 

William  le,  18S.    See  also  Erissh. 
Ismel,  Robert,  107. 
Ive  (?  Jue),  Idonia,  47  ;  John,  47  (2). 
Ivy  (Iuye  ?),  Roger,  369,  400,  401,  402, 
404. 

Jacob,  Reginald,  260. 
James,  Matilda,  26  ;  Richard,  26. 
Janekin,  Margaret,  34;  William,  34. 
Janyn,  William,  370. 
Jay,  Isabella,  93  ;  John,  93. 
Jenewey,  Dionisia,  26S  ;  Peter,  268  ;  John, 
268. 

Jerard,  Brian,  281 ;  John,  281  ;  William, 

354,  358.    See  also  Gerrard. 
Jcvelton,  Nicholas  de,  31,  32. 
Jewe  (Jew),  John,  116,  184  ;  Thomas,  116, 
I        184;  William,  116,  184,  218. 
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Jolyf,  Isabella,  251,  255,  285  ;  Robert,  251, 

255,  285. 
Jope,  John,  340;  William,  340. 
Jouster,  Gilbert,  75. 
Judde,  John,  23S. 
Jue,  Nicholas,  16S.    See  also  Ive. 
Jurdan  (Jourden),  Alice,  193  ;  Beatrice,  44 

(2);  Christina,  271;  John,  260,  271, 

354  ;  Matilda,  43  ;  Roger,  44  ;  William, 

43,  44  (2),  152,  193. 
Justice,  John,  152  ;  Margery,  152. 
Jusvel,  William,  19. 

Kaxeford,  George  de,  118. 
Kayle,  John,  305. 

Kayleway,  John,  379,  380;  William,  379, 
380.    See  also  Cayleway. 

Kaynell,  Christina,  •  388 ;  John,  388 ; 
"  William,  258. 

Kaynes  (Keyne,  Keynes),  Alice,  279  ; 
Edmund,  369;  Joan,  20,  369;  John, 
20,  195,  278,  369;  Margaret,  11,  25, 
107;  Matilda,  279,  348;  Nicholas, 
279,  348,  369;  William  de,  11,  25, 
107. 

Kaynsham,  see  Caynesham. 

Kernes,  John,  310  (2),  313,  Maurice,  310; 

Margaret,  310,  313. 
Kendale,  Richard,  168. 
Kene,  Hugh,  342,  346,  356;  William,  308. 
Kentecombe  (Kentecomb),  Cristina,  173, 

202,  205;  John,  173,  192,  202,  205 ; 

Robert,  206. 
Keu,  John  le,  32. 

King.  John  le,  64;  Ralph,  395,  405. 
Kingeston,  Constance,    140,   John,  140, 

152  ;  Roger  de,  152. 
Knoll,  John,  305. 
Knoyell,  Thomas,  361,  365. 
Knycche,  Henry,  123  ;  Richard,  123. 
Knyf,  Thomas,  301. 
Knyght,  Elizabeth,  375  ;  John,  375. 
Knyghteton  (Knyghtteton),  Henry  de,  69; 

Joan,  65 ;   John,   65,   69 ;  Margery, 

69. 

Kylpek,  Henry,  114. 

Kymer,  Gilbert,  Dean  of  New  Sarum,  315, 
375  (3)- 

Kynele,  Alice,  131,  134;  John  de,  131,  134. 
Kyngton,  Prioress  de,  143. 
Kyst,  Juliana,  10S  ;  Thomas,  108. 
Kywel,  John,  196. 

Lacy,  William,  349. 
Lambard,  Isabella,  267 ;  John,  267. 
Lamer,  Christina,  210;  Thomas,  210. 
Lancaster,  Blanch,  158;  Duchy  of,  396; 

Duke  of,  John,  158. 
Lane,  Thomas,  181. 

Lange,  Adam  le,  306  ;  John,  310;  Richard, 
340. 

Langeford,  Agnes  de,  156;  Alice,  335; 
Elena,  41  ;  Isabella,  335  ;  Joan,  2G7, 
335  J  John  de,  41  ;  Richard,  267,  335  ; 


Thomas,  335  ;  Walter,  333  ;  William 
335- 

Langeley,  Edmund,  399. 
Langport,  John,  367. 
Langryg,  John,  338  ;  Juliana,  338. 
Langynon,  William,  40. 
Lanier,  John,  73,  74. 

Latymer,  Catherine,  98  ;  Elizabeth,  210, 
259 ;  Joan,  26 ;  John,  26,  44 ;  Mar- 
garet, 125,  126,  185,  186 ;  Nicholas, 
98,  259,  299,  338,  345,  365,  411; 
Robert,  44,  259 ;  William,  125  (2), 
126,  185,  186,  210,  259. 

Laurence,  John,  308. 

Lawefull,  Alice,  178  ;  John,  179. 

Layborne,  John,  367. 

Lecche,  John,  38,  39. 

Lecford,  Richard,  352. 

Leger,  Benedict,  206. 

Legh,  Adam,  44  ;  Beatrice,  44  (2) ;  Geof- 
frey, 44  ;  John  de,  44  (2). 
Lekesworth,  John  de,  20. 
Lemman,  John,  308,  318,  357. 
Lemynton,  Robert  de,  191. 
Lene,  John,  109,  no. 
Lescrop,  Henry,  274. 

Lewenthorpe,  Isabella,  182  ;  William  de, 
182. 

Leweston,  William,  339. 

Lewyne,  John,  34. 

Leycer,  Alianora,  356  ;  Thomas  356. 

Leycestre,  Joan,  33S;  Thomas,  338. 

Leyot,  Margaret,  36S,  374,  378  ;  Richard, 

362  (3) ;  W  lliam,  368,  374,  378. 
Lif,  Joan,  170  ;  John,  170. 
Lifelong,  Alice,  401  (2) ;  William,  401  (2). 
Lilly,  Alice,  379  ;  Robert,  379, 
Lillyngton,  Edith,  227  ;  Walter  de,  227. 
Lincoln  (Lincolne),  Agnes,  172 ;  Bishop 

of,   Thomas,   396,   407 ;    Bishop  ot, 

William  Alnewyk,  327,  328,  368. 
Litteltone,  Alice,  67,  68;  Thomas  de,  67, 

68. 

Loket,  Alice,  344;  Joan,  205,  287;  John, 

205,  287  ;  Ralph,  344. 
Longe,  Henry,  315. 

Lopenford,  Alice,  302,  305 ;  John,  302, 
305- 

Loter,  Robert,  125. 

Louerleygh,  John  de,  48  ;  Matilda,  48. 

Loueryng,  Robert,  243. 

Lough,  John,  in,  112  ;  Robert,  in,  117. 

Loundres,  Elizabeth,  163,  216;  Robert, 
de  160,  163,  216. 

Lovell  (Lovel),  Agnes,  266;  Avicia,  229; 
Christina,  359;  Elizabeth,  263,  27 ». 
278;  John,  174,  220,  244,  274  (2),  33;- 
359;  Matilda,  174,244,  274;  Richard, 
3,  4;  Robert,  244,  -63,  274,  278; 
Thomas,  266;  William,  399. 

Lucy,  Edith,  171,  177,  179;  Margaret,  102, 
104;  Walter,  274,  312;  William  de, 
102,  104,  171,  177,  179,  192- 

Lude,  John  de,  27  ;  Richard  de,  27. 
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Ludeford,  Cristina,  203;  John,  203. 
Ludlowe,  Margaret,  380  ;  William,  380. 
Lugh,  Robert,  103. 
Lunday,  John,  196. 
Lupeman,  John,  347. 
Lutteswell,  Thomas  de,  13,  15. 
Lydlegh,  Alice,  408;  Christina,  407  ;  Peter, 
407. 

Lyende,  Emma,  403  ;  Philip,  403. 
Lymbergh,  John,  64. 
Lymberwe,  Robert,  228. 
Lymborgh,  Robert,  271. 
Lynde,  Christina,  232  ;  John,  408  ;  Richard, 
232. 

Lyme,  John,  68  ;  Margery,  68  ;  Robert,  68. 

Lyne,  Agnes,  402  ;  John,  402. 

Lyte,  Agnes,  330;  John,  330,  jun.,  331. 

Madhurst,  John,  141. 
Maister,  Margaret,  348  ;  Thomas,  348. 
Makerel,  Roger,  57  ;  Catherine,  57. 
Malet,  Alice,  21S. 
Malmsbury,  Abbot  of,  152. 
Malorre,  Peter,  67, 
Malyns,  Alice,  333  ;  John,  333. 
Man,  Matilda,  2S9;  Richard,  2S9  ;  William, 
367. 

Mannyng,  William,  359. 

Manston  (Maneston),  Agnes,  374,  378  ; 
Joan,  228,  293  ;  Margaret,  12,  90,  102, 
104;  Matilda,  345;  Richard,  12,  86, 
90,  102,  104;  Thomas,  22S,  293,  345, 
374,  378. 

Manyngford,  Alice,  207 ;  Joan,  133,  187 ; 
John,  121,  127,  133,  184,  207,  238 ; 
Margaret,  127, 129, 133,  207  ;  Margery, 
95  ;  Mary,  207  ;  Roger  de,  93,  95,  101, 
no,  113,  115,  121,  127,  129,  133  (2), 
149,  184,  187,  207. 

Mapoudre,  Lucy,  76  ;  William  de,  76. 

March,  Earl  of,  Edmund,  274. 

Marchaunt,  Thomas,  316. 

Mare,  Joan  de  la,  180,  217.  280;  John  de 
la,  180,  217  ;  Robert  de  la,  156. 

Marleburgh  (Marlebergh),  Gregory,  286 ; 
Thos.  de,  ii,  26,  30,  35  ;  William  de,  51. 

Marmyon  (Marmeon),  Elizabeth,  160 ;  John, 
160 ;  William.  313. 

Marmy,  Alice,  176;  Robert  de,  176. 

Martham,  John,  parson  of  Rekenham,  176. 

Martyn,  Agnes,  109,  no,  1S8  ;  Joan,  202 ; 
John,  46,  163,  164,  202,  241,  315; 
Kathtrine,  315:  Margaret,  83,  163, 
164;  Margery,  256;  Richard,  no,  18S, 
396,  406;  Robert,  32,  83,  109,  no  (2), 
-  r88,  256  ;  Thomas,  374,  378  ;  William, 
no,  188,  408,  409. 

Maskeleseye,  Thomas,  186. 

Mathewe,  Isabella,  363  ;  Stephen,  363. 

Mathias,  Thomas,  222. 

Maubank,  Joan,  35  ;  Philip,  35. 

Maundevill  (MaundeVyle,  Mandevyle), 
Agnes,  39,  ror ;  Roger,  103  ;  Thomas, 
202,  203  ;  William  de,  39,  43,  101. 


Maundeware,  Henry,  213,  Isabella,  213 ; 

William,  17. 
Maunsell  (Mauncell),  Joan,  299  ;  Richard, 

2gg  ;  Thomas,  369. 
Maureward,  Thomas,  239. 
Maury,  John,  63. 

Mautravers,  Agnes,  89,  159,  151,  156,  157;, 
Elizabeth,  200;  Joan,  38  (2);  John, 
senior,  38,  89,  112,  122,  123,  142,  143, 
150,  151,  156,  157,  158;  John,  197, 
200,  201,  202 ;  Roger,  143 ;  Went- 
theliana,  157;  William,  283  (2). 

Mavers,  Robert,  373. 

Maydenhithe,  Roger,  233. 

Maydeston,  Richard,  240. 

Mayhu,  John,  356. 

Mayn  (Mayne),  Alice,  360;  Amicia,  105; 
John,  105,  360;  Richard,  59,  360. 

Mazon,  John  le,  27. 

Meche,  Alice,  382,  Edward,  382. 

Meere,  Thomas,  268  (2). 

Melbury,  William  de,  79  (2) ;  John,  79 ; 
Juliana,  79  ;  Roger,  7g. 

Meleplesh  (Meleplasse),  Hugh  de,  22,  138, 
139,  140;  Nicholas,  59. 

Melton,  John  de,  68  ;  John  de,  145. 

Merbury,  John,  306,  312. 

Merland,  John,  238. 
I  Merser,  Alice,  353  ;  John,  353. 
I  Mersh,  Thomas  de  la,  70. 
I  Mershman,  Joan,  74  ;  Richard,  74. 
I  Mersshtone,  John  de,  60,  61 ;  Margaret, 
!        60,  61. 
j  Mervyn,  John,  391. 

I  Meryet,  John  de,  36,  66,  141  ;  Lucy  de, 
141  ;  Simon,  36,  66  ;  Walter,  141. 
Metre,  Henry,  224. 

Michel,  John,  96;  Letitia,  96;  Richard, 
279. 

Middil,  William,  52. 

Middleton    (Middelton),    Abbot  of,  84; 

Abbot   of,    Robert,  117;  Alice,  134; 

Isabella,  95  ;  John,  134  ;  William  de,  95. 
j  Middenhill,  Joan,  355  ;  Walter,  355. 
j  Midelneygh,  Matilda  de,  112. 
Milborn,  Mary,  233  ;  Richard,  233. 
Mille,  Thomas,  241. 
Minterne,  Amicia,  343  ;  Robert,  343. 
Mocheldever,  John,  251. 
Mohun   (Mohoun,    Mohem),  Edward  le, 

98  ;  Joan,  148  ;  John  de,  148,  211,  373, 

374  ;  Pagan  de,  87.    See  also  Moune 

and  Mowne. 
Moigne,  Alice,  16  ;  Cecilia,  265;  Elizabeth, 

229;  John  le,  9,  15,  16,  32,  42  (2),  45, 

57,  229,  265;  Juliana,  9,  15,  42,  57; 

Thomas,  16,  42,  107,  155. 
Mone,  John,  387;  Walter,  165;  William, 

164,  165. 
Monger,  Roger,  165. 

Monte  Acuto,  William  de,  Earl  of  Salisbury, 
158,  166,  191  ;  William  de,  24,  129. 

Monte  Alto,  Alexander  de,  51  ;  Margaret, 
5i- 
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Montgomery,  Sir  Thomas,  397,  407. 
More,  Adam  atte,  55  (2),  73  ;  Alice,  364  ; 

Anastasia,  55  (2),  73  ;  Elizabeth,  269  ; 

John,  331,  364  ;  Richard,  269  ;  Thomas, 

380  ;  William,  310.  See  also  atte  More. 
Morgan,   Joan,   350,   351;   Philip,  346; 

Robert,  350,  351,  377. 
Mortesthorne,  Felicia,  in  ;  John  de,  in; 

Thomas,  in. 
Morton  (Moreton),  Alice,  in,  112  ;  John, 

208,  265,  384,  409,  410  ;  John,  Bishop 

of  Ely,  410;  Richard,  2S8,  2S9,  353; 

Walter,  325  ;  William,  in,  112,  342, 

37°- 

Morvyll,  Joan,  226 ;  John,  senior  and  junior, 
226. 

Mose,  Geoffrey,  290. 

Moulham,  John  de,  132,  370. 

Moulyssh,  Martin,  85,  94,  97,  100,  102,  112, 

1511  155. 
Moune  ( ?  Mohun),  John,  271. 
Mountagu,  Agnes,  271  ;  John,  271. 
Mountford  (Mountefort),  Alice,  215  ;  John, 

215;  S'T  William,  215,  306,  324. 
Mourton,  John,  239;  Richard,  350. 
Mowne  (?  Mohun),  John,  366. 
Muchelevere  (Mucheldevere),  Matilda,  49  ; 

Richard,   173,    174,   210,   212,   225 ; 

William,  49. 
Muleward,  Agnes,  in  ;  Henry  le,  in. 
Mulleburgh,  William,  166. 
Munden   (Mundene),  Cristina,  72 ;  John, 

2,  30,  33,  6S,  72,  81,  145. 
Murdene,  John,  S. 
Muryel,  William,  98. 
Muskham,  William,  parson,  53. 
Musse,  Isolda,  286  ;  John,  2S6. 
Musters,  Felicia,  42 ;  Richard  de,  42  (2). 
Mynne,  John,  70. 

Nambye,  Joan,  407;  John,  407. 
Nanfan,  John,  324. 
Nansan  (?  Nanfan),  John,  306. 
Neell,  Richard,  384. 

Neuburgh  (Neweborgh),  Alice,  371  ;  Avicia, 
182,  248 ;  Edith,  370 ;  Gilbert,  182, 
248 ;  Hawisia,  32 ;  Joan,  gg,  299 ; 
John,  99,  179,  217,  230,  296,  299,  300, 
345.  353.  354,  355,  35«  (2),  360,  361, 
363,  365,  366,  370,  37i  (3),  372  (2), 
374,  375  (2),  376,  377,  37«,  380,  381, 
382,  386  (2),  393,  400,  401,  402,  403 
(2),  404,  410;  Margaret,  17;  Robert 
de,  17,  32,  371  ;  Nicholas,  de,  32  ; 
Thomas,  32,  371. 

Neville,  Ann,  394  ;  Richard,  Earl  of  War- 
wick, 394. 

Nevveman,  Alice,  106  ;  Henry,  227  ;  Joan, 
286;  Robert,  106,  112;  Thomas,  227, 
307  ;  Walter,  286. 

Newenham,  John,  165 ;  Margaret,  165, 
166;  Simon,  parson  of  Tamerton 
Folyot,  Devon,  16^,  164 ;  William, 
.  166. 
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Newenton,  Joan,  339  ;  John,  339. 

Nichol  (Nicoli),  Alianora,  108;  Rich.ui. 

108;  Robert,  403,  404  ;  William,  15  . 
Nipred,  Cecilia,  106  ;  William,  106. 
Niter,  Isabella,  114;  Thomas,  114,  190. 
Nobylet,  Robert,  338. 
Nonsele,  Nicholas  de,  73,  74. 
Norreys  (Noreys),  Alianora,  389 ;  Alice, 

389;  John,  370,  388,  389;  Katherinc. 

199;    Margaret,   388;    Sir  William, 

389 ;  Thomas,  74  ;  William,  199,  389. 
Northampton,  Earl   of,    see  William  du 

Bohun,  56. 
Northfeld,  John,  270. 

Northo,  Christiana,  62 ;  Dionisia,  62*,  67, 

149;  William  de,  62*,  67,  149. 
Norton,  Adam,  301,  302,  304,  305  ;  Agnes, 

2S3  ;  Ralph  de,  153,  154  ;  Richard  de, 

248 ;  William,  283. 
Norwich,  Bishop  of,  Richard,  274  ;  William 

Alnewyk,  312. 
Not,  Agnes,  9 ;  Geoffrey,  9 ;  John,  232, 

243- 

Novo  Burgo,  Margaret,  13,  137  ;  Robert 

de,  13,  137  ;  William,  13. 
Nowers,  Richard,  385, 
Nywehalle,  Thomas,  134. 

Odelond,  John,  355. 

Ofham,  Christiana,  67  ;  John  de,  67. 

Oke,  John,  261,  266,  334  ;  Maria,  261,  266  ; 

Mary,  334. 
Okie,  Hillary,  10  ;  John,  10. 
Oldelond,  John,  159. 
Oldhall,  Sir  William,  327,  32S,  368. 
Oleborn,  Joan,  125  ;  John,  125. 
Olneye,  Ralph  de,  150. 
Olyver,  John,  116. 

Orchard,  Alice,  305  ;  John,  162,  302,  305  ; 

Mary,  162  ;  Robert,  162,  251  ;  Thomas, 

162  ;  William,  244. 
Ormond,  Avicia,  322,  372  (2) ;   Earl  of, 

James,  322,  372  (2),  John,  331  ;  Sir 

James,  322. 
Orndyn  (?),  John,  21S  (?  Quayn). 
Osberston,  William  de,  04,  151. 
Osberton,  William  de,  97,  155. 
Osmond,  Isabella,  172 ;  Roger,  172. 
Oterhampton,  William,  238,  240. 
Otewell,  Edith,  361  ;  Richard,  361. 
Ouedale,  Thomas,  361,  366.    See  Uuedale. 
Oxford,   Earl   of,    John   de    Veer,  152; 

Matilda,  152. 
Oxle,  John,  305. 

Pach,  Robert,  74. 
Pacok,  John,  9. 

Page,  Alice,  15,  294  ;  John,  15,  208,  243. 

294  ;  Joan,  15;  Matilda,  208. 
Pake,  Joan,  250;  Thomas,  250. 
Palmer  (Palmere),  Agnes,  183  ;  Alice,  344  : 

Henry,  183,  344  ;  John,  334. 
Palyngton,  Alice,   41;   Richard   dc,   41  - 

William  ?  41. 
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Panes,  Joan,  30 ;  John  de,  107  ;  Robert, 
de,  30. 

Panston,   Edward,   302,   305 ;  Elizabeth, 
302,  305. 

Panter,   Alice,   367 ;    Henry,    255,   285 ; 

Isabella,  255,  285  ;  Walter,  367. 
Pany  (?  Pavy),  Richard,  225. 
Papejay,  Edith,  346;  John,  346. 
Parfyt,  Robert,  2S7. 
Park,  Walter  de,  99. 

Parker,  John,  376 ;  Richard,  30S  ;  William, 
325. 

Parrok  (Parruke),  Henry,  329;  John,  227; 

Thomas,  403  ;  William,  329. 
Parson,  Emma,  177  ;  William,  177. 
Parys,  Ralph,  215 ;  William,  21,  28. 
Paslewe,  John,  377. 
Paslo.ve,  John,  375. 
Passeware,  John,  168. 
Passour,  John,  173. 
Pauleshaye,  John  de,  44  ;  Joan,  44. 
Pauleshe  (Paulesheghe),  Cristina,  7,  33 ; 

Robert,  7,  33. 
Paulet,  William,  259. 
Paunton,  Juliana  de,  31. 
Pavely,  Walter  de,  79. 
Pavy,  Hugh,  373,  39S  ;  William,  373. 
Payne  (Payn),  Agnes,  120;  Alianora,  192, 

208,  218,  221  ;  Edward,  128,  132,  18S  ; 

Elianora,  129  ;  Joan,  gi,  133  ;  John, 

91,  302,  305  ;  Margaret,  179,  208,  217; 

Thomas,  302,  305  ;  Walter,  363,  370; 

William,  113,  120,  129,  167,  16S,  179, 

192,  20S,  217,  218,  221,  249,  253,  254, 

265,  300. 
Paynd,  Elizabeth,  36  ;  Philip,  36. 
Pecche,  Alianora,  137  ;  Amicia,  56  ;  John, 

137  ;  Richard,  56. 
Pedeleure,  Roger,  10  ;  Matilda,  10. 
Pegges,  Philippade,  211. 
Peion,  Joan,  325  ;  Roger,  325. 
Pelham,  John,  274. 
Pelley,  William,  358. 
Penbrigge,  Hugh,  107. 
Penne,  Richard,  233. 

Peny,   Anastasia,    107 ;    Geoffrey,    107  ; 

John,  374. 
Penycrych,  John,  170;  Matilde,  170. 
Penywhitebake,    Blissota,    57 ;  William, 

57- 

Percehaye  (Perechay),  Heriry,  121,  159; 

Matilda,  37;  Stephen,  15,  141. 
Percy,  Agnes,  1 ;  Constance,  150 ;  Henry 

de,  150;  John  de,  1,  88;  Margaret, 

353;    Robert,  353;    Walter   de,  11; 

Joan,  11. 
Peres,  John,  391. 

Perle,   Alice,   117;    Hawisia,    134,  211; 
John,  134,  176,  2ii ;  Walter  de,  gg,  I 
102,  103,  104,  117,  134,  176,  igo,  igi,  J 
211. 

Perlee,  Walter  de,  113,  195,  209;  William, 
senior  and  junior,  30S.  j 
Perrot  (Perot,  Peret,  Perret),  Alice,  125  ;  ; 


Henry,  325  ;  Laurence,  125  ;  William, 

2  ;  William  de,  14. 
Pershore,  Thomas  de,  140. 
Person,  Edith,  230;  Joan,  254;  Simon, 

254 ;  William,  230. 
Pertu,  Joan,  127;  John,  127. 
Pestor.  Christina,  216;  William,  216. 
Peter  (Peturj,  Alice,  294,  346;  Isabella, 

294;  Robert,  294;  Thomas,  346,  353; 

William,  294. 
Peverell,  Agnes,  373  ;  Joan,  75  ;  John,  70, 

75.  353.  373- 

Peyntour,  Peter  le,  45  ;  Margaret,  45. 

Peytevyn,  Alianora,  340;  Thomas,  340. 

Peyto,  Sir  William,  306,  324. 

Philipp  (Phelip,  Philip),  Alice,  306,  324  ; 
Guy,  30S,  318,  357  ;  John,  306,  324, 
337  ;  William,  306,  324. 

Philippot  (Philipott),  John,  241  (2)  ;  Mar- 
garet, 168  (21. 

Pidewyne,  Walter,  72,  76. 

Piers,  John,  165. 

Pikot,  Thomas,  181. 

Pillande  (Pillond),  John,  78  ;  Joan,  279  ; 

Thomas,  27g  ;  William  de,  78. 
Pillesdon,  Catherine,  7S;   John  de,  78*, 

Margery,  78. 
Pilton,  Thomas,  310. 
Pindeir,  Walter,  133. 
Pinden  (?),  Walter,  134. 
Pistor,    Christina,   267 ;    Margaret,  345 ; 

Robert,  345  ;  William,  267. 
Plecy  (Plescy),  Ida,  105  ;  John,  105,  166, 

202,  204,   252  ;  Matilda,  204 ;  Peter, 

220. 

Pleystrete,  John,  317. 

Plussh  (Pluyssh),  William,  clerk,  190, 
203. 

Poditon,  Alice  de,  112;   Joan  de,  112; 

Rose  de,  1 12. 
Pokeswell,   Elizabeth,   404 ;  Humphrey, 

404. 

Polaynston,  Richard  de,  40. 

Pole,  Edith,  141;  John,  374;  William  de 

la,  141. 
Polton,  Walter,  152. 
Pomfrayt,  John,  115. 
Ponynges,  Robert  de,  267. 
Pope,  Stephen,  296  ;  William,  107. 
Popham,  Henry,  244;  Joan,  371;  John, 

332  ;  Walter,  371. 
Porstoke,  Robert,  121. 
Port,  William,  320,  321,  401. 
Porter,  John,  3S8,  405. 
Portman,  Walter,  344. 
Posh,  William,  chaplain,  13. 
Pot,  Agnes,  123  ;  Thomas,  123. 
Pouchere,  John,  80;  Margery,  80. 
Pouleshegh,  Cristina,  31 ;  Robert  de,  31. 
Pouleynston,  John,  7  ;  Margaret,  7  ;  Robert 

de,  7. 

Pounde.  John,  391 ;  Thomas,  391. 
Pounsond,  William,  11. 
Pountori,  Juliana  de,  32. 
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Pounzot,  Peter,  7,  25. 
Pourton  (?)  Anastasia  de,  37. 
Power,  Nicholas,  340 ;  Petronilla,  340. 
Poylle,  Thomas,  329. 

Poyntz,   Hugh,   13S    (2);    Henry,  138; 

Nicholas,  100,  102,  112,  117,  138  (2); 

Thomas,  138;  Walter,  138. 
Pres,  Margareta,  294. 
Prest,  John,  381  ;  William,  parson,  81. 
Preston,  John  de,  43,  241  ;  Matilda,  43, 

403 ;  Stephen,  403  ;  Thomas  de,  62*, 

67. 

Prior  (Pryor,  Priour,  Pryour),  Edith,  367; 

Hugh,  351,  376  (2),  377;  John,  367. 
Proute,  Joan,  186;  Nicholas,  186. 
Prowet,  Agnes,  11 ;  Richard,  11. 
Pryde,  William,  394. 
Prynce,  Margaret,  379  ;  Walter,  379. 
Pryns,  Henry,  365. 

Puddyng,  John   of  Littilton,  186,    187 ; 

Lucia,  186,  187. 
Pudemull,  Thomas,  202. 
Pulhare,  Wrilliam,  267. 
Punchardon  (Pounchardon  Ponchardon), 

Hugh,   259,    278;  John,    259,  265; 

Lucy,  259;  Robert,  259  (2). 
Pupelpen,  John,  351,  352;  Margery,  351, 

383. 

Puppe,  Alice,  109  ;  Richard  109. 
Purdy,  Adam,  162  ;  Alice,  162  ;  William, 
162. 

Purie  (Purye),  Alice,  256;  John  atte,  19; 

William,  256. 
Pute,  Walter,  50. 

Putenye,  Maria,  77  ;  Walter  de,  54,  77. 
Puylle,  Margaret,  153,  154  ;  Robert  de  la, 

153,  154. 
Py— ,  William.  166. 
Pycot,  Margaret,  206  ;  Thomas,  206. 
Pydel,  Isabella,  101. 

Pygas,  Elizabeth,  1S4  (2);  Robert,  184  (2). 
Pygaze  (Pygacc),  Stephen,  chaplain,  38, 
39- 

Pygot,  John,  Serjeant  at  law,  410. 
Pyjatz,  Elizabeth,  116;  Robert,  116. 
Pyjoun  (Pyjon),  John,  91,  92,  100. 
Pyke  (Pyk,  Pik),  Edith,  51  ;  Elizabeth, 

310;  Hugh,  310;  Joan,  4;  John,  26; 

Nicholas,  4,  51,  52,  139;  Peter,  26; 

Richard,  26  {2)  ;  Thomas,  26. 
Pykepeke,  William,  172. 
Pylke  (Pilke),  Richard,  259,  2S7. 
Pylard,  John,  198. 

Pylisdon,  John  de,  22  (2) ;  Margery,  22  ; 
Nicholas,  22;  Robert,  22;  Stephen, 
22  ;  Thomas,  22  ;  William,  22. 

Pylle  (Pyll).  Agnes,  345;  Andrew,  2S0 ; 
John,  345,  346. 

Pymore,  Joan,  33S;  Thomas,  338. 

Pynche,  William,  251. 

Pyne,  Edmund,  30S  ;  Robert,  321,  375. 

Pynet,  Thomas,  339.  341. 

Pynghon,  Cristina,  170;  John,  170. 

Pynot  (?  Pyvot),  Thomas,  270. 


Pines. 


Pyrcombe,  Joan,  20;  John  de,  20. 
Pyry,  John,  308,  318,  338,  357. 

Quarel,  Walter,  37  ;  William,  14,  136. 
Quayn  (?)  John,  218. 
Quyche,  Joan,  249;  Roger,  249. 
Quyntyn,  John,  r. 

Radburn,  Alice,  102;  Thomas  de,  102. 

Radure,  Maurice  de,  140. 

Raious,  Cristina,  46  ;  John,  46. 

Rake,     Margery,     243  ;     Matilda,     92 ; 

Nicholas,  295 ;   Peter,  92 ;  Rolland, 

243. 

Rale,  John  de,  160 ;  Joan,  160. 

Ralegh  (Raillygh),  Joan,  298,  301 ;  Simon, 

298,  301. 
Ramesbury,  Walter  de,  163. 
Ramshull,  Peter  de,  163. 
Randolf,  Edith,  129  ;  John,  129. 
Rauf,  Alice,  300  ;  John,  300. 
Raules,  John,  79. 

Rauiyns  (Raulyn),  Richard,  405  ;  Stephen, 
37°* 

Rawndes,  John,  181,  277. 

Raynald,  William,  299. 

Recheford,    Isabella,    174 ;    John,    174 ; 

Margery,  174  ;  Ralph,  174. 
Reed  (Rede),   Agnes,  342;    John,  215; 

342. 

Remmesbury  (Remmesbyry),  John,  17S. 
180,  196,  199,  216;  Mabel,  199: 
Margaret,  23  ;  Margery,  197  ;  Matilda, 
178, 1S0,  196,  216  ;  Robert,  99  ;  Simon, 
23  ;  Thomas,  23,  152,  15S ;  Walter 
de,  23  ;  William,  197. 

Remmeston,  John,  193. 

Rempston,  Margaret,  370 ;  Robert,  280, 
296,  299,  337  (2),  345,  347,  360,  363, 
37o- 

Renaway,  John,  173. 

Reson,  Alice,  356  ;  Walter,  356. 

Reymound,  Thomas,  181. 

Reynold,  John,  406. 

Riche,  John,  383. 

Ridon,  Andrew,  168. 

Rigge,  Isabella  de  la,  49;  John,  49. 

Risshton,  Alexander  de,  126  (2). 

Robelet,  Matilda,  232  ;  Richard,  232. 

Roberd,  George,  41 ;  Thomas,  122,  224. 

Roches,  Gilbert,  178,  179;  John,  177,  178,. 

179  ;  Willelma,  177,  179. 
Rochester,  Bishop  of,  John,  397,  407. 
Rocle,  John,  363. 

Rodeneye  (Rodeney),  Alice,  175  ;  John, 

175  ;  Walter,  156. 
Rodeston,  Robert  de,  52. 
Roger,  John,  259,  280,  288,  338  (2),  348. 
Roges,  John  de,  112. 

Roiom,  Agnes,  172  ;  John,  172  ;  Thomas, 
172. 

Rokebourn,  John  de,  38,  43;  Sarra,  38, 
43- 

Roller,  John,  278. 
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Rolleston,  Robert,  313. 

Rommesy,  Thomas,  220. 

Roo,  Viviana,  216  ;  William,  216. 

Roos,  Beatrice,  248 ;   Thomas  de,  248 ; 

William  de,  148,  249. 
Roser,  Cecilia,  28S  ;  Robert,  288. 
Roter,  Alice,  333  ;  Elena,  333  ;  Katherine, 

333  ;  Margaret,  333  ;  Robert,  333. 
Rouk,  John,  le,  64. 
Roucestre,  Joan,  325  ;  Richard,  325. 
Rous,  Joan,  131,  189   (2)  ;   John  le,  of 

Penesye,  chaplain,  42;   Robert,  131, 

189  (2)  ;  William,  315. 
Rowell,   Cristina,    105  ;    Geoffrey,    105  ; 

William,  268. 
Ruddok,   Joan,  49 ;   John,  105 ;  Jordan, 

49. 

Rugge,  Robert,  248,  249,  260,  263. 
Russe,  Robert,  267. 

Russell,   x\lesia,    143 ;   Alice,   339,    341 ; 

Edward,  152;  Henry,  382  ;  Joan,  57; 

John,  138,  143,  202,  384,  397,  407; 

Margaret,  202  ;  Maurice,  195  ;  Ralph, 

143  ;  Richard,  138 ;  Stephen, 339, 341 ; 

Theobald,    138,    143  ;    William,  57, 

125,  126,  138,  349,  361. 
Russhton,  Alexander,  clerk,  183,  190. 
Ryche,  William,  316. 
Rydell,  William,  132. 
Rydelyssh,  Edith,  317  ;  John,  317. 
Ryden,  Andrew,  193  ;  Nichola,  193. 
Ryder,  William,  338. 
Rymston,  John,  125. 
Ryneres,  Roger  de,  20. 
Rynel,  Joan,  19;  Robert,  19. 
Ryngeborn  (Ryngebourne),  William  de,  94, 

175- 

Ryvers  (Ryver),  Earl,  Anthony,  397,407; 
Joan  384  ;  Maurice  de  la,  384  ;  William, 
190. 

St.  Ciriac  in  Thermis,  Thomas,  396,  406. 
Saint    Clere,    Margaret,    263 ;  Thomas, 
263. 

St.  John,  Edward,  328;  Joan,  328,  329; 

Thomas,  329. 
St.  Quintyn,  Margaret,  84,  85 ;  Richard, 

84,  85. 

Sancto  Lando,  John  de,  81,  122. 
Salage  (sic),  Elena,  239  ;  John,  239. 
Saleman,  Robert,  49. 

Salesbury  (Salisbury),  Hillaria,  61 ;  Joan, 
24  ;  John  de,  24,  61  ;  William,  61. 

Salisbury  (New  Sarum),  Bishop  of,  Richard, 
396,  407  ;  Bishop  of,  Robert,  61,  86, 
142:  Dean  of,  Gilbert  Kymer,  375; 
Earl  of,  William  de  Monte  Acuto,  129, 
158,  166,  191. 

Sambourn,  Robert  de,  149,  151,  156,  157. 

Sampford,  Hugh,  209. 

Sampson,  James,  321;  John,  334;  Mar- 
garet, 97 ;  Nicholas,  97  ;  William,  381 
(2). 

Sancto  Martino,  Lawrence  de,  245. 


Santo  Mauro,  Muriel,  152 ;  Nicholas  de, 
152. 

Sandon,  Simon,  178. 

Sandhull,  Cristina,  5;  John  de,  5  (2). 

Sanford,  Hugh,  180. 

Saunder,    Alice,    370;      Nicholas,  370; 

William,  370. 
Savage,  Alianora,  239,  245,  246 ;  John,  208, 

239,  245,  246  (2),  254  (2),  257,  263, 

266;  Robert.  172,  246;  Thomas,  170. 
Saymour,  John,  225  ;  Scolastica,  225. 
Scammel,  Cristina,  25  ;  Edith,  25  ;  Nichola, 

25 ;  Philip,  25  ;  Richard,  25  ;  Walter, 

25 ;  William,  25. 
Scarlette,  Robert,  379. 
Scarse,  Ralph,  164. 
Scherard,  John,  75. 
Scolle,  Alice,  156;  Thomas,  156. 
Scopy,    Cristina,    134    (2);    John,  134; 

Margaret,  134. 
Scotte,  John,  296. 
Scut,  Adam.  196  ;  Elena,  196. 
|  Sechevill,  Ralph,  215. 
Seles,  John  de,  25  (2). 
Selewode,  Peter,  41. 
Selke,  WTilliam,  287,  372  (2). 
Selwyne,  Thomas,  parson  of  Weston,  214. 
Selyman   (Selymon),  Robert,  g,  20,  46; 

Joan,  9. 
Semer,  John,  130. 

Sender,  Margaret,  241  ;  Thomas,  241. 

Senward,  John,  20S. 

Serell,  Joan,  3S1 ;  John,  3S1. 

Seile,  Margaret,  253  ;  William,  253. 

Servyngton,  David,  340  ;  Elizabeth,  136 ; 

Oliver  de,  136. 
Sese,  Thomas,  332. 
Sevenhamton,  John  de,  31. 
Sevyer,  Alice,  411;  John,  411. 
Seward,  Alice,  264  ;  Roger,  130  ;  Thomas, 

264  ;  William,  74. 
Seyntaubyn,  Thomas,  390. 
Seys,  John,  94,  97,  100,  102,  112,  151, 

155. 

Shadewelle,  Thomas  de,  20. 

Shaftesbury,  Abbess  of,  123. 

Shanke,  Edward,  337  ;  Thomas,  337. 

Shapwike,  Matilda,  219  ;  Walter,  219. 

Shareshull,  Margery,  160  ;  William,  160. 

Shawe,  Henry,  200. 

Shep,  Alice,  204  ;  Henry,  204. 

Shephard  (Shephirde),  Alice,  281  ;  Henry, 
281;  Isabella,  171;  Joan,  232;  John, 
171;  Matilda,  294;  Richard,  294; 
Thomas,  232. 

Sherard,  Elizabeth,  350;  Henry,  350. 

Sherborne  (Sherebourn,  Shirbourne),  Abbot 
of,  1,  374 ;  Abbot  of,  William,  380, 
383  (2) ;  William,  parson  of  Folham, 
216. 

Sherley,  John,  408. 
Sherneton,  John  de,  156. 
Shipton,  Edith,  214  ;  John,  214. 
Shirewod,  Robert  de,  56*. 
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Sholeweye,  Richard,  133. 

Shoppe,  Alice,  171;  John,  171. 

Shottovve,  Cristina,  189 ;  Edward,  189. 

Shour,  Isabella,  76  ;  John,  76. 

Shourt,  William,  342. 

Shudd,  Isolda,  106  ;  John,  106. 

Shullebeare,  Henry,  164. 

Sifrewast,  (Cifrewast,  Syfrewast),  Edith, 
354;  Joan,  13  ;  Nicholas,  354  ;  Robert, 
2,  13;  Simon,  13;  Thomas,  354. 

Sifton,  Joan,  151;  Roger,  151. 

Singleton,  Robert  de,  100. 

Skot,  Thomas,  330. 

Skyllyng,  Michael,  398. 

Smale,  Edith,  37  ;  Robert,  224  ;  William 
le,  37- 

Smedmore  (Smedemore),  Henry,  271 ; 
Henry,  203. 

Smyth,  Alianora,  350 ;  Christina,  183 ; 
Isabella,  172  ;  John  172,  183  ;  Nicholas, 
344;  Reginald,  350;  Thomas,  344; 
William,  379. 

Somerset,  Duke  of,  Edmund,  369. 

Somerton,  John  de,  28. 

Sonynghull,  John,  108. 

Sotchill,  Henry,  393. 

South,  Elizabeth,  412;  Giles,  412. 

Southam,  Reginald  de,  60. 

Spaldyng,  Avice,  205  ;  Thomas,  205. 

Sparkeford,  Edith,  74  ;  John  de,  74. 

Sparwe,  John,  238,  334  ;  Thomas,  95,  379  ; 
Walter,  95. 

Speke,  Alice,  122  ;  Roger,  122. 

Spens  .  .  .,  David,  245  ;  Matilda,  245. 

Spencer  (Spenser)  Adam,  86,  87 ;  Edith, 
363  ;  Gilbert,  223  ;  Hugh,  342  ;  John, 
342,  365  ;  Katherine,  342  ;  Margery, 
224 ;  Sibil,  86,  87 ;  William,  224, 
363. 

Sperhauk,  John,  224. 
Spret,  Robert,  278. 
Sprot,  John,  41.  . 
Squybbe,  Robert,  312,  317. 
Squyer,  Richard,  245. 

Stafford,  Humphrey  de,  junior,  213,  235, 
237»  263;  Elizabeth,  213,  235,  237; 
Humphrey  de,  senior,  235,  236  ;  Eliza- 
beth, 235,  236;  Humphery,  305,  331, 
335>  366,  409  ;  John  de  1 ;  William, 
361,  366,  367. 

Stalbrigge,  David,  4. 

Stampe,  John,  231 ;  Robert,  231. 

Stamyndene,  Andrew,  193;  Avice,  193. 

Stanord,  Alexander,  de,  8,  13  ;  John  de, 
77- 

Stanshawe,  Robert,  306,  324. 
Stantor,  Isabella,  259  ;  Peter,  259. 
Stapelford,  Agnes,  9;  Cri.stina,  9;  Henrv 
de,  8. 

Staunford,  Anastasia,  136 ;  Walter  de, 
136 

Staunton,  Adam  de,  66 ;  Bartholomew  de, 

147  ;  John,  403  ;  Margery,  403. 
Sterte,  Joan,  71 ;  William  de,  71. 


Stikelane,  Thomas,  232. 

Stokdale,  Thomas,  303. 

Stokes  (Stok,  Stokke,  Stoke),  Alice,  85  ; 

Evade,  117;  John,  205;  Richard  de, 

8;  Robert,  85. 
Stokes-Byestewalle,   Alice,   16;  William 

de,  16. 

Stokfissh,  Joan,  123  ;  Nicholas,  123. 
Stokland  (Stokeland)  John,  vicar  of,  96 ; 

John,  igg;  Mary,  199. 
Stompe,  Agnes,  232  ;  Thomas,  232. 
Stone,  Edward,  234 ;   Joan,  233 ;  John, 

265 ;    Juliana,    232 ;    Richard,    233 ; 

Robert,  232. 
Stonleigh,  Abbot  of,  156. 
Storke  (Stork),  Alice,  302,  305;  John,  280, 

287,  293,  300,  302,  305,  317,  318,  319, 

338  (2),  339,  34i»  344.  345,  34^,  35° 

357,  365;  Juliana,  217;  Matilda,  217 ; 

Simon.  217;  William,  217. 
Stote,  Agnes,  260;  John,  260;  Margaret, 

404 ;  Thomas,  404. 
Stoughton,  William,  306. 
Stoure,  Michael  de,  42  ;  Nicholas,  42. 
Stourton,  Alice,  290  ;  John,  279  (2),  290, 

384 ;    Margaret,   39S ;    Roger,    290 ; 

Wihiam,  248,  249,  251,  260,  263,  39S. 
Stowe,  John,  313. 

StowelL  Robert,  388  ;  Sir  Thomas,  309. 
Stowy,  William,  148. 

Stradelyng  Joan,  311,  314;  John,  311,  314, 

371  ;  Sir  Edward,  371. 
Stradeweye,   Alice,    in  (2),  112;  John, 

in  (2',  112. 
Strangways,  Alianora,  409 ;  Thomas,  409. 
Straunge,  Robert,  355. 
Streeche  (Stretch),  Joan,  209  ;  John,  29, 

16S,  182,  209,  238. 
Strete,  Thomas,  166,  174,  204;  William, 

197. 

Strode,  Robert  de,  131. 
Strog,  John,  81  ;  Margaret,  81. 
Stroude,  Alice,  105;  John,  105. 
Stucle,  Hugh,  331 ;  Katherine,  331. 
Stupelton,  Alice,  99;  John  de,  98;  William, 

de,  99. 
Sturmy,  John,  150. 
Stydolf,  Thomas,  395. 
Stykelane,  Thomas,  2S6 ;  William  de,  83. 
Style,  Phillippa,  379  ;  Walter,  379. 
Stynecle,    Elizabeth,    243  ;    John,    243  ; 

Richard,  243. 
Suffolk,  Alice,  320,  323  ;  Duke  of,  John, 

39S ;    Elizabeth,    398  ;    Marquis  of, 

William,  323,  327;  William,  Earl  of, 

320,  321. 
Sully,  Isabella,  130  ;  John,  130. 
Sumnour,  Alan,  388. 
Sunynghull,  John  de,  152,  158. 
Surreye,  Walter  de,  36*. 
Suthsexe,  Matilda,  104  ;  Robert,  104. 
Sutton,  John  de,  76;  Nichola,76;  Thomas 

de,  71. 

Suwerye,  Elena,  126  ;  Henry,  126. 
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Swaldale,  John,  266. 

Sweterlyng,  Isabella,  2S3  ;  Walter,  203. 

Swift,  John,  Canon  of  Wells,  335. 

Sydeney,  William,  327. 

Sydenham,  John,  384,  385. 

Symond,  Joan,  340;  Robert,  vicar  of  Gil- 

lingham,  214  ;  William,  340. 
Syward,  John,  163  ;  John,  chaplain,  217, 

226;  Roger,  108,  201. 

Taillour,  Emma,  170;  Henry  196; 
Richard  le,  121  ;  Thomas,  121 ; 
William,  iog,  278. 

Talbot  (Talebot),  Alianora,  66,  29S ;  Gil- 
bert, 201  ;  Henry,  66*  ;  Joan,  186,  201, 
337.  344.  358,  363  ;  John,  66,  344,  356  ; 
Ralph,  114;  Simon,  337,  347,  35S, 
363  ;  William,  298. 

Talemache,  Juliana,  65,  66 ;  William,  65, 
66. 

Tame,  John,  399  ;  Thomas,  344. 
Tamworthe,  Joan,  120;  Nicholas  de,  120, 
Taverner,  139 ;  Richard,  139  ;  William, 

308,318,357. 
Tayt,  Agnes,  172  ;  Robert,  172. 
Tegge,  Edith,  370;  John,  370. 
Tentebury,  Walter  de,  109. 
Terstewode,  John  de,  153,  205 ;  Mary,  153  ; 

Peter  de,  12. 
Tettebourne,  Adam  de,  32. 
Themese,  Thomas,  172. 
Thomas,  Cardinal   Priest  of  the  Roman 

Church,  396,  406;  John,  180;  Lucy, 

180. 

Thomeford,  John  de,  30. 

Thomelyn,  Philip,  23,  146. 

Thomere,  William  de,  103. 

Thormond,    Agnes,    233 ;    David,    124 ; 

Nicholas,  233. 
Thornhill  (Thornhulle,  Thornhull),  John, 

112,  135  (2),  360,  361;  Margery,  112; 

Margaret,    135 ;     Ralph,    135,    222 ; 

Walter  de,  64. 
Thresshere,  Emma,  230;  John,  230. 
Throckmorton  (Throkmarton),  John,  306, 

324. 

Thurburn,  Christina,  366  ;  Robert,  366. 
Thurmund,  Alice,  59  ;  William,  59. 
Thursteyn,  Ralph,  374. 
Tidilmynton,  John  le,  clericus,  45,  47,  67, 
79- 

Tipp,  Alice,  in;  Cristina,  in;  Edith, 
in  (2);  John,  in  (2);  Richard,  in  ; 
William,  in. 

Tiptot,  John,  240;  Philippa,  240. 

Tirel  (Tyrell),  Bartholomew,  36  (2) ;  Hugh, 
36,  114,  126,  134,  183,  190;  Sir  John, 
312;  Katherine,  126;  Margery,  36; 
Robert,  36  (2). 

Tirwhit,  Robert,  248. 

Tiz,  Henry,  305. 

Toker,  John,  229. 

Toky,  John,  299. 

Tomere,  Richard  de,  73. 


J  Tonere,  Isabella,  10;  Joan,  75;  John,  75; 

Walkeiimus,  11. 
Tonge,  Alianora,  124  ;  Richard,  124. 
Tonker,  Alice,  183  ;  John,  183,  307. 
Tony,  John,  51,  58,  144;  Letitia,  58. 
Topet,  Matilda,  299;  Thomas,  299. 
Touche,  Thomas,  185. 
Touker  (?  Tonker),  John,  267. 
Tour,  Joan,  2;  John  de  la,  2;  Juliana,  2;. 

Thomas,  2. 
Tournay,  Edward,  261,  266  ;  Mabilla,  261 ; 

Mariota,   188;     Margery,   128,  224; 

William,  128,  iSS,  224. 
Tower,  Thomas,  210. 
Tracy,  John,  194,  225. 
Trailyure,  Alianora,  129;  Robert,  129. 
Trawe,  Hugh,  147. 

Tregarthen,    Margaret,    390 ;  Thomas, 

senior  and  junior,  390. 
Tressham  (Tresham),  Richard   de,    156 ; 

William,  327,  328,  368. 
Treuelle,  John,  104. 
Trevarg,  John,  278. 
Treylyure,  Robert,  133. 
Treylyvere  (or  Treylynere),  William,  223. 
Tropenell  (Tropenel),  Thomas,  315,  332. 
Trote,  Walter,  201. 
Trowe,  John,  159. 
Tryl,  Walter  de,  41. 
Tucheborn,  Cecilia,  132  ;  John,  132. 
Turbervile   (Turbervill,  Turberville,  Tur- 

bervylle,  Turburvyle,  Turbirvile,  Tur- 

bervyle),   Alianora,    74;    Alice,  15; 

Andrew   de,  15,  55 ;   Brian  de,  15  ; 

Cecilia,  132,  194;  Edith,  3S6  ;  Hugh, 

386 ;  Jo.m,  15 ;  John,  385,  3S6  (2)  ; 

Margaret,  184;  Richard  de,  74,  385, 

386  ;  Robert,  1S4,  219,  3S6  ;  William, 

345- 

Turges,  Edith,  342;  Robert,  342,  345, 
349,  355,  365,  374.  37$,  381  ;  Thomas, 
344- 

Turnay,  Mariota,  210  ;  William,  210. 

Tweby,  Joan,  254;  Roger,  254. 

Twynes,  William,  412. 

Twynyng,  John  de,  6. 

Twynyho,  Christopher,  399;  John,  399, 

407 ;  William,  399,  407. 
Tychemersh,  Thomas,  172. 
Tyngwyk,  Henry  de,  150,  151,  156,  157. 
Tyrington,  Alice,  198  ;  John,  198. 
Tysyng,  Edward,  387. 

Ufford,  Ralph  de,  58. 

Umfrey  (Umfray),  John,  168,  228;  John, 

parson  of  Marnhull,  171. 
Underdoune,  Robert,  164. 
Uppeford,  John,  240. 
Upwaye,  Richard,  parson  of,  9. 
Uuedale,  Thomas,  361,  366. 

Vampage,  John,  327. 

Van,  John,  Abbot  of  Cerne,  402. 

Vaughan,  Sir  Thomas,  397,  407. 
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Veel,  Elizabeth,  80  ;  Peter  de,  80  ;  Robert, 
180,  233,  249,  252,  271,  283,  293,  299. 

Veer,  Alianora,  118;  John  le,  118;  John 
de,  Earl  of  Oxford,  152,  154,  157  (2), 
158;  Matilda,  152,  154,  157,  158; 
Peter  le,  118,  124;  Thomas  le,  118, 
124. 

Vengour,  Agnes,  96  ;  John,  96  ;  William, 
96. 

Venour,  Elizabeth,  252  ;  William  le,  108, 
252. 

Verney,  John,  306,  324. 

Vowell,  Richard,  404. 

Vwayn,  William,  334. 

Vynyng,  Mathew,  216. 

Vyrly,  Margaret,  130  ;  Thomas,  130. 

Wade,  William,  148. 

Wadenho  Richard,  Vicar  of  Presthut,  217. 
Wadham,  John  de,  200  ;  William,  305. 
Wake,  Anastasia,  37  ;  Joan,  36  ;  John,  36*, 

37>  52  ">  John  de,  60,  61. 
Wakefield,  William,  229. 
Wakehurst,  William,  59. 
Walbrond,  Margaret,  337  ;  Thomas,  337. 
Waldebef,  Nicholas,  181. 
Wale,  William,  329. 
Waleys,  Thomas,  201 ;  Walter,  137. 
Walkedon,  William,  290. 
Wallop,  Henry  de,  7. 
Walrond,  Thomas,  410. 
Walshe  (Walishe,  Walssh),  John  le,  18*, 

51,  399;   Joan,  18*;    Margaret,  18; 

Margery,  51  ;  Roger,  18*,  112  ;  Walter, 

168. 

Walteres  (Walter),  Agnes,  in,  112  ;  Henry, 
in,  112;  Joan,  373  ;  John,  373  ;  par- 
son of  Cheselborn,  126. 

Walteris,  Christina,  1S3. 

Walwyn,  William,  274. 

Walyische,  Edward,  108  ;  Thomas  le,  107, 
108. 

Wanesyng,  John  de,  116. 
Warmewell  (Warmwelle),  John,  290;  John 
de,  112. 

Warner,  Edith,  171 ;  John,  171 ;  Thomas, 
400. 

Wane  (Ware),  Joan,  121  ;  Richard  le,  121 ; 

Roger  de,  16  ;  William,  285. 
Warwick,  Earl  of,  Richard,  274,  312;  Earl 

of,  Richard  Beauchamp,  306 ;  Earl  of, 

Richard  Neville,  394. 
Waryn  (Warenne),  Henry,  75;  Joan,  38 ; 

Ralph  le,  38;  Thomas,  166. 
Wascon,  Edith,  93  ;  John,  93. 
Waspal,  John,  152. 

Watton  (Wattone),  Alice,  4  (2),  7,  30,  33, 
34  ;  Andreas  de,  30  ;  Guy  de,  7  ;  John 
de,  4  (2),  7,  30,  33,  34  ;  Ralph  de,  34. 

Webbe,  Walter  le,  68. 

Webbe,  Whyte  ah.,  Toan,  255  ;  John,  255. 
Wele   (Welle),   Agnes,  408;    Edith,  75, 

John,  408  ;  Richard,  75  ;  Stephen  de,  | 

chaplain,  33. 


I  Wells,  Canon  of,  John  Swift,  335. 
I  Welonstide,  John,  117. 
j  Welweton,  John,  junior,  283. 
j  Welyngton,  Isabella  de,  156. 

Wespray,  John,  214. 

West,  Thomas,  6i,  153,  205. 

Westbury  (Wesbury),  Elizabeth,  347 ; 
John,  152,  347  ;  William,  258. 

Westoy,  Gregory,  391  ;  John,  339  ;  Juliana, 
339- 

Westminster,  Abbot  of,  Edmund,  334,  367, 
375  (2),  387  ;  Abbot  of,  John,  396,  398, 
407,  409,  410  (2). 

Weston,  Adam  de,  chaplain,  44  (2) ;  Hugh, 
228 ;  John  de,  Vicar  of  Byre,  74 ; 
Richard,  354;  Walter,  341. 

Weye,  Walter  de,  57. 

Wheler,  John,  350,  353. 

Whetley,  Agnes,  394  ;  William,  394. 

Whitfeld  (Whytefeld,  Whitefeld),  Avicia, 
iS ;  Constance,  142  ;  Emma,  17  ;  Eva, 
142 ;  Joan  18,  291;  John  de,  17,  30, 
142,  291  ;  Thomas,  18  ;  William  de, 
2,  18,  140,  142  (2),  147. 

Whitemerssh,  Elizabeth,  259  ;  John,  259. 

Whitewell,  Katherine  141 ;  William  de, 
141. 

Whiting,  John,  262. 

Whitingham,  Robert,  Treasurer  of  Calais, 
320,  321. 

Whitlok,  Christina,  382  ;  John,  382. 
Whittokesmede,  John,  314,  373. 
Whitwode,  Avicia,  392;  Joan,  392;  John, 
392. 

Whorve,  Thomas,  379. 
Whyker,  Lucy,  in  ;  William,  111. 
Whytyngton,  Robert,  241. 
Whyte,  Alice,  254;  Richard,  354;  William, 
254. 

Whyte,  ah.  Webb,  Joan,  255  ;  John,  255. 
Willes,  Henry,  228  ;  Isabella,  1S9  ;  Richard, 
189. 

William,  John,  124. 
Willis,  Roger,  330. 

Willoughby,  Sir  Robert,  409;  Thomas, 
327,328,36s. 

Wilteshire  (Wiltesire),  Amicia,  52  ;  Elena, 
60;  Joan.  49;  John,  52,  206;  Law- 
rence, 50 ;  Nicholas  de,  49,  60 ; 
Richard  de,  49. 

Wilts,  Earl  of,  James  Ormond,  372  (2), 
378,  3S4- 

Wilton,  Elizabeth,  63,  64 ;  James  de,  63, 

64;   Joan,  56,   35S;   John   de,  56; 

Nicholas,    206,  264,  265  ;  Thomas, 

200,  35S  ;  Walter,  64. 
Winchester,  Bishop  of,  Henry,  320,  321  ; 

Bishop  of,  William  de  Edyndon,  92,  99. 
Windsor,  St.  George's  Chapel  at,  Dean  and 

Canons  of,  397,  398. 
Wisman,  Alice,  307  ;  John,  36  (2),  307. 
Woborn,  John  de,  136. 
Wode,  John,  306,  324. 
Wodecok,  John,  241. 
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Wodehay,  Isabella,  178, 179, 192  ;  William, 

178,  179,  192. 
Wodehele,  John,  359. 
Wodehewer,  John,  343. 
Wodelond,  Joan,  170  ;  John,  264  ;  William, 

170. 

Wodeman,  Philip,  252. 

Wodemanton,  Alice,  59,  145 ;  Edith,  59, 
145;  Joan,  58,  144;  John,  58,*  144, 
362 ;  Matilda,  5g,  145  ;  Nicholas  de, 
144 ;  William,  145. 

Wolnad,  John,  64. 

Wolston,  William,  312. 

Wolysche,  Edward,  108. 

Wormele,  John,  242. 

Worthe  (Worth),  Henry,  113  ;  Katherine, 
218;  Robert,  130. 

Wotton  (Wootton),  Adam  de,  38;  Mar- 
garet de,  131  ;  Margaret,  170;  William 
de,  son  of  Lawrence  de  Ayete,  170. 

Wranne,  John,  75  ;  Matilda,  75. 

Wrington,  John  de,  107. 

Wroghte,  Thomas,  20S. 

Wronke,  Alice,  96;  John,  96;  [Gilbert, 
96. 

Wrotham,  Beatrice,  84  (2) ;  Richard  de, 
84  (2). 

Wroxhall  (Wrockeshall),  John  de,  29  (2), 

48  ;  Juliana,  29  ;  Thomas  de,  4. 
Wrynche,  William,  301. 
Wyche,  John,  364. 

Wydeslade,  John,  senior  and  junior,  394. 
Wydevyll,  Jaquetta,  321  ;  Sir  Richard,  321. 
Wyggemore,  Richard,  274,  312. 
Wygod,  Thomas,  149. 


Wygryn,  Richard,  200. 

Wyke,  Alice,  5 ;    Christine,  381  ;  Joan, 

222 ;  John,  222  (2),  285,  404 ;  Margaret, 

285;   Matilda,  108;   Nicholas,  108; 

Richard  de,  5  ;  Thomas,  381 ;  William, 

381. 

Wyketord,  Robert,  156. 

Wykham,  Elena,  224;  Theobald,  210,  224. 

Wykyns,  Joan,  170  ;  John,  170. 

Wylly,  John,  342. 

Wylymot,  Matilda,  45  ;  Thomas,  45. 
Wylyngton,  Ralph  de,  24. 
Wymel,  John,  27. 

Wymely,  Agnes,  172 ;  Alice,  171 ;  Walter, 
171. 

Wymeswold,  John,  167,  168. 
Wynford,  Alice,  290. 

Wynterbourne     (Wynterborne,  Wynter- 

bourn),  Elizabeth,  82,  117;  John,  290; 

Philip  de,  23,  147;    Robert  de,  23; 

William  de,  82,  85,  117. 
Wyse,  John,  286,  301,  302,  304,  305,  349; 

Robert,  286 ;  Thomas,  301,  302,  304, 

305. 

Wytham,  Thomas,  353. 
Wyther,  William,  89. 

Yerde,  Emma,  101 ;  John,  308 ;  Robert, 
101. 

Yernesetele,  Alan  de,  166. 

Yonge,  Alice,  23  ;  John,  400,  402 ;  Thomas 

le,  23,  327,  328,  368. 
York,  Archbishop  of,  John,  320;  Duke  of, 

Richard,  312,  327,  328,  368;  Duchess 

of,  Cecilia,  327,  328,  368. 


CORRECTIONS. 

Page     6  line    9.    For  Auestye  read  Anestye 

16    „  13,    Delete  comma  alter  Wynterborn 
28  8  from  bottom.    Insert  comma  after  Deuelissh. 

„     48    „  25.    For  Swynetobre  read  Swynetolre 

„     75    ,,  15.    For  their  read  her 
,,     90    ,,     9.    For  Alueton  read  Alneton 

>»     9°    >»  3°«    F°r  Elmendea  read  Elmenden 
,,    112    ,,     7.    For  hal  read  hall" 

,,    112    ,,  14.    For  John  son  ot  John  read  Thomas  son  of  John 

112    „  24.    Delete  comma  after  Sutton 

„    112    ,,  28.    Insert  comma  Between  Guy  and  Martin 

„    128    ,,  30.    Delete  comma  after  Wynterbourne 

»    135    »  26-    After  Ralph  insert  ,  the  services 

„    148  4  and  10.    For  Hontorp  read  Houtorp  i.e.  Houthorpe 

„    166  23.    Insert  Newenham  after  John 

,,    167    „  13.    For  plaintiff  read  plaintiffs 

„    168    ,,  20.    For  Donylesheghes  read  Douyleshejes 

,,    175  last  line.  For  chape  read  chapel 
„    176  line    7.    Insert  (1389) 

191    „     4  from  bottom.    Insert  comma  after  Acuto 

,,    202    ,,  27.    After  Russel  read  o'  not  and 

„    24s  17.    A  fter  Reginald  insert  [Gylson] 

„    2«8    ,,      8  from  bottom.    The  punctuation  should  be  thus  Mapoudre,  Mylbourne 

Churcheton,  Mylbourne  Mycheleston. 

„    289  14  and  15.  Ditto 

11    3*7    .»     5  ^om  bottom.    Read  Durborogh,  Iscantok  (i.e.  East  Quantock) 
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FURTHER  CORRECTIONS  IN  VOL.  V. 

Page   50  line  28.   For  Dingeham  read  Bingeham 
„      82    ,,      5.    Insert  to  after  Agnes 
„    115         30.    For  Bebet  read  Belet 
„    164         21.    For  fence  months  read  hay  making  time. 
»»    339*    Under  Tarente,  insert  page  3. 
»»    339-    Under  Tarente  Gundevill,  insert  page  245 
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